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Notice  of  Hearing  of  Calendar. 


Minutes  of  Regular  Meeting,  Tuesday  Mornir  Ary 

6,  1970,  Affecting  Calendar  Numbers — '  3Z,  34- 

67- BZ,  114-67-BZ,  285-68-BZ,  317-66-BZ,  680-68-BZ, 
702-68-BZ,  18-69-BZ — Vol.  II,  411-69-BZ— Vol.  II,  857- 

68- BZ,  308-69-BZ,  335-69-BZ,  359-69-BZ,  419-69-BZ, 
470-69-BZ,  487-69-BZ,  500-69-BZ,  549-69-BZ,  579-69- 
BZ,  584-69-BZ,  1326-66-BZ— Vol.  II,  945-68-BZ,  141- 

69- BZ,  472-69-BZ,  484-69-BZ,  524-69-BZ,  533-69-BZ, 
557-69-BZ,  591-69-BZ. 


Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  January 
6,  1970,  Affecting  Calendar  Numbers — 999-66-A — Vol. 
James  P.  Mulroy,  Secretary  III,  529-69-A,  546-69-A,  559-69-A,  643-69-A,  650-69-A, 

645-69-A,  679-69-A. 


Correction  Affecting  Calendar  Numbers — 476-69-BZ  and 

John  B.  Cincotta,  Chief  Clerk  76-69-A. 


Warning  Notice. 


Office — 80  Lafayette  Street,  9th  Floor,  Manhattan,  New 
York,  N.  Y.  10013. 

Telephone — 566-5174. 
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DOCKET 

New  Cases  Filed  Through  December  31,  1969 

Cal.  No.  Dept.  Premises  Affected 

740-69-B  Z — B.Bx. — 1777  Allerton  Avenue,  northwest 
corner  of  Wickham  Avenue,  Block  4803,  Lots  24,  27,  28, 
Borough  of  The  Bronx,  N.B.  378-69  re-  proposal  to  use 
land  for  contractor’s  yard,  no  bulk,  parking  or  loading 
regulations,  R3-2  District. 


741-69- A — F.D. — 3636  Richmond  Terrace,  southeast  cor¬ 
ner  of  Western  Avenue,  Block  1338,  Lot  1,  Port  Ivory, 
Borough  of  Richmond,  F.D.  Letter  of  8/5/69  re-  smoking 
area. 


742-69-BZ — B.B. — 4210  Fort  Hamilton  Parkway,  south¬ 
west  corner  of  42nd  Street,  Block  5596,  Lots  43,  45,  Bor¬ 
ough  of  Brooklyn,  N.B.  528-69  re-  proposed  automotive 
service  station,  C2-3  District. 


743-69-BZ — B.M. — 154  Haven  Avenue,  west  side,  272 
feet  north  of  West  172nd  Street,  Block  2139,  Lot  275, 
Borough  of  Manhattan,  N.B.  88-69  re-  front  walls,  R8 
District. 


744-69-BZ — B.M. — 80  Washington  Square  East,  north¬ 
east  corner  of  West  4th  Street,  Block  546,  Lots  1,  3,  5, 
8,  10,  11,  Borough  of  Manhattan,  N.B.  114-69  re-  FAR 
and  sky  exposure  plane,  R7-2  District. 


745-69-A — B.Bx. — 1337  Webster  Avenue,  west  side,  342.49 
feet  north  of  169th  Street,  Block  2887,  Lot  172,  Borough 
of  The  Bronx,  Alt.  555-69  re-  extension  of  commercial 
use,  Administrative  Code. 


-69-BZ — B.Bx. — 925  Burke  Avenue,  northeast  corner 
ov  Avenue,  Block  4609,  Lot  8,  Borough  of  The 

Bronx,  33-69  re-  proposed  change  of  occupancy,  R5 
District. 


747-69-BZ — B.M. — 162  East  92nd  Street,  south  side,  175 
feet  west  of  Third  Avenue,  Block  1520,  Lot  44,  Borough 
of  Manhattan,  Alt.  98-69  re-  studio  and  apartments,  R8 
District. 

Restored  to  Docket 

18-69-BZ — Vol.  II — B.M. — 489  Fifth  Avenue,  east  side, 
73  feet  south  of  East  42nd  Street,  12  East  42nd  Street, 
Block  1276,  Lots  4,  68,  Borough  of  Manhattan,  N.B.  110- 
68  re-  stores  and  offices  C5-3  District. 


411-69-BZ— Vol.  II— B.Q.— 120-40  to  120-60  168th  Street, 
northwest  corner  of  Baisley  Boulevard,  Block  12383,  Lot 
17,  Jamaica,  Borough  of  Queens,  N.B.  304-68  re-  ware¬ 
house  and  offices,  R3-2  District. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M.— Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


JANUARY  23,  1970,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Friday  morning,  January  23,  1970,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

103-69-SM 

APPLICANT — Plastic  Pipe  Institute  for  U.  S.  Pipe  and 
Foundry  Co.,  Plastics  Division,  owner — plastic  pipe  and 
fittings. 


104-69-SM 

APPLICANT — Plastic  Pipe  Institute  for  Vistron  Corp., 
Plastex  Division,  owner — plastic  pipe  and  fittings. 


105-69-SM 

APPLICANT — Plastic  Pipe  Institute  for  Vistron  Corp., 
Plastex  Division,  owner — plastic  pipe  and  fittings. 


106-69-SM 

APPLICANT — Plastic  Pipe  Institute  for  Precision  Poly¬ 
mers,  Inc.,  owner — plastic  pipe  and  fittings. 


107-69-SM 

APPLICANT — Plastic  Pipe  Institute  for  Harvel  Plastics, 
Inc.,  owner — plastic  pipe  and  fittings. 


108-69-SM 

APPLICANT — Plastic  Pipe  Institute  for  Celanese  Plastics 
Co.,  owner — Yardley  pipe  and  fittings. 


132- 69-SM 

APPLICANT — Plastic  Pipe  Institute  for  Evanite  Plastics 
Co.,  owner — plastic  pipe  and  fittings. 

133- 69-SM 

APPLICANT — Plastic  Pipe  Institute  for  Carlon  Products 
Division  of  Continental  Oil  Co.,  owner — plastic  pipe  and 
fittings. 


144-69-SM 

APPLICANT — Plastic  Pipe  Institute  for  Amoco  Chemical 
Corp.,  Industrial  Products  Division,  owner — plastic  pipe 
and  fittings. 


180- 69-SM 

APPLICANT — Plastic  Pipe  Institute  for  R  &  G  Sloane 
Mfg.  Division,  The  Susquehanna  Corp.,  owner — plastic 
fittings. 

181- 69-SM 

APPLICANT — Plastic  Pipe  Institute  for  R  &  G  Sloane 
Mfg.  Division,  The  Susquehanna  Corp.,  owner — plastic 
pipe  and  fittings. 


255-69-SM 

APPLICANT — Plastic  Pipe  Institute  for  Amoco  Chemicals 
Corp.,  Industrial  Products  Division,  owner — plastic  pipe 
and  fittings. 


305-69-SM 

APPLICANT — Plastic  Pipe  Institute  for  Plastiline,  Inc., 
owner — plastic  pipe  and  fittings. 


383-69-SM 

APPLICANT — Plastic  Pipe  Institute  for  Colonial  Plastics 
Mfg.  Co.,  owner — plastic  pipe  and  fittings. 

M.  MILTON  GLASS,  Chairman 
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JANUARY  27,  1970,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  January  27,  1970,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

1100-64-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Ciro  Mattiello, 
owner. 

SUBJECT — Application  for  consideration— reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  February  24, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  and  C2-3  district,  the  con¬ 
struction  and  maintenance  of  a  public  parking  lot  for 
pleasure  type  motor  vehicles. 

PREMISES  AFFECTED — 62-68  Somers  Street,  south 
side,  300  feet  east  of  Rockaway  Avenue,  Block  1542,  Lots 
16,  17,  18  and  20,  Borough  of  Brooklyn. 


456-54-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti  for 
Benjamin  Siegel,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  December  14, 
1969— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7f,  7h  and  7i  of  the 
Zoning  Resolution,  permitting  in  a  business  use  district, 
for  a  term  of  fifteen  years,  the  erection  a..d  maintenance 
of  a  gasoline  service  station,  lubritorium,  car  washing, 
motor  vehicle  repairs,  storage  and  sale  of  accessories  and 
office,  and  permitting  the  parking  and  storage  of  motor 
vehicles. 

PREMISES  AFFECTED— 7602-7624  Flatlands  Avenue, 
south  side,  from  East  76th  Street  to  East  77th  Street,  901- 
911  East  76th  Street  and  902-910  East  77th  Street,  Block 
8013,  Lot  1  (formerly  Lots  1,  4,  5,  6,  8),  Borough  of 
Brooklyn. 

426-54-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti  for 
Benjamin  L.  Levine,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  December  14, 
1969 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Sections  7e  and  7h  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district, 
for  a  term  of  fifteen  years,  the  erection  and  maintenance 
of  a  gasoline  service  station,  lubritorium,  car  wash,  motor 
vehicle  repairs,  storage  and  sale  of  accessories  and  office 
and  permitting  the  parking  and  storage  of  motor  vehicles. 

PREMISES  AFFECTED— 78-01  to  78-19  Linden  Boule¬ 
vard,  north  side,  from  79th  Street  to  Sapphire  Street. 
135-33  to  135-39  Sapphire  Street  and  135-32  to  135-40  79th 
Street,  Block  11376,  Lot  23,  Ozone  Park,  Borough  of 
Queens. 

713-41-BZ — Vol.  II 

APPLICANT — Victor  E.  Block  for  Louis  Rifkin,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  November  10, 
1969 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning 
Resolution,  permitting  in  a  residence  and  unrestricted  use 
district,  the  parking  and  storage  of  more  than  five  motor 
vehicles  of  the  pleasure  car  type  only. 

PREMISES  AFFECTED— 1832-1834  Longfellow  Avenue 
and  990  Cross  Bronx  Expressway,  southeast  corner,  Block 
3011,  Lot  30,  Borough  of  The  Bronx. 


563-69-BZ 

APPLICANT— Charles  F.  Murphy  for  George’s  Carriers, 
Incorporated,  owner. 

SUBJECT — Application  October  3,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  and  R5  district,  the 
enlargement  in  area  of  an  existing  parking  lot  previously 
before  the  Board. 

PREMISES  AFFECTED— 62-39  to  62-55  Forest  Avenue, 
east  side,  218  feet  south  of  Metropolitan  Avenue,  62-44 
to  62-50  60th  Street,  Block  3492,  Lots  25,  28,  55,  59  (28T), 
Ridgewood,  Borough  of  Queens. 


564-69-A 

APPLICANT— Charles  F.  Murphy  for  George’s  Carriers, 
Incorporated,  owner. 

SUBJECT— Application  October  3,  1969— Filed  pursuant  to 
Section  35,  Art.  3  of  the  General  City  Law  re-  parking 
lot  in  bed  of  mapped  street. 

PREMISES  AFFECTED— 62-39  to  62-55  Forest  Avenue, 
east  side,  218  feet  south  of  Metropolitan  Avenue,  62-44 
to  62-50  60th  Street,  Block  3492,  Lots  25,  28,  55,  59  (28T), 
Ridgewood,  Borough  of  Queens. 


582-69-BZ 

APPLICANT — Benjamin  Zlochower  for  Estate  of  Max 
Sakow,  owner. 

SUBJECT— Application  October  8,  1969— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  two  story  and  basement,  two  family  dwelling  that 
exceeds  the  permitted  floor  area  ratio  and  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 2060  Muliner  Avenue,  east  side, 
180  feet  north  of  Brady  Avenue,  Block  4298,  Lot  13,  Bor¬ 
ough  of  The  Bronx. 


583-69-BZ 

APPLICANT— Benjamin  Zlochower  for  Estate  of  Max 
Sakow,  owner. 

SUBJECT — Application  October  8,  1969— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  two  story  and  basement  two  family  dwelling  that 
exceeds  the  permitted  floor  area  ratio,  and  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 2058  Muliner  Avenue,  east  side, 
150  feet  north  of  Brady  Avenue,  Block  4298,  Lot  12, 
Borough  of  The  Bronx. 


592-69-BZ 

APPLICANT — Robert  C.  Schnall  and  Judson  E.  Schnall 
for  Bergen  Park  Homes  Incorporated,  owner. 

SUBJECT — Application  October  15,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  one  story  and  basement  one  family  dwelling  that 
encroaches  on  the  required  side  yards,  has  less  than  the 
required  open  space  ratio  and  with  an  open  porch  within 
the  required  front  yard. 

PREMISES  AFFECTED— 1836  Coleman  Street,  west  side, 
280  feet  south  of  Avenue  R,  Block  8484,  Lot  55,  Borough 
of  Brooklyn. 

601-69-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Ford  Leasing  De¬ 
velopment  Company,  owner;  Banner  Ford,  lessee. 
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SUBJECT — Application  October  13,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  11-413 
of  the  Zoning  Resolution,  to  permit  in  an  C2-2  and  R5 
district,  on  a  plot  previously  before  the  Board,  in  con¬ 
junction  with  the  erection  of  an  automobile  showroom,  the 
enlargement  in  lot  area  for  used  car  sales  and  accessory 
parking  extending  into  the  R5  district. 

PREMISES  AFFECTED— 2531  to  2547  East  Tremont 
Avenue,  north  side,  57.41  feet  east  of  Lurting  Avenue, 
Block  4069,  Lots  23  and  24,  Borough  of  The  Bronx. 

641-69-BZ 

APPLICANT — A.  H.  Salkowitz  and  Carl  Heimberger  for 
Danshirl  Realty  Corporation,  owner;  Overseas  National 
Airways,  lessee. 

SUBJECT — Application  October  28,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-44 
of  the  Zoning  Resolution,  to  permit  in  an  Ml-1  district, 
the  erection  of  a  one  story  and  basement  office  and  ware¬ 
house  building  that  exceeds  the  permitted  floor  area  ratio 
and  the  reduction  in  the  number  of  accessory  parking 
spaces. 

PREMISES  AFFECTED — 147-39  175th  Street,  east  side, 
100  feet  north  of  148th  Avenue,  Block  13376,  Lot  40, 
Jamaica,  Borough  of  Queens. 


762-68-SA 

APPLICANT — Governair  Corporation,  owner — air  condi¬ 
tioner. 

235-69-SA 

APPLICANT — Kweller  and  Dubin  Associates  for  Marvel 
Manufacturing  Company,  owner — dry  cleaning  machine. 

896- 63-A 

APPLICANT — The  Gillette  Company,  owner. 

SUBJEC 1  Application  November  15,  1963 — Review  of 
Fire  Department  Regulations  covering  Pressurized  Prod¬ 
ucts.  Foamy  Shaving  Cream,  Adorn  Hair  Spray,  White 
Rain  Hair  Spray  and  Softstyle  Hair  Spray. 

897- 63-A 

APPLICANT — Cahill,  Gordon,  Reindel  and  Ohl  for  Col¬ 
gate-Palmolive  Company,  owner. 

SUBJECT  Application  November  15,  1963 — Review  of  Fire 
Department  Regulations  covering  pressurized  products 
(Colgate-Palmolive)  ;  various  pressurized  products. 

898- 63-A 


549-69-BZ 

APPLICANT  Arthur  J.  McGee  for  9th  Street  Company, 
owner. 

SUBJECT  Application  September  23,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C6-1  and  R7-2  district,  the 
erection  of  a  28  story  multiple  dwelling  and  store  building 
that  exceeds  the  permitted  floor  area  ratio  and  lot  area 
per  room,  has  less  than  the  required  open  space  ratio  and 
accessory  parking  and  penetrates  the  sky  exposure  plane 
PREMISES  AFFECTED — 39-45  Third  Avenue,  east  side 
from  East  9th  Street  to  East  10th  Street,  Block  465  Lots’ 
1  to  8,  30,  32,  Borough  of  Manhattan. 

Laid  over  from  January  6,  1970.  The  applicant  to  sub¬ 
mit  corrected  drawings  and  additional  information.  Hear¬ 
ing  continued;  previously  inspected. 


335-69-BZ 


APPLICANT — Leonard  F.  Rothkrug  for  Titan  Enter¬ 
prises,  Incorporated,  owner;  ICuehne  and  Nagel,  Incor¬ 
porated,  lessee. 


SUBJECT  Application  June  9,  1969 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  11-413  and  72- 21  of 
the  Zoning  Resolution,  to  permit  in  an  R3-2  district  on  a 
plot  previously  before  the  Board,  the  erection  of  a  two 
story  building  for  use  as  an  air  freight  terminal 

aES  AFFECTED — 147-23  Springfield  Lane,  221-21 
Avenue.  northeast  corner.  Block  13435,  Lots  16,  18, 
Al,  54,  56,  58,  Springfield  Gardens,  Borough  of  Queens. 

Laid  over  from  January  6,  1970,  for  continued  hearing; 
applicant  to  file  revised  drawings. 


M.  MILTON  GLASS,  Chairman 


JANUARY  27,  1970,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearir 
Tuesday  afternoon  January  27,  1970,  at  2  o’clock  at  1 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  tl 
following  matters  : 


APPLICANT  Cahill,  Gordon,  Reindel  and  Ohl  for  Reefer- 
Galler  Incorporated,  owners. 

SUBJECT— Application  November  15,  1963— Review  of  Fire 
Department  Regulations  covering  Pressurized  Products 
(Galler  s  various  Insect  Killer,  All  Glass  Cleaner  and  3 
Way  Air  Sanitizer.) 


899- 63-A  “ 

APPLICANT— Cahill,  Gordon,  Reindel  and  Ohl  for  The 
Lewy  Chemical  Company,  Incorporated,  owners. 

SUBJECT— Application  November  15,  1963— Review  of 
l  ire  Department  Regulations  covering  Pressurized  Prod¬ 
ucts.  (Frostex  Aerosol,  Moth-Gas  Mothproofer.) 

900- 63-A  — 

APPLICANT  Cahill,  Gordon,  Reindel  and  Ohl  for  Galree 
Products  Company  Incorporated,  owners. 

SUBJECT— Application  November  15,  1963— Review  of 
Fire  Department  Regulations  covering  Pressurized  Prod¬ 
ucts.  (Galco  Secticides,  etc.) 

567-69-A  ' 

APPLICANT — Fred  W.  Raffo  for  Frank  J.  Demyan,  owner. 

SUBJECT— Application  October  7,  1969— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Class  4  con¬ 
struction  two  family  frame — tabular  limits. 

PREMISES  AFFECTED — 1394  Victory  Boulevard,  south 
side,  129.51  feet  west  of  Marx  Street,  Block  681,  Lot  73 
Sunnyside,  Borough  of  Richmond. 


380-69-A  * 

APPLICANT— Ingram  S.  Carner  for  Emilie  J.  Caldwell, 
owner;  Staten  Island  Flooring  Discounts,  Inc.,  lessee. 

SUBJECT  Application  June  27,  1969 — Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  tabular  limits 
and  live  load. 

PREMISES  AFFECTED— 181-201  Bay  Street,  southeast 
corner  of  Victory  Boulevard,  Block  497,  Lots  10-25,  Staple- 
ton,  Borough  of  Richmond. 
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693-69-A 

APPLICANT — Richard  I.  Pezenik  for  Pezenik  Realty  Cor¬ 
poration,  owner;  I.  G.  S.  Industries,  Incorporated  (I. 
Green  &  Sons,  Incorporated),  lessee. 

SUBJECT — Application  November  28,  1969 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 4320  to  4326  Park  Avenue,  east 
side,  75  feet  north  of  East  179th  Street,  Block  3036,  Lot  4, 
Borough  of  The  Bronx. 


703-69-A 

APPLICANT — Harry  Soled  for  Congregation  Bais 
Ephraim,  owner. 

SUBJECT — Application  December  8,  1969 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  public  use 
(Synagogue)  in  Class  4  building. 

PREMISES  AFFECTED — 2802  Avenue  J,  southeast  cor¬ 
ner  of  East  28th  Street,  Block  7610,  Lot  41,  Borough  of 
Brooklyn. 

M.  MILTON  GLASS,  Chairman 


FEBRUARY  3,  1970,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  morning,  February  3,  1970,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York  10013,  N.  Y.,  on  the  following 
matters : 

1050-38-BZ — Vol.  II 

APPLICANT — Abraham  Werfel  for  Sovereign  Realty, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
request  to  waive  the  rules  of  procedure  and  extension  of 
term  of  variance  which  expires  June  30,  1974  and  amend¬ 
ment  of  resolution — decision  of  the  Borough  Superintend¬ 
ent;  previously  granted  on  condition,  under  Section  7e  of 
the  Zoning  Resolution,  permitting  in  a  local  retail  and 
residence  use  district,  the  erection  of  a  gasoline  service 
station  with  accessory  motor  vehicle  repair  shop  with  hand 
tools  only,  auto  laundry,  non-automatic  and  lubritorium 
without  the  required  rear  yard,  all  for  a  temporary  term 
of  15  years. 

PREMISES  AFFECTED— 1301-1319  65th  Street  and  6411- 
6423  13th  Avenue,  northeast  corner,  Block  5747,  Lot  1, 
Borough  of  Brooklyn. 


129-58-BZ 

APPLICANT — Atkin  and  Bassolino  for  Charon  Associates, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
request  to  waive  the  rules  of  procedure  and  extension  of 
term  of  variance  which  expired  July  14,  1969 — decision  of 
the  Borough  Superintendent ;  previously  granted  on  con¬ 
dition,  under  Section  7h  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  residence  use  district,  the  maintenance  of  a 
parking  lot  for  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED— 3510  Putnam  Place  and  288 
East  211th  Street,  southeast  corner,  Block  3356,  Lot  10, 
Borough  of  The  Bronx. 


361-49-BZ 

APPLICANT — Leonard  Lazarus  and  Louis  Aronoff, 
owners. 


SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  December  15, 
1969 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7f,  7e,  7i  and  7h  of 
the  Zoning  Resolution,  permitting  in  a  residence  and  busi¬ 
ness  use  district,  for  a  term  of  years,  the  erection  and 
maintenance  of  a  gasoline  service  station,  lubritorium, 
motor  vehicle  repair  shop,  auto  laundry,  storage,  sale  of 
auto  accessories,  office,  and  permitting  the  parking  of 
more  than  five  motor  vehicles  waiting  to  be  serviced  and 
with  curb  cuts  more  than  the  permitted  distance  from  the 
intersection. 

PREMISES  AFFECTED— 74-01  to  74-13  Eliot  Avenue 
and  60-69  to  60-77  74th  Street  northeast  corner  and  60-76 
75th  Street,  Block  2844,  Lots  46,  49,  Maspeth,  Borough 
of  Queens. 


187-52-BZ— Vol.  II 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Gulf  Oil  Corporation,  owner. 

SUBJECT— Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  25, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7 A,  7e,  7i  and  7h  of 
the  Zoning  Resolution,  permitting  in  a  local  retail  use 
district,  the  erection  and  maintenance  of  a  gasoline  service 
station,  lubritorium,  car  washing,  motor  vehicle  repairs, 
with  parking  and  storage  of  motor  vehicles  and  unbuilt 
upon  portion  of  lot  with  a  curb  cut  more  than  the  per¬ 
mitted  distance  from  the  intersection,  for  a  term  of  years. 

PREMISES  AFFECTED — 221-10  Hempstead  Avenue  and 
102-23  to  102-37  221st  Street,  southeast  corner,  Block 
11157,  Lot  5,  Queens  Village,  Borough  of  Queens. 


315-49-BZ 

APPLICANT — Frank  J.  Ross  for  Mary  C.  Colangelo, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  December  15, 
1969 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the  park¬ 
ing  and  storage  of  motor  vehicles. 

PREMISES  AFFECTED — 2314-2318  Beaumont  Avenue, 
east  side,  240  feet  north  of  East  183rd  Street,  Block  3103, 
Lot  11,  Borough  of  The  Bronx. 


492-29-BZ— Vol.  V 

APPLICANT — Atkin  and  Bassolino  for  First  Concourse 
Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  June  2,  1970 
and  amendment  of  resolution — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition,  under 
Section  7e  of  the  Zoning  Resolution,  permitting  in  a  resi¬ 
dence  use  district,  the  continuation  on  first  floor  of  exist¬ 
ing  multiple  dwelling,  a  limited  business  occupancy,  facing 
Grand  Concourse  and  Boulevard. 

PREMISES  AFFECTED — 2183-2185  Grand  Concourse, 
west  side,  154.94  feet  south  of  East  182nd  Street,  Block 
3162,  Lot  34  (formerly  Lot  30),  Borough  of  The  Bronx. 


1044-67-BZ 

APPLICANT — Jerome  W.  Perlstein  for  21-29  44th  Road, 
Incorporated,  owner. 

SUBJECT — Application  November  30,  1967 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
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Charter,  to  permit  in  an  RS  district,  the  erection  of  a  one 
story  and  basement  enlargement  to  an  existing  factory, 
storage  and  office  building. 

PREMISES  AFFECTED — 12-12  Astoria  Boulevard,  south 
side,  96.97  feet  east  of  12th  Street,  Block  512,  Lot  4, 
Astoria,  Borough  of  Queens. 


842-68-BZ 

APPLICANT — Max  Siegel  Associates  for  Derwood  Realty 
Corporation,  owner. 

SUBJECT — Application  November  6,  1968 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
73-62  of  the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  an  R7-1  and  C8-3  dis¬ 
trict,  in  an  existing  six  story  multiple  dwelling,  the  con¬ 
version  of  the  doctor’s  offices  in  the  cellar  to  apartments 
that  increases  the  degree  of  non-compliance  in  floor  area 
ratio,  open  space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 910-916  Sheridan  Avenue,  east 
side,  175  feet  south  of  East  163rd  Street,  Block  2454,  Lot 
11,  Borough  of  The  Bronx. 


700-69-A 

APPLICANT — Max  Siegel  Associates  for  Derwood  Realty 
Corporation,  owner. 

SUBJECT— Application  December  5,  1969 — filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  for  variation 
of  Section  34  of  the  Multiple  Dwelling  Law  re-  cellar 
apartments. 

PREMISES  AFFECTED — 910  to  916  Sheridan  Avenue, 
east  side,  175  feet  south  of  East  163rd  Street,  Block  2454, 
Lot  11,  Borough  of  The  Bronx. 


548-69-BZ 

APPLICANT — Arthur  J.  McGee  for  Charles  F.  Harding 
and  Harry  Bell,  owners ;  American  Oil  Company,  lessee. 

SUBJECT — Application  September  23,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  an  automotive  service  station  with  accessory  uses  and 
accessory  signs. 

PREMISES  AFFECTED — 107-10  Astoria  Boulevard, 
southeast  corner  of  107th  Street,  Block  1694,  Lots  1,  2, 
6,  9,  Astoria,  Borough  of  Queens. 


568-69-BZ 

APPLICANT — Atkin  and  Bassolino  for  310  East  2nd  Street 
Corporation,  owner. 

SUBJECT — Application  October  7,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-5  district,  in  an  existing 
three  story  building,  the  conversion  of  the  second  and 
third  floors  from  residential  use  to  doctors’  offices. 

PREMISES  AFFECTED— 310  East  2nd  Street,  north¬ 
west  corner  to  Avenue  D,  Block  372,  Lot  44,  Borough  of 
Manhattan. 

633-69-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Carnarsie  Lots 
Corporation,  and  Ellar  Estates  Corporation,  owners. 

SUBJECT — Application  October  23,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-44 
of  the  Zoning  Resolution,  to  permit  in  a  C2-1  and  R4 
district,  in  conjunction  with  the  erection  of  a  two  story 
store  and  office  building,  the  reduction  in  the  number  of 
accessory  parking  spaces  and  the  extension  of  the  parking 
area  into  the  residence  district. 


PREMISES  AFFECTED— 9512  to  9514  Avenue  L,  south 
side,  82  ft.  8 '/$  inches  east  of  95th  Street,  1423-1425  East 
95th  Street,  Block  8270,  Lot  38,  Borough  of  Brooklyn. 


637-69-BZ 

APPLICANT — Edwin  Storch  for  Alfred  Mastramaura, 
owner. 

SUBJECT — Application  October  24,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  Ml-1  district,  the  conversion  of 
an  existing  two  story  building  from  a  factory  to  a  two 
family  dwelling. 

PREMISES  AFFECTED— 24-02  Pacific  Street,  souih 
side,  70.  V/2  feet  east  of  Sackman  Street,  Block  1444,  Lot 
13,  Borough  of  Brooklyn. 


705-69-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum 
and  Young  for  Aetna  Insurance  Company,  owner. 

SUBJECT — Application  December  8,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-68 
of  the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  C5-5  district,  the 
erection  of  a  21  story  office  building  that  exceeds  the 
height  of  the  front  wall  and  the  tower  coverage,  en¬ 
croaches  on  the  required  tower  setback  and  exceeds  the 
permitted  floor  area  ratio. 

PREMISES  AFFECTED— 98  to  106  William  Street, 
southeast  corner  of  John  Street,  Block  68,  Lot  36,  Bor¬ 
ough  of  Manhattan. 


419-69-BZ 

APPLICANT — Raymond  J.  Irrera  for  Orazio  Amaru, 

owner. 

SUBJECT— Application  July  14,  1969— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  the  enlargement 
in  area  of  a  public  parking  lot  previously  before  the  Board 
that  creates  a  non-compliance  on  the  adjoining  lot. 

PREMISES  AFFECTED — 42-02  31st  Avenue,  southeast 
corner  of  42nd  Street,  Block  692,  Lots  36  and  40,  Long 
Island  City,  Borough  of  Queens. 

Laid  over  from  January  6,  1970,  for  continued  hearing; 
applicant  to  submit  additional  information  and  photo¬ 
graphs;  previously  inspected. 

M.  MILTON  GLASS,  Chairman. 


FEBRUARY  3,  1970,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  February  3,  1970,  at  2  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York  10013,  N.  Y.,  on  the 
following  matters : 

2522-BZY — Vol.  VII — B.B. — 1602-24  Avenue  Y,  N.B. 
3753-61. 


1176-BZY — Vol.  VI — B.Q. — 85-10  149th  Avenue,  N.B. 

5068-61. 


1687-BZY — Vol.  VI — B.Q. — 118-18  Union  Turnpike,  N.B. 
1580-61. 


1688-BZY — Vol.  VI — B.Q. — 118-17  Union  Turnpike,  N.B. 
1579-61. 
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4429-BZY — Vol.  VII — B.Bx. — 1781  Neried  Avenue,  N.B. 
3205-61. 


1163-BZY— Vol.  VI— B.Q.— 39-60  54th  Street,  N.B.  2057- 
61. 


3609-BZY— Vol.  VII— B.Q.— 157-17  129th  Avenue,  N.B. 
7580-61. 


4233-BZY — Vol.  VII — B.B. — 3030  Emmonds  Avenue, 
N.B.  3088-61. 


2768-BZY— Vol.  VII— B.Q.— 98-11  44th  Avenue,  N.B. 
8303-61. 


695-69-A 

APPLICANT — Donald  D.  Fisher  for  M.  Rickey  Marder 
and  Libbie  Elan  Marder  d/b/a  19  West  45th  Street  Realty 
Company,  owners;  Edward  A.  Sargavy  and  Julius  Soko- 
lick,  lessee. 

SUBJECT — Application  November  26,  1969 — -Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFECTED — 17  to  19  West  45th  Street,  north 
side,  234  feet  6  inches  west  of  5th  Avenue,  Block  1261, 
Lot  27,  Borough  of  Manhattan. 


720-69-A 

APPLICANT — Hector  Ferreras  for  Vincent  Commisso, 
owner. 

SUBJECT — Application  December  12,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 214  Cambridge  Ave.,  west  side, 
44  feet  south  of  Auburn  Avenue,  Block  1525,  Lot  47, 
Westerleigh,  Borough  of  Richmond. 


721-69-A 

APPLICANT — Hector  Ferreras  for  Arthur  Pollaci,  owner. 

SUBJECT — Application  December  12,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 218  Cambridge  Avenue,  west 
side,  88  feet  south  of  Auburn  Avenue,  Block  1525,  Lot  51, 
Westerleigh,  Borough  of  Richmond. 


722-69-A 

APPLICANT- — Hector  Ferreras  for  Bugene  Acca,  owner. 

SUBJECT — Application  December  12,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 243  Cambridge  Avenue,  east 
side,  300  feet  south  of  Auburn  Avenue,  Block  1524,  Lot 
26,  Westerleigh,  Borough  of  Richmond. 


723-69-A 

APPLICANT — Hector  Ferreras  for  Vincent  De  Luca, 
owner. 

SUBJECT- — Application  December  12,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 236  Cambridge  Avenue,  west 
side,  220  feet  south  of  Auburn  Avenue,  Block  1525,  Lot  57, 
Westerleigh,  Borough  of  Richmond. 


724-69-A 

APPLICANT — Hector  Ferreras  for  Anthony  Curtschio, 
owner. 

SUBJECT — Application  December  12,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 250  Cambridge  Avenue,  west 
side,  380  feet  south  of  Auburn  Avenue,  Block  1525,  Lot 
64,  Westerleigh,  Borough  of  Richmond. 


725-69-A 

APPLICANT — Hector  Ferreras  for  John  Carbonaro, 
owner. 

SUBJECT— Application  December  12,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 250  Auburn  Avenue,  southwest 
corner  of  Cambridge  Avenue,  Block  1525,  Lot  44,  Wester¬ 
leigh,  Borough  of  Richmond. 


726-69-A 

APPLICANT — Hector  Ferreras  for  Vincent  Calderola, 
owner. 

SUBJECT — Application  December  12,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 222  Cambridge  Avenue,  west 
side,  132  feet  south  of  Cambridge  Avenue,  Block  1525,  Lot 
53,  Westerleigh,  Borough  of  Richmond. 

735-69-A 

APPLICANT — Stephen  J.  Murphy  for  Glen  Oaks  Com¬ 
pany,  owner ;  Dan’s  Supreme  Market,  lessee. 

SUBJECT — -Application  December  15,  1969 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 259-01  Union  Turnpike,  north 
side,  300  feet  west  of  260th  Street,  Block  8513,  Lots  2 
and  4,  Glen  Oaks,  Borough  of  Queens. 

M.  MILTON  GLASS,  Chairman 


FEBRUARY  10,  1970,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  February  10,  1970,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters  : 

534-69-BZ 

APPLICANT — Allen  H.  Feinberg  for  Harold  Tepitz, 
owner. 

SUBJECT — Application  September  11,  1969 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R4  district,  the 
erection  of  a  front  and  rear  enlargement  to  an  existing 
three  story  building  that  increases  the  degree  of  non- 
compliance  in  floor  area  ratio  and  encroaches  on  the  re¬ 
quired  front,  side  and  rear  yards. 

PREMISES  AFFECTED — 1834  Rockaway  Parkway,  west 
side,  100  feet  north  of  Avenue  M,  Block  8261,  Lot  66, 
Borough  of  Brooklyn. 


581-69-BZ 

APPLICANT — Hannibal  F.  Zumbo  for  Flatbush  Pontiac 
Incorporated,  owner;  Flatpon  Realty  Corporation,  lessee. 
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SUBJECT — Application  October  8,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21,  73-50  and 
73-52  of  the  Zoning  Resolution,  to  permit  in  an  Ml-1  and 
R6  district,  the  enlargement  in  area  of  an  existing  off 
site  accessory  parking  facility. 

PREMISES  AFFECTED— 270  Winthrop  Street,  south 
side,  192  feet,  6  inches  west  of  Nostrand  Avenue,  671- 
675  Parkside  Avenue,  Block  5050,  Lots  33,  60  and  62, 
Borough  of  Brooklyn. 


646-69-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Gulf  Oil  Corporation,  owner. 

SUBJECT — Application  October  23,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  district,  the  rearrange¬ 
ment  and  structural  alterations  of  an  automotive  service 
station  previously  before  the  Board. 

PREMISES  AFFECTED — 72-01  to  72-19  Main  Street 
(72-09  Main  Street  official),  144-02  to  144-08  72nd  Avenue 
southeast  corner,  72-02  to  72-20  Vleigh  Place,  Block  6660, 
Lot  1,  Flushing,  Borough  of  Queens. 


663-69-BZ 

APPLICANT — Harry  Soled  for  Frank  Patrone  and  Estate 
of  Elizabeth  Goodman,  Frank  Patrone— Executor,  owners. 

SUBJECT — Application  November  10,  1969 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  C6-1  district,  the  com¬ 
bining  of  two  adjoining  structures  and  the  extension  of 
the  existing  products  manufacturing  establishment. 

PREMISES  AFFECTED — 521-523  Atlantic  Avenue,  north 
side.  61  feet  east  of  3rd  Avenue,  Block  180,  Lots  61  and 
62,  Borough  of  Brooklyn. 


706- 69-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Jeffrey  Aaron, 
Et  als,  owner;  Brooklyn  Public  Library,  lessee. 

SUBJECT — Application  December  10,  1969 — decision  of 
the  Borough  Superintendent,  under  Section  11-413  of  the 
Zoning  Resolution,  to  permit  in  an  R8  district,  in  an 
existing  one  story  building  previously  before  the  Board, 
the  change  in  occupancy  from  storage  and  warehouse  for 
housewares  to  a  book  distribution  center  for  the  Brooklyn 
Public  Library. 

PREMISES  AFFECTED — 109-111  Montgomery  Street, 
north  side,  109.5  feet  east  of  Washington  Avenue,  Block 
1190,  Lot  61,  Borough  of  Brooklyn. 

707- 69-A 

APPLICANT — Leonard  F.  Rothkrug  for  Jeffrey  Aaron, 
et  als,  owner  Brooklyn  Public  Library,  lessee. 

SUBJECT— Application  December  10,  1969 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  com¬ 
mercial  building. 

PREMISES  AFFECTED — 109-111  Montgomery  Street, 
north  side,  109.5  feet  east  of  Washington  Avenue,  Block 
1190,  Lot  61,  Borough  of  Brooklyn. 

734-69-BZ 

APPLICANT— Charles  P.  Murphy  for  Braemle  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Application  December  12,  1969— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  on  a  plot  pre¬ 
viously  before  the  Board,  the  erection  of  a  six  story  office 


building  that  exceeds  the  permitted  floor  area  ratio,  pene¬ 
trates  the  sky  exposure  plane  and  has  less  than  the  required 
accessory  parking. 

PREMISES  AFFECTED — 163-01  to  163-19  Horace  Hard¬ 
ing  Expressway,  north  side  from  163rd  Street  to  164th 
Street,  Block  6741,  Lot  1,  Flushing,  Borough  of  Queens. 

M.  MILTON  GLASS,  Chairman 


FEBRUARY  10,  1970,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  February  10,  1970,  at  2  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York  10013,  N.  Y.,  on  the 
following  matters : 


385-BZY — Vol.  VI — B.Q. — 151-51  138th  Avenue,  N.B. 

7721-61. 


1905-BZY — Vol.  VI — B.Bx. — 2666  Netherland  Avenue, 
N.B.  1482-60. 


1590-BZY — Vol.  VII — B.R. — 2375  Richmond  Road,  N.B. 
1716-61. 


2300-BZY — Vol.  VI — B.Q. — 138-25  Elder  Avenue,  N.B. 

4806-61. 


4059-BZY— Vol.  VII— B.Q. -58-30  76th  Street,  N.B. 

1222-61. 


1556-BZY — Vol.  VI — B.R. — 32  Seaside  Boulevard,  N.B. 
2917-61. 


2548-BZY — Vol.  VI — B.B. — 3001  West  36th  Street,  N.B. 

6920-61. 


2549-A-BZY — Vol.  VI — B.B. — 3514  Surf  Avenue,  Alt. 
4114-61. 


3541-BZY— Vol. 

3384-61. 

VI— B.Q.— 33-22 

255th 

Street, 

N.B. 

3542-BZY— Vol. 

3388-61. 

VI— B.Q.— 33-04 

255th 

Street, 

N.B. 

3543-BZY— Vol. 

3401-61. 

.VI— B.Q.— 33-29 

255th 

Street, 

N.B. 

3544-BZY— Vol. 
3402-61. 

VI— B.Q. -33-31 

255th 

Street, 

N.B. 

3545-BZY— Vol. 

3400-61. 

VI— B.Q.— 33-27 

255th 

Street, 

N.B. 

3546-BZY— Vol. 

3398-61. 

VI— B.Q. -33-21 

255th 

Street, 

N.B. 

3547-BZY— Vol. 

3399-61. 

VI— B.Q.— 33-25 

255th 

Street, 

N.B. 

3548-BZY— Vol. 

3396-61. 

VI— B.Q.— 33-17 

255th 

Street, 

N.B. 

3549-BZY— Vol. 

3397-61. 

VI— B.Q.— 33-19 

255th 

Street, 

N.B. 

3550-BZY— Vol. 

3393-61. 

VI— B.Q.— 33-09 

255th 

Street, 

N.B. 

3551-BZY— Vol. 

^Ozl  1 

VI— B.Q.— 33-11 

255th 

Street, 

N.B. 

CALENDAR 


3552-BZY — Vol. 

3395-61. 

VI— B.Q.— 33-15 

255th 

Street, 

N.B. 

3553-BZY— Vol. 

3392-61. 

VI— B.Q.— 33-07 

255th 

Street, 

N.B. 

3554-BZY— Vol. 

3390-61. 

VI— B.Q.— 33-03 

255th 

Street, 

N.B. 

3555-BZY— Vol. 

3391-61. 

VI— B.Q.— 33-05 

255th 

Street, 

N.B. 

3556-BZY— Vol. 
3383-61. 

VI— B.Q.— 33-24 

255th 

Street, 

N.B. 

3557-BZY— Vol. 

3389-61. 

VI— B.Q.— 33-01 

255th 

Street, 

N.B 

3558-BZY— Vol. 

3385-61. 

VI— B.Q.— 33-18 

255th 

Street, 

N.B 

3559-BZY— Vol. 

3386-61. 

VI— B.Q.— 33-16 

255th 

Street, 

N.B 

3560-BZY— Vol. 

3387-61. 

VI— B.Q.— 33-02 

255th 

Street, 

N.B 

M.  MILTON  GLASS,  Chairman 


MINUTES 


REGULAR  MEETING 

TUESDAY  MORNING,  JANUARY  6,  1970—10  A.M. 

Present :  Chairman  Glass,  Vice  Chairman  Becker, 

Commissioner  Madigan  and  Commissioner  Nolan. 


The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  afternoon,  December  9,  1969  and 
December  16,  1969,  were  approved  as  printed  in  the  Bulle¬ 
tins  of  December  18,  1969  and  December  25,  1969,  Vol.  54, 
Nos.  51  and  52. 


370-65-BZ 

APPLICANT — Arthur  Levine  for  Rothdeen  Realty  Corpo¬ 
ration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  v/hich  expired  January  4, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  11-411  and  11-412  of 
the  Zoning  Resolution,  permitting  in  a  R6  district,  the 
erection  of  a  two  story  enlargement  to  an  existing  motor 
vehicle  repair  shop  including  welding  and  spraying,  sale 
of  auto  parts  and  accessory  parking  previously  granted  by 
the  Board. 

PREMISES  AFFECTED — 89  Furman  Avenue,  west  side, 
82  feet  north  of  Bushwick  Avenue,  Block  3462,  Lots  26 
and  68,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Arthur  Levine. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 


Negative :  .  0 

Absent:  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  13,  1965,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
January  6,  1970,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  13, 
19o5,  as  amended  through  June  28,  1966,  only  as  to  the  term 
of  the  variance,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read : 

“granted  for  a  term  of  ten  years  from  January  4.  1970, 
to  permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  201-65) 


34-67-BZ 

APPLICANT — M.  Martin  Elkind  for  Josephine  Gulotta 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
request  to  waive  the  rules  of  procedure  and  extension  of 
time  to  complete  which  expired  November  21,  1968— deci¬ 
sion  of  the  Borough  Superintendent;  previously  granted 
on  condition,  under  Section  72-21  of  the  Zoning  Resolution, 
to  permit  in  an  R2  district,  the  erection  of  a  one  family 
dwelling  that  encroaches  on  the  required  side  yard. 

PREMISES  AFFECTED — 24-15  Bell  Boulevard,  east  side 
58  24  feet  north  of  26th  Avenue,  Block  6001,  Lot  60,  Bay- 
side,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant :  M.  Martin  Elkind. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  time  to  obtain  Certificate  of  Occupancy 
extended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 


Negative:  .  0 

Absent:  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
November  21,  1967,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  a  Certificate  of  Occupancy. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  November  21,  1967,  only  as  to  the 
time  to  obtain  a  Certificate  of  Occupancy,  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 

“that  a  Certificate  of  Occupancy  shall  be  obtained  within 
six  months  from  the  date  of  this  amended  resolution.” 
(N.B.  2474-66) 

114-67-BZ 

APPLICANT — Benjamin  F.  Nolan  for  Eugene,  Elizabeth, 
Kurt  and  Eleanor  Doring,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
request  to  waive  the  rules  of  procedure  and  extension  of 
time  to  complete  which  expired  June  6,  1968 — decision  of 
the  Borough  Superintendent;  previously  granted  on  con¬ 
dition,  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  a  Cl-2  district,  in  an  existing  three  story  mixed 
building,  the  erection  of  a  one  story  enlargement  to  the 
first  floor  bakery. 

PREMISES  AFFECTED — 1017  Castle  Hill  Avenue,  south¬ 
west  corner  of  Chatterton  Avenue,  Block  3806,  Lot  41, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Benjamin  F.  Nolan. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  time  to  complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative :  .  ’  ’  q 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
June  6,  1967,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  June  6,  1967,  only  as  to  the  time 
to  complete  the  work,  so  that  as  amended  this  portion  of 
the  resolution  shall  read: 

that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.”  (Alt. 


285-68-BZ 

APPLICANT— Irving  P.  Marks  for  Ansal  Holding  Corpo¬ 
ration  and  Frostone  Corp.,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  November  19, 


10 
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1969 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  11-412  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  manufacturing  build¬ 
ing,  previously  before  the  Board. 

PREMISES  AFFECTED— 194  to  208  Tillary  Street,  south 
side,  91  feet  east  of  Prince  Street  and  57  to  73  Prince 
Street,  Block  2050,  Lots  100  and  104,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Irving  P.  Marks. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 

Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  19,  1968,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  19,  1968,  only  as  to  the  time  to  complete  the  work,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  November  19,  1969.”  (Alt.  1661-67) 


317-68-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Model  Equities 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  December  17, 
1969 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C2-4  district,  in  an  existing  two 
story  building,  the  change  in  occupancy  of  the  first  floor 
from  warehouse  to  factory. 

PREMISES  AFFECTED — 4033  Third  Avenue,  west  side, 
100.07  feet  north  of  East  174th  Street,  Block  2922,  Lot  54, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  . .  4 


Negative:  .  0 

Absent:  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
December  17,  1968,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  17,  1968,  only  as  to  the  time  to  complete  the  work,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 
“that  substantial  construction  shall  be  completed  within 
one  year  from  December  17,  1969.”  (Alt.  49-68) 


680-68-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  William  Sparago,  owner. 


SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  December 
10,  1969 — decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  a  R7-1  and  C2-3  district, 
at  an  existing  auto  repair  shop  including  body  repairs 
previously  before  the  Board,  the  addition  to  the  uses  to 
include  the  parking  of  cars  awaiting  service. 

PREMISES  AFFECTED— 224-240  Clarkson  Avenue, 
south  side,  135  feet  4)4  inches  east  of  Rogers  Avenue, 
Block  5066,  Lot  23,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 


Commissioner  Madigan  and  Commissioner  Nolan  . .  4 

Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
December  10,  1968,  on  certain  conditions  ;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  10,  1968  only  as  to  the  time  to  complete  the  work,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 
“that  substantial  construction  shall  be  completed  within 
one  year  from  December  10,  1969.”  (Alt.  1323-68) 


702-68-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Gulf  Oil  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  December 
17,  1969 — decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition,  under  Section  73-211  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  district,  the  recon¬ 
struction  of  an  automotive  service  station  with  accessory 
uses  previously  before  the  Board. 

PREMISES  AFFECTED— 32-45  to  32-55  (official  32-45) 
Francis  Lewis  Boulevard,  198-01  to  198-07  33rd  Avenue, 
northeast  corner,  Block  6025,  Lot  36,  Bayside,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant — James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  . .  4 


Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
December  l7,  1968,  on  certain  conditions ;  and 

Whereas,  the  resolution  was  amended  on  January  28, 
1968 ;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  17,  1968,  as  amended  through  January  28,  1969,  only  as 
to  the  time  to  complete  the  work,  so  that  as  amended  this 
portion  of  the  resolution  shall  read: 
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“that  substantial  construction  shall  be  completed  within 
one  year  from  December  17,  1969.”  (N.  B.  1052-68) 


18-69-BZ — Vol.  II 

APPLICANT — Buckley  and  Kisseloff  for  Emalie  Heckard, 
owner;  Chemical  Bank  N.  Y.  Trust  Company,  trustee. 

SUBJECT— Application  for  consideration — reopening  as 
Vol.  II  subject  to  regular  procedure — decision  of  the  Bor¬ 
ough  Superintendent ;  previously  granted  on  condition, 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit 
in  a  C5-3  district,  the  erection  of  a  28  story  office  building 
that  exceeds  the  permitted  floor  area  ratio,  encroaches  on 
the  initial  setback,  tower  setback  exceeds  the  permitted 
tower  coverage  and  without  the  required  loading  berth. 

PREMISES  AFFECTED — 487-489  Fifth  Avenue,  east  side, 
73  feet  south  of  East  42nd  Street,  12  East  42nd  Street, 
Block  1276,  Lots  4  and  68,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisselof. 

ACTION  OF  BOARD — Application  reopened  as  Vol.  II, 
subject  to  the  regular  procedure. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent :  Commissioner  Klein  .  1 


411-69-BZ— Vol.  II 

APPLICANT — Albert  J.  Mario  for  North  Star  Homes, 
Inc.,  owner. 

SUBJECT  Application  for  consideration — reopening  as 
Vol.  II  subject  to  regular  procedure— decision  of  the  Bor¬ 
ough  Superintendent;  previously  denied,  under  Section 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2  dis¬ 
trict,  the  erection  of  a  one  story  and  mezzanine  building 
for  use  as  a  warehouse  with  accessory  offices,  loading  and 
parking. 

PREMISES  AFFECTED— 120-40  to  120-60  168th  Street, 
northwest  corner  of  Baisley  Boulevard,  Block  12383,  Lot 
17,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Albert  J.  Mario. 

ACTION  OF  BOARD — Application  reopened  as  Vol.  II, 
subject  to  the  regular  procedure. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

N  egative  i  . .  q 

Absent:  Commissioner  Klein  .  .  i 


857-68-BZ 


APPLICANT— DeZorett  and  Venner  for  Akiba  Realt\ 
Corporation,  owner;  Pemay,  Incorporated,  lessee. 

SVi?J^CT — AppliGation  November  13,  1968— decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  Ml-1  district,  the  omis¬ 
sion  of  the  required  accessory  parking  for  a  two  story 
enlargement  to  a  factory. 

PREMISES  AFFECTED— 2455  McDonald  Avenue,  south- 
Brook°yner  °f  AvCnUe  W’  B1°ck  7173’  Lot  l’  B°rough  of 


APPEARANCES— 

For  Applicant:  Julius  Venner. 
For  Opposition :  None. 


AC1ION  OF  BOARD — Laid  over  to  January  20,  1970,  at 
10  A.M.  Applicant  to  submit  amended  drawings.  Hearing 
closed;  previously  inspected. 


308-69-BZ 

APPLICANT — Frank  A.  Vaccaro,  for  Rose  Hosmer,  owner. 
SUBJECT— Application  May  27,  1969— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  one  story  enlargement  to  a  one  family  dwelling  that 
encroaches  on  the  required  side  yard. 

FFEMISES  AFFECTED — 78  Appleby  Avenue,  south  side 
675  feet  west  of  Norway  Avenue,  Block  3395,  Lot  58^ 
South  Beach,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Frank  A.  Vaccaro. 

For  Opposition :  None. 

ACTION  Oh  BOARD — Laid  over  to  January  13,  1970,  at 
10  A.M.  for  decision;  applicant  to  file  revised  drawings' 
previously  inspected;  hearing  closed. 


335-69-BZ  ~ 

APPLICANT — Leonard  F.  Rothkrug  for  Titan  Enter¬ 
prises,  Incorporated,  owner;  ICuehne  and  Nagel  Incor¬ 
porated,  lessee. 

SUBJECT— Application  June  9,  1969— decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  11-413  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  an  R3-2  district,  on  a 
plot  previously  before  the  Board,  the  erection  of  a  two 
story  building  for  use  as  an  air  freight  terminal. 

EFFECTED — 147-23  Springfield  Lane,  221-21 
one,  A^enrUo’  ”or!heast  corner,  Block  13435,  Lots  16,  18, 
2U,  54,  56,  58,  Springfield  Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

For  Administration:  Edward  Gross,  Dept,  of  Commerce. 
ACTION  OF  BOARD— Laid  over  to  January  27,  1970  at 
10  A.M.  for  continued  hearing;  applicant  to  file  revised 
drawings. 


359-69-BZ 

APPLICANT— M.  Martin  Elkind  for  Harold  Drucker 
owner. 

SUBJECT  Application  May  29,  1969 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  conversion  of 
t  le  one  stoiy  portion  of  a  two  story  building  from  medical 
offices  to  an  apartment  that  creates  non-compliance  in  open 
space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED— 32-02  53rd  Place,  51-14  32nd 
Avenue  southwest  corner,  Block  1154,  Lot  83,  Woodside 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  M.  Martin  Elkind. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  January  13,  1970,  at 
.  • .»  applicant  to  submit  additional  information  *  nre- 

viously  inspected;  hearing  closed. 


419-69-BZ 

APPLICANT— Raymond  J.  Irrera  for  Orazio  Amaru 
owner. 

SUBJECT  Application  July  14,  1969 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412  of  the  Zoning 


12 


MINUTES 


Resolution,  to  permit  in  a  Cl-2  and  R5  district,  the  en¬ 
largement  in  area  of  a  public  parking  lot  previously  before 

!the  Board  that  creates  a  non-compliance  on  the  adjoining 

lot. 

PREMISES  AFFECTED- — 42-02  31st  Avenue,  southeast 
corner  of  42nd  Street,  Block  692,  Lots  36  and  40,  Long 
Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Raymond  J.  Irrera. 

For  Opposition :  Samuel  Mass,  Howard  Snyder,  Maryann 
Papadopoulos,  Gertrude  M.  Wilhelm  and  Ethyl  Specker. 
ACTION  OF  BOARD — Laid  over  to  February  3,  1970,  at 
10  A.M.  for  continued  hearing;  applicant  to  submit  addi¬ 
tional  information  and  new  photographs ;  previously  in¬ 
spected. 


470-69-BZ 

APPLICANT — Andrew  DiCamillo  for  Ricosam  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  August  7,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  district,  in  an  existing 
two  story  building,  the  erection  of  an  enlargement  to  the 
first  floor  store  that  increases  the  degree  of  non-compliance 
in  floor  area  ratio. 

PREMISES  AFFECTED — 7112  13th  Avenue,  west  side, 
80  feet  north  of  72nd  Street,  Block  6177,  Lot  43,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Frank  Sellitto. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  January  20,  1970,  at 
10  A.M.  for  inspection.  Hearing  continued. 

_ 

487-69-BZ 

APPLICANT — David  S.  Galton  for  The  Mount  Sinai  Hos¬ 
pital,  owner. 

SUBJECT — Application  August  20,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-5  and  R7-2  district,  the 
construction  and  maintenance  of  an  accessory  hospital 
parking  facility  without  the  required  surfacing  for  a  term 
of  two  years. 

PREMISES  AFFECTED— 1421-1431  Madison  Avenue, 
east  side,  201  feet  10  inches  north  of  East  98th  Street, 
Block  1604,  Lot  21-52,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  David  S.  Galton  and  Norman  Metzger. 
For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  January  13,  1970,  at 
10  A.M.  so  that  applicant  can  amend  the  drawings  to 
eliminate  the  barbed  wire  and  to  show  what  type  of  pave¬ 
ment  will  be  used.  Hearing  Closed. 


1  500-69-BZ 

APPLICANT — Arthur  J.  McGee  for  Bernard  McKeon, 
owner ;  Mi  Bohio,  Inc.,  lessee. 

SUBJECT — Application  August  28,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  to  permit  in  a  Cl-2  district,  in  an  existing 
two  story  building,  the  addition  to  the  uses  of  the  first 
floor  restaurant  to  include  cabaret. 

PREMISES  AFFECTED — 92-11  Roosevelt  Avenue,  north 
side,  80  feet  east  of  92nd  Street,  Block  1480,  Lot  40, 
Jackson  Heights,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino  and  Petrin  Reyes. 
For  Opposition:  Edward  C.  Clarke  and  Edmond  Deg- 
mayr. 

ACTION  OF  BOARD— Laid  over  to  January  20,  1970,  at 
10  A.  M.  Applicant  to  submit  amended  drawings.  Hear¬ 
ing  closed ;  previously  inspected. 


549-69-BZ 

APPLICANT — Arthur  J.  McGee  for  9th  Street  Company, 
owner. 

SUBJECT — Application  September  23,  1969 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  C6-1  and  R7-2  district, 
the  erection  of  a  28  story  multiple  dwelling  and  store 
building  that  exceeds  the  permitted  floor  area  ratio  and 
lot  area  per  room,  has  less  than  the  required  open  space 
ratio  and  accessory  parking  and  penetrates  the  sky  ex¬ 
posure  plane. 

PREMISES  AFFECTED — 39-45  Third  Avenue,  east  side, 
from  East  9th  Street  to  East  10th  Street,  Block  465,  Lots 
1  to  8,  30,  32,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Joseph  P.  Morsellino,  Harold  Sussman, 
Marvin  Fine,  David  Saurer,  Armand  Lindenbaum,  Fred¬ 
erick  P.  Rose,  Bernard  Strassyer  and  Shirley  Garlen. 
For  Opposition:  Joseph  Z.  Goldstein,  Edith  and  Sidney 
L.  Posel,  George  Candris,  Jack  Rand,  East  Side  Tenants 
Council,  Marian  Isaacs,  Rick  Allmen,  Joseph  Ivuz- 
niewski,  David  Barkin,  Florence  Peters  Peirce,  Carl 
S.  Gershman,  Joseph  Lerner  and  others. 

For  Administration:  Mark  A.  Levine,  City  Planning 
Commission. 

ACTION  OF  BOARD — Laid  over  to  January  27,  1970,  at 
10  A.  M.  The  applicant  to  submit  corrected  drawings 
and  additional  information.  Hearing  continued.  Previously 
inspected. 


579-69-BZ 

APPLICANT — Charles  F.  Murphy  for  Pietro  Sudano, 
owner. 

SUBJECT — Application  October  8,  1969 — decision  of  the 
Borough  Superintendent,  under  section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  one  story  enlargement  to  an  existing  building  material 
and  contractors  establishment. 

PREMISES  AFFECTED — 200-09  47th  Avenue,  north  side, 
63  feet  west  of  202nd  Street,  Block  5559,  Lot  105,  Bayside, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Hugh  P.  Fox,  Charles  F.  Murphy  and 
Joseph  Sudano. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  January  20,  1970,  at 
10  A.  M.  for  contniued  hearing;  applicant  to  file  amended 
plans ;  previously  inspected. 


584-69-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Alexander  Muss 
— 345  Company  (contract  vendee),  owner. 

SUBJECT — Application  October  8,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning- 
Resolution  and  Section  666  of  the  New  York  City  Charter, 
to  permit  in  a  C6-4  district,  the  erection  of  a  32  story 
office  building  that  exceeds  the  permitted  floor  area  ratio, 
encroaches  on  the  required  tower  area  and  tower  setback. 
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PREMISES  AFFECTED— 339-347  Broadway,  86-96  Leon¬ 
ard  Street,  southwest  corner,  Block  173,  Lots  23,  24,  27, 
30,  31,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  J.  Kisseloff. 

For  Opposition:  None. 

For  Administration :  Mark  A.  Levine,  City  Planning 
Commission. 

ACTION  OF  BOARD — Laid  over  to  January  20,  1970,  at 
10  A.M.  Hearing  reopened  and  continued  at  the  request 
of  the  applicant. 


1326-66-BZ — Vol.  II 


APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Congregation  Beth  Hamedrash  Hachodosh  Tal¬ 
mud,  owner. 

SUBJECT — Application  reopened  October  28,  1969  as  Vol¬ 
ume  II — re-  decision  of  the  Borough  Superintendent, 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit 
in  an  R8  district,  the  relocation  of  a  proposed  synagogue 
and  school  building  previously  before  the  Board,  that  ex¬ 
ceeds  the  permitted  lot  coverage  and  encroaches  on  the 
required  rear  yard. 

PREMISES  AFFECTED— 223-227  East  Slst  Street,  north 
side,  260  feet  east  of  Third  Avenue,  Block  1325,  Lots  12 
and  14,  Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum,  Morris  Kavy  and 
D.  J.  Fretola. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
January  6,  1970,  after  due  notice  by  publication  in  the  Bulle¬ 
tin;  and 

W  hereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  7,  1969,  acting  on  N.B.  Applic.  78/1966,  reads : 

“C-13.  Proposed  location  of  Synagogue  as  shown 
on  drawing  SK-1  does  not  agree  with  plot  plan  as  shown 
under  Cal.  #1326-66-BZ.  Refer  back  to  B.  S.  &  A.” 

and 


Whereas,  the  premises  and  surrounding  area  were  in 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  ii 
the  record  supports  the  findings  required  to  be  made  undei 
section  72-H  of  the  Zoning  Resolution,  and  that  the  applican 
^therefore  entitled  to  relief  on  the  grounds  of  practica 
difficulty  and/ or  unnecessary  hardship. 

Resolved  that  the  Board  of  Standards  and  Appeals  doe' 
hereby  make  each  and  every  one  of  the  required  findings  anc 
grants  a  variation  in  the  application  of  the  Zoning  Resolu- 
tion,  and  that  the  application  be  and  it  hereby  is  grantee 
™r  Section  72-21  of  the  Zoning  Resolution,  to  permit  ir 
an  *  ,  .  the  relocation  of  a  proposed  synagogue  anc 

school  building  previously  before  the  Board,  that  exceeds  the 
permitted  lot  coverage  and  encroaches  on  the  required  rear 
yard  on  condition  that  all  work  shall  substantially  conforn' 
to  drawings  filed  with  this  application  and  marked  “Receiver 
October  7.  1969,  fourteen  sheets,  that  all  laws,  rules  anc 
regulations  applicable  shall  be  complied  with  and  that  sub¬ 
stantial  construction  shall  be  completed  within  one  year  fron- 
the  date  of  this  resolution. 


945-68-BZ 

APPLICANT — Morton  S.  Cahn  for  Gold  Castle  Homes, 
Incorporated,  owner. 

SUBJECT — Application  December  24,  1968 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection  of 
a  three  story,  two  family  dwelling  that  encroaches  on  the 
required  side  yard. 

PREMISES  AFFECTED — 71-37  58th  Road,  north  side, 
201.02  feet  east  of  Queens  Midtown  Expressway,  Block 
2819,  Lot  144,  Maspeth,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Morton  S.  Cahn,  Sam  Cappello  and 
Anthony  Gambino. 

For  Opposition :  Marie  Florio  and  Gus  Montone. 
ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 


Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
December  9,  1969,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  6,  1970;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  12,  1968,  acting  on  N.B.  Applic.  1975/1966, 
reads : 

“1.  Provide  side  yards  to  comply  with  A.  Z.  R. 
23-461  and  A.  Z.  R.  23-48.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R4  district,  the  erection  of  a  three-story,  two-family 
dwelling  that  encroaches  on  the  required  side  yards,  on  con¬ 
dition  that  all  work  shall  substantially  conform  to  drawings 
filed  with  this  application  and  marked  “Received  November 
26,  1969,”  5  sheets,  and  “January  2,  1970,”  3  sheets,  except 
that  there  shall  be  a  two  and  one  half  foot  side  yard  on 
each  side  of  the  proposed  building ;  that  all  laws,  rules  and 
regulations  applicable  shall  be  complied  with,  and  that  sub¬ 
stantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 

141-69-BZ 

APPLICANT — Hector  Ferreras  for  Joseph  Palermo,  owner. 
SUBJECT — Application  March  21,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  district,  the  erection 
and  maintenance  of  an  automotive  service  station  with 
accessory  uses. 

PREMISES  AFFECTED — 1680  Richmond  Avenue,  north¬ 
west  corner  of  Victory  Boulevard,  Block  2160,  Lot  1, 
Bulls  Head,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Hector  Ferreras. 

For  Opposition:  None. 
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ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 


Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
September  30,  1969,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  18,  1969;  then  to  December 
2,  1969;  then  to  December  9,  1969;  then  to  January  6,  1970; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  10,  1969,  acting  on  N.  B.  Applic.  2531/1968, 
reads : 

“1.  Proposed  automotive  service  station,  Use  Group 
13,  is  not  permitted  as  of  right  in  a  Cl-2  district  and 
contrary  to  Section  32-10  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  prac¬ 
tical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit 
in  a  Cl-2  district,  the  erection  and  maintenance  of  an  auto¬ 
motive  service  station  with  accessory  uses,  on  condition  that 
all  work  shall  substantially  conform  to  drawings  filed  with 
this  application  and  marked,  “Received,  March  21,  1969,” 
two  sheets,  “October  17,  1969,”  three  sheets,  “November  17, 
1969,”  one  sheet,  and  “December  29,  1969,”  four  sheets, 
on  further  condition  that  the  post-standard  sign  indicated 
on  the  drawing  be  of  the  non-rotating  type;  that  this  vari¬ 
ance  be  for  a  term  of  15  years;  that  all  laws,  rules  and 
regulations  applicable  shall  be  complied  with,  and  that  sub¬ 
stantial  construction  shall  be  completed  within  one  year 
from  the  date  of  this  resolution. 


472-69-BZ 

APPLICANT — Andrew  Di  Camillo  for  Joseph  A.  Brizzi 
and  Sons,  Incorporated,  owner. 

SUBJECT — Application  August  7,  1969— decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  R6  district, 
the  erection  of  a  one  story  enlargement  to  an  existing 
funeral  establishment. 

PREMISES  AFFECTED— 3913  to  3921  Fort  Hamilton 
Parkway,  east  side,  20  feet  north  of  40th  Street,  Block 
5585,  Lots  2,  3,  4,  and  5,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Frank  Sellitto. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent:  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
December  2,  1969,  after  due  notice  by  publication  in  the 


Bulletin;  laid  over  to  December  16,  1969;  then  to  January 
6,  1970;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  4,  1969,  acting  on  Alt.  Applic.  1339/1969,  reads: 

“1.  Within  an  R6  zone,  the  proposed  enlargement 
to  an  existing  funeral  chapel  in  Use  Group  7,  is  contrary 
to  54-31  of  the  Zoning  Resolution. 

2.  The  proposed  structural  alterations  to  a  non- 
conforming  use  are  contrary  to  52-22  Z.R. 

3.  Since  there  are  no  bulk  regulations  for  a  non- 
permitted  use  in  a  Residential  District  refer  to  B.  S.  A. 
for  applicable  regulations.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  /he  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R6  district,  the  erection  of  a  one  story  enlargement  to  an 
existing  funeral  establishment,  on  condition  that  all  work 
shall  substantially  conform  to  drawings  filed  with  this  appli¬ 
cation  marked  “Received,  August  7,  1969,”  seven  sheets  and 
“December  23,  1969,”  four  sheets;  that  all  laws,  rules  and 
regulations  applicable  shall  be  complied  with,  and  that  sub¬ 
stantial  construction  shall  be  completed  within  one  year 
from  the  date  of  this  resolution. 


484-69-BZ 

APPLICANT — Ingram  S.  Carner  for  John  P.  Gallagher, 
trustee ;  Shell  Oil  Company,  lessee. 

SUBJECT— Application  August  19,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  Cl -3  and  R6  dis¬ 
trict,  the  enlargement  in  lot  area  and  the  reconstruction 
of  an  automotive  service  station  with  accessory  uses  pre¬ 
viously  before  the  Board. 

PREMISES  AFFECTED — 2569  Ocean  Avenue,  east  side, 
90  feet  south  of  Avenue  U,  Block  7353,  Lots  65,  69,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Ingram  S.  Carner. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 


Negative:  .  0 

Absent:  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  December  2,  1969,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  6.  1970;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  11,  1969,  acting  on  N.B.  Applic.  413/1969, 
reads : 

“1.  Within  a  Cl-3  and  R6  zone,  the  proposed  recon¬ 
struction  and  enlargement  of  lot  area  for  an  existing 
automobile  service  station,  previously  granted  by  the 
Board  of  Standards  and  Appeals  under  Cal.  #67-37- BZ, 
must  be  referred  back  to  the  Board. 
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2.  The  proposed  pylon  sign  extending  above  the 
roof  is  contrary  to  32-656  and  32-657  Z.  R. 

Note  :  The  premises  were  previously  in  a  business 
and  residence  zone.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  11-412  of  the  Zoning  Reso¬ 
lution,  the  enlargement  of  the  present  building;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  and  11-412  of  the  Zoning  Resolution,  to 
permit  in  a  Cl-3  and  R6  district,  the  enlargement  in  lot  area 
and  the  reconstruction  of  an  automotive  service  station  with 
accessory  uses  previously  before  the  Board,  on  condition  that 
all  work  shall  substantially  conform  to  drawings  filed  with 
this  application  and  marked  “Received  August  19,  1969”,  3 
sheets,  and  “December  29,  1969”,  2  sheets;  on  further  con¬ 
dition  that  parking  be  limited  to  cars  awaiting  service ; 
that  this  variance  be  for  a  term  of  fifteen  years  from  the 
date,  of  this  resolution;  that  all  laws,  rules  and  regulations 
applicable  shall  be  complied  with,  and  that  substantial  con¬ 
struction  be  completed  within  one  year  from  the  date  of  this 
resolution. 


524-69-BZ 


APPLICANT — Atkin  and  Bassolino  for  Jennie  Matwishun, 
owner. 

SUBJECT — Application  September  5,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-62 
of  the  Zoning  Resolution,  to  permit  in  an  R4  district,  the 
conversion  of  an  existing  two  family  dwelling  to  a  three 
family  dwelling  that  increases  the  degree  of  non-compliance 
in  lot  area  per  room. 

PREMISES  AFFECTED — 2890  Middletown  Road,  south¬ 
west  corner  of  Edison  Avenue,  Block  5389,  Lot  27,  Bor¬ 
ough  of  The  Bronx. 


APPEARANCES— 

For  Applicant:  Harry  Atkin. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 


Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan 

Negative :  . 

Absent:  Commissioner  Klein  . 


4 

0 

1 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  December  9,  1969,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  6,  1970;  and 
Whereas,  the  decision  of  the  Borough  Superintendent 
dated  August  12,  1969,  acting  on  Alt.  Applic.  273/1969 
reads : 


“A-2.  Proposed  conversion  of  an  existing  two 
family  dwelling  to  a  three  family  converted  multiple 
dwelling,  with  new  rooms  in  basement,  located  in  a  R4 
Zoning  District,  will  be  in  violation  of  Sec.  54-31  Zoning 
Resolution  as  to  lot  area  per  room.” 


\\  hereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 


W  hereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports,  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship,  and 

W  hereas,  the  Board  has  also  determined  that  the  evi¬ 
dence  in  the  record  supports  the  findings  to  be  made  under 
Section  73-62  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  and 
a  Special  Permit  is  granted  under  Section  73-62  to  permit 
in  an  R4  district,  the  conversion  of  an  existing  two-family 
dwelling  to  a  three-family  dwelling  that  increases  the  degree 
of  non-compliance  in  lot  area  per  room,  on  condition  that  all 
work  shall  substantially  conform  to  drawings  filed  with  this 
application  marked  “Received,  September  5,  1969,”  ten 
sheets  ;  that  all  laws,  rules  and  regulations  applicable  be 
complied  with ;  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 

533-69-BZ 

APPLICANT — Ingram  S.  Carner  for  Shell  Oil  Company, 
owner. 

SUBJECT — Application  September  11,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  at  an  existing 
automotive  service  station  with  accessory  uses  previously 
before  the  Board,  the  erection  of  a  one  story  enlargement 
to  the  accessory  building. 

PREMISES  AFFECTED — 210-11  Jamaica  Avenue,  north¬ 
east  corner  of  210th  Street,  Block  10543,  Lot  3,  Jamaica, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Ingram  S.  Carner. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 


Negative  :  . ’  ’  q 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  December  9,  1969,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  6,  1970;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  3,  1969,  acting  on  N.B.  Applic.  4155/1957, 

“1.  Proposed  increase  of  size  of  building  beyond  57 
feet  long  is  contrary  to  Board  of  Standards  and  Appeals 
Resolution  Cal.  No.  929-57-BZ  and  should  be  referred 
to  the  Board  for  their  consideration. 

2.  Proposed  change  of  roof  line  is  contrary  to  Board 
of  Standards  and  Appeals  Resolution  Cal.  No.  929-57-BZ 
and  should  be  referred  to  the  Board  for  their  consider¬ 
ation.” 

and 

W  hereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

W hereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  11-412  of  the  Zoning  Reso¬ 
lution,  the  enlargement  of  the  present  building. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  permit  under  Section  11-412  of  the  Zoning  Resolu¬ 
tion,  in  a  C2-2  district,  at  an  existing  automotive  service 
station  with  accessory  uses  previously  before  the  Board,  the 
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erection  of  a  one-story  enlargement  to  the  accessory  building, 
on  condition  that  all  work  shall  substantially  conform  to 
drawings  filed  with  this  application  and  marked,  “Received, 
September  11,  1969,”  four  sheets;  on  further  condition  that 
parking  be  limited  to  vehicles  awaiting  service ;  and  that  all 
laws,  rules  and  regulations  applicable  be  complied  with,  and 
that  substantial  construction  be  completed  within  one  year 
from  the  date  of  this  resolution. 


557-69-BZ 

APPLICANT — Robert  Gottlieb  and  Kenneth  Koons  for 
1660  E.  Gunhill  Realty  Corporation,  owner;  11  Boschette 
Restaurant,  lessee. 

SUBJECT — Application  September  25,  1969 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the  erec¬ 
tion  of  a  one  story  enlargement  to  an  existing  restaurant 
that  encroaches  on  the  required  side  yard. 

PREMISES  AFFECTED — 1660  East  Gunhill  Road,  south¬ 
east  corner  of  Tieman  Avenue,  Block  4539,  Lot  15,  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Kenneth  Koons. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 


Commissioner  Madigan  and  Commissioner  Nolan  ...  4 

Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
December  16,  1969,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  6,  1970;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  2,  1969,  acting  on  Alt.  Applic.  324/1969, 
reads : 

“1.  The  proposed  enlargement  of  an  eating  and 
drinking  establishment  U.  G.  6  in  an  R3-2  district  is  con¬ 
trary  to  Sec.  22-00  of  the  Zoning  Resolution. 

2.  Provide  side  yard  as  per  Sec.  23-464  of  the 
Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is.  therefore  entitled  to  relief  on  the  grounds  of  prac¬ 
tical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  c/ranted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R3-2  district,  the  erection  of  a  one-story  enlargement  to 
an  existing  restaurant  that  encroaches  on  the  required  side 
yard,  on  condition  that  all  work  shall  substantially  conform 
to  drawings  marked  “Received,  September  25,  1969,”  eight 
sheets ;  on  further  condition  that  no  additional  signs  or  en¬ 
largement  of  existing  signs  be  permitted;  that  all  laws, 
rules  and  regulations  applicable  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  of 
the  date  of  this  resolution. 


591-69-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 


SUBJECT — Application  October  14,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  73-65  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-1  district,  the  construction 
of  a  second  floor  enlargement  to  an  existing  one  story  tele¬ 
phone  exchange  that  will  create  non-compliance  in  floor 
area  ratio,  exceed  the  height  of  the  front  wall  and  pene¬ 
trate  the  sky  exposure  plane. 

PREMISES  AFFECTED — 42  New  Dorp  Lane,  southeast 
corner  of  2nd  Street,  Block  4192,  Lot  29,  New  Dorp,  Bor¬ 
ough  of  Richmond. 

APPEARANCES— 

For  Applicant:  S.  C.  Imbergamo. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 


Negative :  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
December  16,  1969,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  6,  1970;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  10,  1969,  acting  on  Alt.  Applic.  187/1969, 
reads : 

“1.  Height  of  front  wall  exceeds  limit  of  30  feet  or 
2  stories,  and  is  therefore  contrary  to  Section  33-431 
of  the  Z.  R. 

2.  Floor  area  ratio  exceeds  limit  of  1.00  and  is, 
therefore  contrary  to  Z.  R.  Section  33-121. 

3.  Sky  exposure  plane  ratio  of  1  to  1  is  exceeded 
and  is  therefore  contrary  to  Z.  R.  Section  33-431.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-65  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grants  a  Special 
Permit  under  Section  73-65  of  the  Zoning  Resolution,  to 
permit  in  a  C2-1  district,  the  construction  of  a  second  floor 
enlargement  to  an  existing  one-story  telephone  exchange 
that  will  create  a  non-compliance  in  floor  area  ratio,  exceed 
the  height  of  the  front  wall  and  penetrate  the  sky  exposure 
plane,  on  condition  that  all  work  shall  substantially  conform 
to  drawings  filed  with  this  application  marked,  “Received, 
October  14,  1969,”  two  sheets,  and  “January  2,  1970,”  nine 
sheets ;  that  all  laws,  rules  and  regulations  applicable  shall 
be  complied  with,  and  that  substantial  construction  shall  be 
completed  within  one  year  from  the  date  of  this  resolution. 

Adjourned:  12:30  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JANUARY  6,  1970  2  P.M. 

Present :  Chairman  Glass,  Vice  Chairman  Becker, 

Commissioner  Madigan  and  Commissioner  Nolan. 

999-66-A — Vol.  Ill 

APPLICANT — Frederick  A.  Ketcher  for  Nabro  Terminal 
Corporation,  owner. 

SUBJECT — Application  reopened  October  7,  1969  as  Vol¬ 
ume  III — appeal  from  a  decision  of  the  Borough  Superin- 
tendant,  re-  Plans  not  in  agreement  with  B.  S.  &  A.  Calen¬ 
dar  999-66-A. 
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PREMISES  AFFECTED— 983-993  Brook  Avenue,  west 
side,  262.63  feet  south  of  Melrose  Viaduct,  Block  2391, 
Lot  52,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Frederick  A.  Ketcher. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 


Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  14,  1969  and  September  10,  1969  on  Alt.  Applic. 
507-66,  reads : 

“1.  Plans  submitted  7/14/69  are  not  in  agreement 
with  Bd.  of  Stand.  &  Appeals  approval  under  Cal. 
#999-66-A  and  should  therefore  be  referred  to  the  Board 
for  reconsideration  as  per  Section  11-411  of  Z.R.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  July  14,  1969  and  September  10,  1969,  acting  on  Alt. 
Applic.  507-66,  Item  No.  1,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  substantially  comply  with  drawings  marked 
“Received  September  23,  1969,”  18  sheets,  and  “December 
16,  1969,”  2  sheets;  on  further  condition  that  in  all  other 
respects  the  conditions  of  the  Board’s  Resolution  under 
Vol.  II  of  this  calendar  number  and  all  laws,  rules  and  regu¬ 
lations  applicable  shall  be  complied  with. 


529-69-A 

APPLICANT— Charles  Spindler  for  236-240  West  27th 
Corporation,  owner. 

SUBJECT — Application  September  9,  1969 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Elevator  in  readi¬ 
ness  with  man  operator  at  all  times. 

PREMISES  AFFECTED — 236-240  West  27th  Street,  south 
side,  235  feet  3J4  inches  east  of  8th  Avenue,  Block  776, 
Lot  59,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 


Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
September  4,  1969,  reads: 

“In  reply  to  your  letter  of  August  18th,  1969  regard- 
lng  Quick  Response  your  request  is  denied.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
September  4,  1969,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  build¬ 
ing  shall  substantially  comply  with  drawing  marked  “Re¬ 


ceived  September  9,  1969,”  one  sheet;  on  further  condition 
that  the  building  be  supplied  with  the  Quick  Response 
Service  in  accordance  with  General  Resolution  Calendar 
Number  630-56-GR;  that  in  all  other  respects,  all  other 
applicable  laws,  rules  and  regulations  shall  be  complied  with. 


545-69-A 

APPLICANT— Morris  Feinstein  for  Franklyn  R.  Fitz¬ 
patrick,  owner. 

SUBJECT — Application  September  19,  1969 — filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — -500  Englewood  Avenue,  south 
side,  92.29  feet  west  of  Bloomingdale  Road,  Block  7347, 
Lot  21,  Pleasant  Plains,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Morris  Feinstein. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  o 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  12,  1969  on  Alt.  Applic.  193-69,  reads : 

“1)  A  C.  of  O.  cannot  be  issued  for  a  building  on 
an  unmapped  street  as  per  Art.  Ill,  Sec.  36  of  G.  C.  L.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  12,  1969,  acting  on  Alt.  Applic.  193-69, 
Objection  No.  1,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  sidewalk,  curb,  curb  cut  and  pavement 
to  the  middle  of  the  street  shall  be  in  accordance  with  the 
standards  of  the  Department  of  Highways ;  that  street  trees 
be  planted  in  front  of  these  premises  in  accordance  with  the 
regulations  of  the  Department  of  Parks;  that  a  Certificate 
of  Occupancy  may  be  issued  when  the  building  is  completed 
to  the  satisfaction  of.  the  Borough  Superintendent,  substan¬ 
tially  in  compliance  with  drawings  marked  “Received  Novem¬ 
ber  18,  1969,”  2  sheets;  and  that  all  other  applicable  laws, 
rules  and  regulations  shall  be  complied  with. 


559-69-A 

APPLICANT — Frank  A.  Vaccaro  for  Franturo  Homes 
Incorporated,  owner. 

SUBJECT — Application  September  29,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 1006  Huguenot  Avenue,  west 
side,  150  feet  north  of  Deisius  Street,  Block  6583,  Lot  42, 
Huguenot,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Frank  A.  Vaccaro. 

AC  riON  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  o 

Absent :  Commissioner  Klein  .  1 
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THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  22,  1969  on  N.B.  Applic.  793-65,  reads: 

“1.  As  per  Section  36  of  the  General  City  Law,  no 
Certificate  of  Occupancy  for  the  above  residence  may  be 
issued  since  the  street  giving  access  is  not  included  on 
the  Official  Map  of  the  City  of  New  York.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  22,  1969,  acting  on  N.B.  Applic.  793-65, 
Objection  No.  1,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  sidewalk,  curb,  curb  cut  and  pavement 
to  the  middle  of  the  street  shall  be  in  accordance  with  the 
standards  of  the  Department  of  Highways  ;  that  street  trees 
be  planted  in  front  of  these  premises  in  accordance  with  the 
regulations  of  the  Department  of  Parks ;  that  a  Certificate 
of  Occupancy  may  be  issued  when  the  building  is  completed 
to  the  satisfaction  of  the  Borough  Superintendent,  substan¬ 
tially  in  compliance  with  drawings  marked  “Received  Sep¬ 
tember  29,  1969,”  3  sheets ;  and  that  all  other  applicable  laws, 
rules  and  regulations  shall  be  complied  with. 


643-69-A 

APPLICANT — R.  C.  Bernhard  for  Shreve,  Lamb  and  Har¬ 
mon  Associates,  for  Uris  1301  Corporation,  owner. 
SUBJECT — Application  October  29,  1969 — Appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  protection  of 
exterior  openings — lot  line  windows,  lot  line  walls,  etc. 
PREMISES  AFFECTED— 1301-1315  Avenue  of  the  Amer¬ 
icas,  west  side,  from  West  52nd  Street  to  West  53rd  Street, 
101-127  West  52nd  Street,  100-124  West  53rd  Street,  Block 
1005,  Lots  18,  19,  20,  29,  44  and  47,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  William  H.  Leyh  and  Fredric  Neuwirth. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 


Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative :  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  6,  1969  on  Alt.  Applic.  326-68,  reads: 

“C-3.  Comply  with  C26-649.0,  Protection  of  Ex¬ 
terior  Openings  (lot  line  windows  adjacent  to  non  F.  B. 
Bldg.) 

C-4.  Comply  with  C26-659.0,  Protection  of  Open¬ 
ings  in  lot  line  walls.” 

and 

Whereas,  this  application  was  examined  by  the  Board, 
and  it  was  determined  that  the  appeal  should  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  6,  1969,  acting  on  Alt.  Applic.  326-68,  Item 
Nos.  C-3  and  C-4,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  work 
shall  substantially  comply  with  drawings  marked  “Received 
October  29,  1969,”  6  sheets,  and  “December  23,  1969,”  one 
sheet ;  on  further  condition  that  these  lot  line  windows  be 
kept  normally  closed  and  be  openable  only  by  authorized 
personnel  of  the  building  owner;  that  the  windows  within 
fifty  feet  vertically  of  adjoining  non-fireproof  roofs  be  self¬ 


closing  ;  and  that  in  all  other  respects,  all  other  applicable 
laws  and  regulations  shall  be  complied  with. 


650-69-A 

APPLICANT — Leonard  F.  Rothkrug  for  Harry  G.  Silver- 
stein  and  Sons,  owner. 

SUBJECT — Application  October  31,  1969 — -appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  change 
of  use  of  first  floor  and  cellar  to  a  trade  school. 
PREMISES  AFFECTED— 105  to  117  Madison  Avenue,  28 
East  30th  Street,  southeast  corner,  Block  859,  Lot  64, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 


Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  16,  1969  on  Alt.  Applic.  738-68,  reads  : 

“Request  for  reconsideration  of  an  objection  to  the  pro¬ 
posed  change  of  use  of  the  first  floor  and  cellar  to  a  trade 
school  for  adults  without  restrictions,  a  use  in  Use  Group 
16,  has  been  reviewed. 

The  subject  premises  is  located  in  a  C5  district,  in  which 
the  proposed  use  is  not  permitted  as  of  right. 

The  existing  legal  use  of  the  first  floor  and  cellar  is 
noted  as  ‘Offices  and  showroom’  and  ‘Storage’  on  cer¬ 
tificate  of  occupancy  number  62967  issued  April  7,  1966, 
pursuant  to  Alt.  Applic.  1762-64.  Said  legal  use,  per¬ 
petuated  from  a  previous  certificate  of  occupancy,  is  noted 
by  your  office  to  be  in  Use  Group  6. 

While  the  information  submitted  by  the  applicant  can 
justify  categorization  of  the  portion  of  the  premises  in 
question  as  being  devoted  in  whole  or  in  part  to  a  use 
in  Use  Group  10,  it  does  not  confirm  his  conclusion  that 
the  certificate  of  occupancy  issued  in  1966,  when  the 
zoning  designation  was  identical  to  what  it  is  today 
(C5-2)  should  have  been  amended  to  indicate  ‘Wholesale 
establishment — Use  Group  16’  on  these  floors. 
Accordingly,  request  for  reconsideration  must  be  denied.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  the  Board  finds  that  the  physical  arrangement 
of  the  first  floor  and  cellar  storage  place  indicates  that  the 
storage  was  an  adjunct  of  the  existing  use  of  the  first  floor 
as  a  wholesale  establishment  and,  thus,  meets  the  definition 
of  Use  Group  16  for  Wholesale  Establishments. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  16,  1969,  acting  on  Alt.  Applic.  738-68,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  substantially 
comply  with  drawings  marked  “Received  October  31.  1969,” 
6  sheets ;  and  on  further  condition  that  in  all  other  respects, 
all  other  applicable  laws,  rules  and  regulations  shall  be 
complied  with. 

645-69-A 

APPLICANT — John  E.  Paggioli  for  Nicholas  A.  DiMartio, 
owner. 
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SUBJECT — Application  October  30,  1969 — filed  pursuant  to 
Section  36  General  City  Law  re-  erection  of  building  not 
fronting  on  legal  street. 

PREMISES  AFFECTED — 20  Milburn  Street,  west  side, 
311.26  feet  north  of  Richmond  Road,  Block  950,  Lot  398, 
New  Dorp,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  John  E.  Paggioli. 

ACTION  OF  BOARD — Laid  over  to  January  20,  1970,  at 
2  P.M.  for  additional  information  and  continued  hearing; 
previously  inspected. 


679-69-A 

APPLICANT — Leonard  F.  Rothkrug  for  Kings  Plaza  Shop¬ 
ping  Center  of  Avenue  U,  Incorporated  and  Kings  Plaza 


Shopping  Center  of  Flatbush  Avenue,  Incorporated,  owner. 

SUBJECT — Application  of  November  14,  1969 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  escalators. 

PREMISES  AFFECTED— 2483  to  2571  Flatbush  Avenue, 
5102  to  5130  Avenue  U,  southeast  corner,  Block  8470,  Lot 
Part  of  1,  54,  55,  62,  99,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Administration:  E.  Gross,  Dept,  of  Commerce. 

ACTION  OF  BOARD — Laid  over  to  January  20,  1970,  at 
2  P.M.  for  continued  hearing;  applicant  to  file  revised 
drawings. 

Adjourned:  2:20  P.M. 

James  P.  Mulroy,  Secretary 
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^'CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  December  16,  1969,  as  they 
appeared  in  Bulletin  No.  52,  Vol.  54  are  hereby  corrected  to 
read  as  follows : 

476-69-BZ 

APPLICANT — Harry  Soled  for  James  and  Joseph  Sabella, 
owners ;  Beth  Sarah  School,  Contract  Purchaser. 
SUBJECT — Application  July  24,  1969 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-19  of  the  Zoning 
Resolution,  to  permit  in  a  C8-1  and  R5  district,  the  con¬ 
version  of  an  existing  one  story  commercial  building  to  a 
school. 

PREMISES  AFFECTED — 5801  16th  Avenue,  southeast 
corner  of  58th  Street,  Block  5503,  Lot  9,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Harry  Soled  and  S.  Goldhaber. 

For  Opposition:  Irving  Greenberl,  M.  Ferrara,  Julie  Sette- 
neri,  Patsy  Simone  and  Angelina  Gravanti. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commisioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
December  2,  1969,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  December  16,  1969;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  8,  1969,  acting  on  N.  B.  Applic.  588/1968,  reads: 

“1.  The  proposed  School  in  Use  Group  3  is  not 
permitted  as  of  right  in  a  C8-1  portion  of  the  lot  and 
is  contrary  to  32-10  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-19  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Section  73-19  of  the  Zoning  Resolution,  to  permit  in 
a  C8-1  and  R5  district,  the  conversion  of  an  existing  one- 
story  commercial  building  to  a  school  on  condition  that  all 
work  shall  substantially  conform  to  drawings  filed  with  this 
application  marked  “Received,  July  24,  1969,”  seven  sheets, 
and  “December  16,  1969,”  one  sheet;  on  further  condition 
that  the  doors  to  the  bulkhead  conform  to  the  requirements 
of  law;  that  all  other  laws,  rules  and  regulations  applicable 


be  complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 

*  Corrections :  In  the  Resolved  portions  above  the  word 
“stairs”  is  corrected  to  read  “doors”. 


^CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  April  29,  1969,  as  they 
appeared  in  Bulletin  No.  19,  Vol.  54,  are  hereby  corrected 
to  read  as  follows : 

76-69-A 

APPLICANT — Elliott  M.  Glass  for  Forty  Central  Park 
South,  Incorporated,  owner. 

SUBJECT — Application  February  20,  1969 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  live  load  for 
restaurant,  calculation  for  design  of  structural  steel,  etc. 
PREMISES  AFFECTED — 40  Central  Park  South,  south 
side,  120  feet  east  of  Avenue  of  the  Americas,  Block  1274, 
Lot  65,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Elliott  M.  Glass  and  Robert  Silman. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Vice  Chairman  Becker,  Commissioner 


Klein  and  Commissioner  Nolan  .  3 

Negative:  Commissioner  Madigan  .  1 

Absent :  Chairman  Glass  .  1 

THE  RESOLUTION— 


W itereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  20,  1969  on  Alt.  Applic.  1824-67,  reads: 

“Cl-100#/sq.  ft.  live  load  required  for  restaurant 
on  1st  floor.  (C26-343.0)” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  20,  1969,  acting  on  Alt.  Applic.  1824-67  Ob¬ 
jection  No.  Cl,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  work 
shall  substantially  comply  with  drawings  marked  “Received 
March  6,  1969”,  4  sheets,  and  “April  25,  1969”,  one  sheet; 
on  further  condition  that  the  occupancy  of  the  section  of  the 
restaurant  east  of  the  line  on  Columns*  9,  14  and  north  of  the 
line  of  Columns  14  and  15  be  limited  to  25  persons  ;  and  that 
in  all  other  respects,  all  other  applicable  laws,  rules  and 
regulations  shall  be  complied  with. 

*  Correction :  In  the  Resolved  section  above  the  matter  in 
italics  has  been  added  to  correct. 
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FILING  FEES 


A  LOCAL  LAW  to  repeal  and  reenact  section 
666-1.0  of  the  administrative  code  of  the  city 
of  New  York,  in  relation  to  the  payment  of  fees 
in  connection  with  the  filing  of  applications 
with  the  board  of  standards  and  appeals. 

Be  it  enacted  by  the  Council  as  follows: 

Section  1.  Section  666-1.0  of  the  administrative  code 
of  The  City  of  New  York,  as  last  amended  by  local  law 
number  seventy-seven  of  The  City  of  New  York  of  the 
year  nineteen  hundred  sixty-three,  is  hereby  repealed  and 
reenacted  as  follows: 

§  666-1.0  Fees. — The  fees  hereinbelow  set  forth  shall 
be  charged  for  the  following  applications,  appeals  and 
reviews: 

1.  a.  Application  for  approval  of  materials, 

appliances  and  methods  or  variances  of  construc¬ 
tion  .  150.00 

b.  Application  for  amendment  of  prior  ap¬ 
proval  of  materials,  appliances  and 
methods  or  variances  of  construction  . .  100.00 

2.  Application  for  any  variance  and  special 
permit  under  the  zoning  resolution  with  respect 
to: 

a.  One,  two  and  three  family  dwellings  . . .  50.00 

b.  Other  buildings  and  structures: 

(1)  10,000  square  feet  or  less  of  floor 

area  .  100.00 

(2)  In  excess  of  10,000  but  not  more 

than  20,000  square  feet  of  floor  area  150.00 

(3)  In  excess  of  20,000  but  not  more 

than  50,000  square  feet  of  floor  area  200.00 

(4)  In  excess  of  50,000  square  feet  of 

floor  area  .  250.00 

c.  Junk  yards,  parking  lots,  automotive 
service  stations  and  other  similar  uses: 

(1)  10,000  square  feet  or  less  of  lot 

area  .  100.00 


(2)  In  excess  of  10,000  but  not  more 

than  20,000  square  feet  of  lot  area  150.00 

(3)  In  excess  of  20,000  square  feet  of 

lot  area  . .  200.00 

d.  Application  for  amendment  of  variance 

or  special  permit  previously  granted 
under  paragraph  a,  b  and  c  of  subdivi¬ 
sion  2  of  this  section  .  100.00 

e.  Application  for  an  extension  of  time  in 
which  to  comply  with  the  conditions 
imposed  in  the  previous  resolution  of 

the  board  of  standards  and  appeals  . . .  50.00 

f.  Application  for  extension  of  time  to 

complete  construction  pursuant  to  sec¬ 
tions  11-32  and  11-33  of  the  zoning  reso¬ 
lution  of  the  City  of  New  York .  25.00 


3.  Appeals  from  or  application  for  review  of 

any  order,  requirement  or  determination  of  the 
commissioner  of  buildings  or  of  any  borough 
superintendent  of  buildings  of  the  department  of 
buildings  or  of  the  fire  commissioner  or  any 
rule  or  regulation  or  amendment  or  repeal 
thereof  made  by  the  fire  commissioner  or  the 
commissioner  of  marine  and  aviation  .  50.00 

4.  Application  filed  for  variation  of  the  provi¬ 
sions  of  the  multiple  dwelling  law,  or  labor  law, 
and  application  filed  pursuant  to  the  general 

city  law  .  50.00 

5.  Exemptions — a.  The  provisions  of  this  section  shall 
not  apply  if  the  owner  of  the  premises  affected  by  the 
application,  appeal  or  review,  be  a  corporation,  or  asso¬ 
ciation  organized  and  operated  exclusively  for  religious, 
charitable  or  educational  purposes,  or  for  one  or  more 
such  purposes,  no  part  of  the  net  earnings  of  which 
enures  to  the  benefit  of  any  private  individual  and  pro¬ 
vided  that  the  premises  affected  are  to  be  used  exclu¬ 
sively  by  such  corporation  or  association  for  one  or 
more  such  purposes. 

b.  The  provisions  of  this  section  shall  not  apply  if 
a  municipal  department  or  agency  of  the  city  is 
the  applicant  or  appellant  before  the  board  of 
standards  and  appeals. 

§  2.  This  local  law  shall  take  effect  immediately. 
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NOTICE 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  repre¬ 
sentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the  hearing 
can  be  entertained  in  view  of  this  publication  and  of  the 
posting  of  the  calendars  on  the  bulletin  board  in  the  offices 
of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly ;  therefore,  no  appeal  or  application  will  be 
held  in  abeyance  by  reason  of  failure  of  the  appellant  or 
applicant  to  file  necessary  data,  or  by  any  other  method  of 
delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  convenience 
in  notifying  property  owners,  they  may  obtain  such  copies 
at  the  office  of  the  Board  of  Standards  and  Appeals,  80 
Lafayette  Street,  9th  floor,  Manhattan,  at  five  cents  each — 
add  postage  payment  if  the  forms  are  forwarded  by  mail. 
Purchase  payment  by  postage  stamps  NOT  ACCEPTABLE. 
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ARTICLE  78  SERVED  ON  THE 
TANDARDS  AND  APPEALS. 


M.  MILTON  GLASS,  Chairman 

Samuel  L.  Becker,  Vice  Chairman 
Joseph  B.  Klein 
Francis  V.  Madigan 


On  January  9,  1970,  Notice  and  Petition  for  Judgment  Under  CPLR 
ARTICLE  78  was  served  on  the  Board  by  petitioner,  Robert  George 
Schuur,  objecting  property  owner,  seeking  a  review  of  the  Board’s 
determination  on  December  2,  1969  which  granted  the  variance  in 
the  application,  based  on  a  decision  of  the  Borough  Superintendent, 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a  C6-2 
district,  at  an  existing  one-story  and  cellar  auto  supply  and  installation 
establishment,  the  addition  to  the  uses  to  include  incidental  accessory 
auto  repairs,  on  condition  that  all  work  shall  substantially  conform  to 
drawings  filed  with  this  application  marked  “Received,  April  8,  1969,” 
seven  sheets;  that  all  laws,  rules  and  regulations  applicable  be 
complied  with,  and  that  substantial  construction  be  completed  within 
one  year  of  the  date  of  this  resolution;  Calendar  Number  174-69-BZ; 
Premises  363-365  West  30th  Street,  352-358  9th  Avenue,  northeast 
corner,  Block  754,  Lot  1,  Borough  of  Manhattan. 


William  A.  Nolan 

Commissioners. 
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Notice  and  Petition  for  Judgment  Under  CPLR  Article 
78  Served  on  The  Board  of  Standards  and  Appeals. 
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James  P.  Mulroy,  Secretary 


John  B.  Cincotta,  Chief  Clerk 


Office — 80  Lafayette  Street,  9th  Floor,  Manhattan,  New 
York,  N.  Y.  10013. 


Docket. 


Notice  of  Hearing  of  Calendar. 


Minutes  of  Regular  Meeting,  Tuesday  Morning,  January 
13,  1970,  Affecting  Calendar  Numbers — 327-22-BZ — 
Vol.  II,  25-45-BZ— Vol.  II,  147-54-BZ,  668-57-BZ,  357- 
59-BZ,  395-67-BZ,  396-67-BZ,  783-67-BZ,  244-69-BZ, 
286-69-BZ,  362-69-A,  492-69-BZ,  598-69-BZ,  599-69-BZ, 
600-69-BZ,  635-69-BZ,  651-69-BZ,  652-69-A,  308-69-BZ, 
359-69-BZ,  482-69-BZ,  487-69-BZ,  526-69-BZ,  596-69- 
BZ,  660-69-BZ. 


Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  January 
13,  1970,  Affecting  Calendar  Numbers — 1464-39-GR, 
982-41-SM,  829-48-SA,  261-54-SM,  984-54-SM,  689-56- 
SM,  519-58-SA,  72-59-SM,  201-59-SA,  292-60-SA,  85-61- 
SA,  307-63-SA,  94-67-SM,  274-67-SM,  920-67-SM,  21- 

68- SM,  270-68-SM,  668-68-SM,  28-69-SM,  249-69-SA, 
281-69-SM,  745-50-SA,  482-55-SM,  114-68-SM,  256-69- 
A,  257-69-A,  258-69-A,  259-69-A,  260-69-A,  261-69-A, 
269-69- A,  296-69-A,  297-69-A,  298-69-A,  299-69-A,  300- 

69- A,  324-69-A,  325-69-A,  326-69-A,  338-69-A,  339-69-A, 
340-69-A,  341-69-A,  342-69-A,  447-69-A,  608-69-A,  609- 
69-A,  610-69-A,  611-69-A,  612-69-A,  613-69-A,  614-69-A, 
615-69-A,  616-69-A,  617-69-A,  618-69-A,  619-69-A,  620- 
69-A,  621-69- A,  622-69-A,  623-69-A,  624-69-A,  625-69-A, 
626-69-A,  627-69-A,  628-69-A,  629-69-'A,  630-69-A,  631- 
69-A,  632-69-A,  687-69-A,  731-69-A. 


Telephone — 566-5174. 


Warning  Notice. 


CALENDAR 


DOCKET 

New  Cases  Filed  Up  to  January  13,  1970 

Cal.  No.  Dept.  Premises  Affected 

1-70-A— B.B. — 2415  Albemarle  Road,  north  side,  338.10 
feet  east  of  Bedford  Avenue,  Block  5110,  Lots  69,  70, 
75  and  91,  Borough  of  Brooklyn,  Review  of  a  decision 
of  the  Borough  Superintendent  re-  Zoning  Matter. 


2-70-A — F.D. — Packaging  of  combustible  mixture  known 
as  Sentry-Mint  in  1  gallon  polyethylene  bottles.  Con¬ 
tainers  not  in  accordance  with  the  Administrative  Code. 


3-70-A — F.D. — Packaging  of  inflammable  mixture  known 
as  Deo-Drex  in  1  quart  and  1  gallon  polyethylene  con¬ 
tainers,  containers  not  in  accordance  with  the  Administra¬ 
tive  Code. 


4-70-A — F.D.— Packaging  of  inflammable  mixture  known 
as  Duet  in  1  gallon  polyethylene  containers,  containers 
not  in  accordance  with  the  Administrative  Code. 


5-70-A — F.D. — Packaging  of  combustible  mixture  known 
as  Chem  Fact  in  one  quart  polyethylene  bottles,  con¬ 
tainers  not  in  accordance  with  the  Administrative  Code. 


6-70-A — F.D. — Packaging  of  combustible  mixture  known 
as  Aware  in  1  pint  polyethylene  bottles,  containers  not 
in  accordance  with  the  Administrative  Code. 


7-70-BZ — B.B. — 1070  Bushwick  Avenue,  south  side,  150 
feet  west  of  Palmetto  Street,  Block  3339,  Lots  21,  23, 
Borough  of  Brooklyn,  Alt.  933-69,  re-  proposed  enlarge¬ 
ment  to  an  existing  telephone  exchange,  R6  district. 


8-70-A — F.D. — 42-28  Main  Street,  southwest  corner  of 
Maple  Avenue,  Block  5122,  Lots  29,  37,  41,  Flushing, 
Borough  of  Queens,  Letter  of  1/5/70  re-  Modification  of 
Certificate  of  Occupancy,  New  York  City  Charter,  Ad¬ 
ministrative  Code. 


9-70-A — F.D. — 448  Fifth  Avenue,  west  side,  65  feet  south 
of  West  40th  Street,  Block  841,  Lot  45,  Borough  of  Man¬ 
hattan,  F.D.  Letter  1/5/70  re-  Modification  of  Certificate 
of  Occupancy,  New  York  City  Charter,  Administrative 
Code. 


10-70-A — F.D. — 3111  Ocean  Parkway,  northeast  corner 
of  Sea  Breeze  Avenue,  Block  7284,  Lot  1700,  Borough  of 
Brooklyn,  F.D.  Letter  of  1/5/70  re-  Modification  of  Cer¬ 
tificate  of  Occupancy,  New  York  City  Charter,  Admin¬ 
istrative  Code. 


11-70-A — F.D. — 151-155  William  Street,  52-64  Ann  Street, 
northwest  corner,  Block  91,  Lots  1  to  7,  Borough  of 
Manhattan,  F.D.  Letter  of  1/5/70  re-  Modification  of 
Certificate  of  Occupancy,  New  York  City  Charter,  Ad¬ 
ministrative  Code. 


12-70-A — F.D. — 312-316  Canal  Street,  south  side,  230  feet 
east  of  Church  Street,  Block  210,  Lots  11  to  15,  inc., 
Borough  of  Manhattan,  F.D.  Letter  of  1/5/70,  re-  Modi¬ 
fication  of  Certificate  of  Occupancy,  New  York  City 
Charter,  Administrative  Code. 


13-70-A — F.D. — 180  Ludlow  Street,  east  side,  170  feet 
south  of  E.  Houston  Street,  Block  412,  Lot  48,  Borough 
of  Manhattan,  F.D.  Letter  of  1/5/70  re-  Modification  of 
Certificate  of  Occupancy,  New  York  City  Charter,  Ad¬ 
ministrative  Code. 


14-70-A — F.D. — 182-184  Ludlow  Street,  east  side,  120 
feet  south  of  E.  Houston  Street,  Block  412,  Lots  49,  50, 
Borough  of  Manhattan,  F.D.  Letter  of  1/5/70  re-  Modi¬ 


fication  of  Certificate  of  Occupancy,  New  York  City 
Charter,  Administrative  Code. 


15-70-A — F.D. — 78  Fifth  Avenue,  west  side,  73  feet  south 
of  West  14th  Street,  Block  577,  Lot  41,  Borough  of 
Manhattan,  F.D.  Letter  of  1/5/70  re-  Modification  of 
Certificate  of  Occupancy,  New  York  City  Charter,  Ad¬ 
ministrative  Code. 


16-70-A — F.D. — 240  Church  Street,  56-60  Leonard  Street, 
southwest  corner,  Block  176,  Lots  26,  27,  28,  29,  Borough 
of  Manhattan,  F.D.  Letter  of  1/5/70  re-  Modification  of 
Certificate  of  Occupancy,  New  York  City  Charter,  Ad¬ 
ministrative  Code. 


17-70-A — F.D. — 3960  Third  Avenue,  east  side,  75.5  feet 
south  of  East  173rd  Street,  Block  2929,  Lot  58,  Borough 
of  The  Bronx,  F.D.  Letter  of  1/5/70  re-  Modification  of 
Certificate  of  Occupancy,  New  York  City  Charter, 
Administrative  Code. 


18-70-A — B.B. — 3607  to  3615  Church  Avenue,  north  side, 
60  feet  east  of  East  37th  Street,  Block  4873,  Lots  36,  38, 
Borough  of  Brooklyn,  Review  of  a  decision  of  the  Bor¬ 
ough  Superintendent,  re-  zoning  matter. 


19-70-BZ — B.B. — 49  Caton  Place,  26  East  8th  Street, 
northwest  corner,  Block  5320,  Lot  23,  Borough  of 
Brooklyn,  Alt.  1629-69  re-  proposed  enlargement  of  exist¬ 
ing  non-conforming  use,  R7-1  district. 


20-70-BZ — B.Bx. — 2-20  East  Burnside  Avenue,  2038  to 
2048  Jerome  Avenue,  south  side  from  Jerome  Avenue 
to  Walton  Avenue,  Block  2854,  Lot  44,  Borough  of  The 
Bronx,  Alt.  550-59  re-  change  of  use  from  stores  to 
stores  and  variety  store,  R8,  Cl-4  within  R8  district. 


21-70-SM — United  States  Gypsum  Company,  4  hour  14 
WF  228  Column  Protection,  Manufactured  by  United 
States  Gypsum  Company,  Material. 


22-70-SM — United  States  Gypsum  Company,  2  hour  Un- 
symmetrical  Sheetrock  Wall  Assembly,  Manufactured  by 
United  States  Gypsum  Company,  Material. 


23-70-SM — United  States  Gypsum  Company,  2  Hour  14 
WF  228  Column  Protection,  Manufactured  by  the  United 
States  Gypsum  Company,  Material. 


24-70-A — F.D. — Packaging  of  a  flammable  mixture  known 
as  Speed  Demon  Panel  &  Construction  Adhesive  in  1/10 
gallon  foil  lined  Chemtest  cartridge  without  a  replaceable 
top  or  cap,  containers  not  in  acocrdance  with  the  Admin¬ 
istrative  Code. 


25-70-SA — Security  Fire  Door  Company,  Cart-Matic, 
Series  #1800,  manufactured  by  Security  Fire  Door  Com¬ 
pany,  Appliance. 


26-70-BZ — B.M. — 4467  to  4469  Broadway,  700  to  706 
West  196th  Street,  southwest  corner,  Block  2180,  Lot 
513,  Borough  of  Manhattan,  Alt.  1826-69  re-  proposed 
addition  and  extension  to  existing  gasoline  service  station, 
etc.  C2-4  in  R7-2  District. 


27-70-BZ — B.Q.— 109-20  Sutphin  Boulevard,  147-47  Glass- 
boro  Avenue,  northwest  corner,  Block  11949,  Lot  324, 
Jamaica,  Borough  of  Queens,  Alt.  1466-69  re-  proposed 
change  of  use  of  premises  to  motor  vehicles  repair  shop, 
C2-2  District. 


28-70-BZ — B.Q. — 128-30  140th  Street,  northwest  corner 
of  130th  Avenue,  Block  12055,  Lot  54,  South  Ozone 
Park,  Borough  of  Queens,  Alt.  325-69  re-  front  yard, 
le  yard  and  parking  facilities,  R3-2  District. 
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29-70-A — B.Q. — 128-30  140th  Street,  northwest  corner 
of  130th  Avenue,  Block  12055,  Lot  55,  South  Ozone 
Park,  Borough  of  Queens,  Alt.  325-69  re-  proposed  build¬ 
ing  in  bed  of  mapped  street,  General  City  Law. 


30-70-BZ — B.B. — 3602  to  3612,  929  to  947  Brooklyn  Ave¬ 
nue,  southeast  corner,  Block  4890,  Lot  1,  Borough  of 
Brooklyn,  N.B.  682-69  re-  proposed  automotive  service 
station,  lubritorium,  auto  repairs,  signs,  curb  cuts  and 
bulk,  R5  District. 


31-70-A — B.R. — 100  Quintard  Street,  northwest  corner 
of  Seaside  Boulevard,  Block  3355,  Part  of  Lot  1,  Gras¬ 
mere,  Borough  of  Richmond,  N.B.  1271-69  re-  egress 
and  shaft,  Building  Code  and  Local  Law. 


32-70-BZ- — B.Bx. — 2040  to  2060  White  Plains  Road,  north¬ 
east  corner  of  Bronxdale  Avenue,  Block  4284,  Lot  5, 
Borough  of  The  Bronx,  Alt.  417-69  re-  proposed  exten¬ 
sion  and  new  roof,  C2-3  in  R7-1  District. 


33-70-BZ — B.Bx. — 801  to  821  Soundview  Avenue,  west 
side,  35  feet  north  of  Lafayete  Avenue,  Block  3637,  Lot 
64,  Borough  of  The  Bronx,  Alt.  502-69  re-  proposed 
alteration  and  extension,  Cl-2  in  R6  District. 


34-70-A — B.R. — 791  Hylan  Boulevard,  west  side,  546.08 
feet  south  of  Roderick  Avenue,  Block  3040,  Lot  115, 
Grasmere,  Borough  of  Richmond,  N.B.  954-67  re-  build¬ 
ing  constructed  higher  than  approved,  Administrative 
Code. 


35-70-A — B.R. — 294  Maybury  Avenue,  south  side,  212.17 
feet  east  of  Great  Kills  Road,  Block  5130,  Lot  18,  Great 
Kills,  Borough  of  Richmond,  N.B.  1852-69  re-  proposed 
building  not  fronting  on  a  legal  street,  General  City  Law. 


36-70-BZ — B.M. — 200  to  204  West  79th  Street,  380  to 
394  Amsterdam  Avenue,  southwest  corner,  201  to  205 
West  78th  Street,  Block  1170,  Lots  29,  30,  32,  34,  35,  36, 
Borough  of  Manhattan,  N.B.  111-69  re-  FAR,  OSR  and 
number  of  rooms,  C2-1  in  R10  and  C2-7  in  R9  District. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


FEBRUARY  3,  1970,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  morning,  February  3,  1970,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York  10013,  N.  Y.,  on  the  following 
matters : 

1050-38-BZ — Vol.  II 

APPLICANT — Abraham  Werfel  for  Sovereign  Realty, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
request  to  waive  the  rules  of  procedure  and  extension  of 
term  of  variance  which  expires  June  30,  1974  and  amend¬ 
ment  of  resolution — decision  of  the  Borough  Superintend¬ 
ent;  previously  granted  on  condition,  under  Section  7e  of 
the  Zoning  Resolution,  permitting  in  a  local  retail  and 
residence  use  district,  the  erection  of  a  gasoline  service 
station  with  accessory  motor  vehicle  repair  shop  with  hand 
tools  only,  auto  laundry,  non-automatic  and  lubritorium 
without  the  required  rear  yard,  all  for  a  temporary  term 
of  15  years. 

PREMISES  AFFECTED — 1301-1319  65th  Street  and  6411- 
6423  13th  Avenue,  northeast  corner,  Block  5747,  Lot  1, 
Borough  of  Brooklyn. 


129-58-BZ 

APPLICANT — Atkin  and  Bassolino  for  Charon  Associates, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
request  to  waive  the  rules  of  procedure  and  extension  of 
term  of  variance  which  expired  July  14,  1969 — decision  of 
the  Borough  Superintendent;  previously  granted  on  con¬ 
dition,  under  Section  7h  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  residence  use  district,  the  maintenance  of  a 
parking  lot  for  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED — 3510  Putnam  Place  and  288 
East  211th  Street,  southeast  corner,  Block  3356,  Lot  10, 
Borough  of  The  Bronx. 


361-49-BZ 

APPLICANT — Leonard  Lazarus  and  Louis  Aronoff, 
owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  December  15, 

1969 —  decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7f,  7e,  7i  and  7h  of 
the  Zoning  Resolution,  permitting  in  a  residence  and  busi¬ 
ness  use  district,  for  a  term  of  years,  the  erection  and 
maintenance  of  a  gasoline  service  station,  lubritorium, 
motor  vehicle  repair  shop,  auto  laundry,  storage,  sale  of 
auto  accessories,  office,  and  permitting  the  parking  of 
more  than  five  motor  vehicles  waiting  to  be  serviced  and 
with  curb  cuts  more  than  the  permitted  distance  from  the 
intersection. 

PREMISES  AFFECTED— 74-01  to  74-13  Eliot  Avenue 
and  60-69  to  60-77  74th  Street  northeast  corner  and  60-76 
75th  Street,  Block  2844,  Lots  46,  49,  Maspeth,  Borough 
of  Queens. 

187-52-BZ— Vol.  II 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Gulf  Oil  Corporation,  owner. 

SUBJECT — Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  January  25, 

1970 —  decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Sections  7 A,  7e,  7i  and  7h  of 
the  Zoning  Resolution,  permitting  in  a  local  retail  use 
district,  the  erection  and  maintenance  of  a  gasoline  service 
station,  lubritorium,  car  washing,  motor  vehicle  repairs, 
with  parking  and  storage  of  motor  vehicles  and  unbuilt 
upon  portion  of  lot  with  a  curb  cut  more  than  the  per¬ 
mitted  distance  from  the  intersection,  for  a  term  of  years. 

PREMISES  AFFECTED — 221-10  Hempstead  Avenue  and 
102-23  to  102-37  221st  Street,  southeast  corner,  Block 
11157,  Lot  5,  Queens  Village,  Borough  of  Queens. 


315-49-BZ 

APPLICANT — Frank  J.  Ross  for  Mary  C.  Colangelo, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  December  15, 
1969 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the  park¬ 
ing  and  storage  of  motor  vehicles. 

PREMISES  AFFECTED— 2314-2318  Beaumont  Avenue, 
east  side,  240  feet  north  of  East  183rd  Street,  Block  3103, 
Lot  11,  Borough  of  The  Bronx. 


492-29-BZ— Vol.  V 

APPLICANT — Atkin  and  Bassolino  for  First  Concourse 
Realty  Corporation,  owner. 
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SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  June  2,  1970 
and  amendment  of  resolution — decision  of  the  Borough 
Superintendent;  previously  granted  on  condition,  under 
Section  7e  of  the  Zoning  Resolution,  permitting  in  a  resi¬ 
dence  use  district,  the  continuation  on  first  floor  of  exist¬ 
ing  multiple  dwelling,  a  limited  business  occupancy,  facing 
Grand  Concourse  and  Boulevard. 

PREMISES  AFFECTED— 2183-2185  Grand  Concourse, 
west  side,  154.94  feet  south  of  East  182nd  Street,  Block 
3162,  Lot  34  (formerly  Lot  30),  Borough  of  The  Bronx. 


1044-67-BZ 

APPLICANT — Jerome  W.  Perlstein  for  21-29  44th  Road, 
Incorporated,  owner. 

SUBJECT— Application  November  30,  1967— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New.  York  City 
Charter,  to  permit  in  an  R5  district,  the  erection  of  a  one 
story  and  basement  enlargement  to  an  existing  factory, 
storage  and  office  building. 

PREMISES  AFFECTED— 12-12  Astoria  Boulevard,  south 
side,  96.97  feet  east  of  12th  Street,  Block  512,  Lot  4, 
Astoria,  Borough  of  Queens. 


842-68-BZ 

APPLICANT— Max  Siegel  Associates  for  Derwood  Realty 
Corporation,  owner. 

SUBJECT— Application  November  6,  1968— decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
73-62  of  the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  an  R7-1  and  C8-3  dis¬ 
trict,  in  an  existing  six  story  multiple  dwelling,  the  con¬ 
version  of  the  doctor’s  offices  in  the  cellar  to  apartments 
that  increases  the  degree  of  non-compliance  in  floor  area 
ratio,  open  space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 910-916  Sheridan  Avenue,  east 
side,  175  feet  south  of  East  163rd  Street,  Block  2454,  Lot 
11,  Borough  of  The  Bronx. 


700-69-A 

APPLICANT — Max  Siegel  Associates  for  Derwood  Realty 
Corporation,  owner. 

SUBJECT — Application  December  5,  1969 — filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  for  variation 
of  Section  34  of  the  Multiple  Dwelling  Law  re-  cellar 
apartments. 

PREMISES  AFFECTED — 910  to  916  Sheridan  Avenue, 
east  side,  175  feet  south  of  East  163rd  Street,  Block  2454, 
Lot  11,  Borough  of  The  Bronx. 


548-69-BZ 

APPLICANT — Arthur  J.  McGee  for  Charles  F.  Harding 
and  Harry  Bell,  owners ;  American  Oil  Company,  lessee. 

SUBJECT — Application  September  23,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  an  automotive  service  station  with  accessory  uses  and 
accessory  signs. 

PREMISES  AFFECTED — 107-10  Astoria  Boulevard, 
southeast  corner  of  107th  Street,  Block  1694,  Lots  1,  2, 
6,  9,  Astoria,  Borough  of  Queens. 


568-69-BZ 

APPLICANT — Atkin  and  Bassolino  for  310  East  2nd  Street 
Corporation,  owner. 


SUBJECT — Application  October  7,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-5  district,  in  an  existing 
three  story  building,  the  conversion  of  the  second  and 
third  floors  from  residential  use  to  doctors’  offices. 

PREMISES  AFFECTED— 310  East  2nd  Street,  north¬ 
west  corner  to  Avenue  D,  Block  372,  Lot  44,  Borough  of 
Manhattan. 


633-69-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Carnarsie  Lots 
Corporation,  and  Ellar  Estates  Corporation,  owners. 

SUBJECT — Application  October  23,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-44 
of  the  Zoning  Resolution,  to  permit  in  a  C2-1  and  R4 
district,  in  conjunction  with  the  erection  of  a  two  story 
store  and  office  building,  the  reduction  in  the  number  of 
accessory  parking  spaces  and  the  extension  of  the  parking 
area  into  the  residence  district. 

PREMISES  AFFECTED— 9512  to  9514  Avenue  L,  south 
side,  82  ft.  8 1/%  inches  east  of  95th  Street,  1423-1425  East 
95th  Street,  Block  8270,  Lot  38,  Borough  of  Brooklyn. 


637-69-BZ 

APPLICANT — Edwin  Storch  for  Alfred  Mastramaura, 

owner. 

SUBJECT — Application  October  24,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  Ml-1  district,  the  conversion  of 
an  existing  two  story  building  from  a  factory  to  a  two 
family  dwelling. 

PREMISES  AFFECTED — 24-02  Pacific  Street,  south 
side,  70.114  feet  east  of  Sackman  Street,  Block  1444,  Lot 
13,  Borough  of  Brooklyn. 


705-69-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum 
and  Young  for  Aetna  Insurance  Company,  owner. 

SUBJECT — Application  December  8,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-68 
of  the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  C5-5  district,  the 
erection  of  a  21  story  office  building  that  exceeds  the 
height  of  the  front  wall  and  the  tower  coverage,  en¬ 
croaches  on  the  required  tower  setback  and  exceeds  the 
permitted  floor  area  ratio. 

PREMISES  AFFECTED — 98  to  106  William  Street, 
southeast  corner  of  John  Street,  Block  68,  Lot  36,  Bor¬ 
ough  of  Manhattan. 


419-69-BZ 

APPLICANT — Raymond  J.  Irrera  for  Orazio  Amaru, 

owner. 

SUBJECT — Application  July  14,  1969 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  the  enlargement 
in  area  of  a  public  parking  lot  previously  before  the  Board 
that  creates  a  non-compliance  on  the  adjoining  lot. 

PREMISES  AFFECTED — 42-02  31st  Avenue,  southeast 
corner  of  42nd  Street,  Block  692,  Lots  36  and  40,  Long 
Island  City,  Borough  of  Queens. 

Laid  over  from  January  6,  1970,  for  continued  hearing; 
applicant  to  submit  additional  information  and  photo¬ 
graphs;  previously  inspected. 

M.  MILTON  GLASS,  Chairman. 


28 


CALENDAR 


FEBRUARY  3,  1970,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  February  3,  1970,  at  2  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York  10013,  N.  Y.,  on  the 
following  matters : 

2522-BZY — Vol.  VII— B.B.— 1602-24  Avenue  Y,  N.B. 
3753-61. 


1176-BZY— Vol.  VI— B.Q.— 85-10  149th  Avenue,  N.B. 
5068-61. 


1687-BZY— Vol.  VI— B.Q.— 118-18  Union  Turnpike,  N.B. 
1580-61. 


1688-BZY— Vol.  VI— B.Q.— 118-17  Union  Turnpike,  N.B. 
1579-61. 


4429-BZY — Vol.  VII — B.Bx. — 1781  Neried  Avenue,  N.B. 
3205-61. 


1163-BZY— Vol.  VI— B.Q.— 39-60  54th  Street,  N.B.  2057- 
61. 


3609-BZY— Vol.  VII— B.Q.— 157-17  129th  Avenue,  N.B. 
7580-61. 


4233-BZY — Vol.  VII — B.B. — 3030  Emmonds  Avenue, 
N.B.  3088-61. 


2768-BZY— Vol.  VII— B.Q.— 98-11  44th  Avenue,  N.B. 
8303-61. 


695-69-A 

APPLICANT — Donald  D.  Fisher  for  M.  Rickey  Marder 
and  Libbie  Elan  Marder  d/b/a  19  West  45th  Street  Realty 
Company,  owners ;  Edward  A.  Sargavy  and  Julius  Soko- 
lick,  lessee. 

SUBJECT — Application  November  26,  1969 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFECTED — 17  to  19  West  45th  Street,  north 
side,  234  feet  6  inches  west  of  5th  Avenue,  Block  1261, 
Lot  27,  Borough  of  Manhattan. 


720- 69-A 

APPLICANT — Hector  Ferreras  for  Vincent  Commisso, 
owner. 

SUBJECT — Application  December  12,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 214  Cambridge  Ave.,  west  side, 
44  feet  south  of  Auburn  Avenue,  Block  1525,  Lot  47, 
Westerleigh,  Borough  of  Richmond. 

721- 69-A 

APPLICANT — Hector  Ferreras  for  Arthur  Pollaci,  owner. 

SUBJECT — Application  December  12,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 218  Cambridge  Avenue,  west 
side,  88  feet  south  of  Auburn  Avenue,  Block  1525,  Lot  51, 
Westerleigh,  Borough  of  Richmond. 

722- 69-A 

APPLICANT — Hector  Ferreras  for  Bugene  Acca,  owner. 

SUBJECT — Application  December  12,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 


PREMISES  AFFECTED — 243  Cambridge  Avenue,  east 
side,  300  feet  south  of  Auburn  Avenue,  Block  1524,  Lot 
26,  Westerleigh,  Borough  of  Richmond. 

723- 69-A 

APPLICANT — Hector  Ferreras  for  Vincent  De  Luca, 
owner. 

SUBJECT — Application  December  12,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 236  Cambridge  Avenue,  west 
side,  220  feet  south  of  Auburn  Avenue,  Block  1525,  Lot  57, 
Westerleigh,  Borough  of  Richmond. 

724- 69-A 

APPLICANT — Hector  Ferreras  for  Anthony  Curtschio, 
owner. 

SUBJECT — Application  December  12,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 250  Cambridge  Avenue,  west 
side,  380  feet  south  of  Auburn  Avenue,  Block  1525,  Lot 
64,  Westerleigh,  Borough  of  Richmond. 

725- 69-A 

APPLICANT — Hector  Ferreras  for  John  Carbonaro, 
owner. 

SUBJECT — Application  December  12,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 250  Auburn  Avenue,  southwest 
corner  of  Cambridge  Avenue,  Block  1525,  Lot  44,  Wester¬ 
leigh,  Borough  of  Richmond. 

726- 69-A  ' 

APPLICANT — Hector  Ferreras  for  Vincent  Calderola, 
owner. 

SUBJECT— Application  December  12,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 222  Cambridge  Avenue,  west 
side,  132  feet  south  of  Cambridge  Avenue,  Block  1525,  Lot 
53,  Westerleigh,  Borough  of  Richmond. 

735-69-A 

APPLICANT — Stephen  J.  Murphy  for  Glen  Oaks  Com¬ 
pany,  owner;  Dan’s  Supreme  Market,  lessee. 

SUBJECT — Application  December  15,  1969 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 259-01  Union  Turnpike,  north 
side,  300  feet  west  of  260th  Street,  Block  8513,  Lots  2 
and  4,  Glen  Oaks,  Borough  of  Queens. 

M.  MILTON  GLASS,  Chairman 


FEBRUARY  10,  1970,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  February  10,  1970,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

364-54-BZ 

APPLICANT — Frank  J.  Ross  for  Mrs.  Assunta  Diovisalvo, 
owner. 
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SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  January  5, 
1970 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  and  local  retail  use  district, 
the  parking  and  storage  of  motor  vehicles. 

PREMISES  AFFECTED— 1194-1204  Ogden  Avenue,  east 
side,  285.04  feet  north  of  West  167th  Street  and  1199-1203 
Nelson  Avenue,  Block  2516,  Lots  13,  14,  48,  Borough  of 
The  Bronx. 


90-43-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Sam  Stein,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  June  9,  1969 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition,  under  Section  7i  of  the  Zoning  Resolution, 
permitting  in  a  business  use  district,  a  motor  vehicle  repair 
shop. 

PREMISES  AFFECTED— 1688  St.  Marks  Avenue,  (rear) 
southeast  corner  of  Rockaway  Avenue,  Block  1461,  Lot  11, 
Borough  of  Brooklyn. 


1071-40-BZ — Vol.  II 

APPLICANT— John  J.  McNamara  for  435  West  45th  Street 
Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
request  to  waive  the  rules  of  procedure  and  extension  of 
term  of  variance  which  expired  February  3,  1964 — decision 
of  the  Borough  Superintendent ;  previously  granted  on 
condition,  under  Sections  7e  and  7h  of  the  Zoning  Resolu¬ 
tion,  permitting  in  a  residence  use  district,  for  a  term  of 
years,  the  additional  use  of  a  one  story  building  for  the 
storage  of  chemicals  used  in  abutting  factory  and  also 
private  parking  of  more  than  5  motor  vehicles  for  customers 
and  employees  of  Interchemical  Corporation  and  its  sub¬ 
sidiaries. 

PREMISES  AFFECTED— 428  West  45th  Street,  south 
side,  375  feet  west  of  Ninth  Avenue,  Block  1054,  Lot  48, 
Borough  of  Manhattan. 


82-40-BZ— Vol.  Ill 

APPLICANT — Leonard  F.  Rothkrug  for  Martin  Morgan- 
roth,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
request  to  waive  the  rules  of  procedure  and  extension  of 
term  of  variance  which  expired  May  19,  1969 — decision 
of  the  Borough  Superintendent ;  previously  granted  on 
condition,  under  Section  7h  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  retail  and  residence  use  district,  the  parking 
and  storage  of  motor  vehicles  of  the  pleasure  car  type. 

PREMISES  AFFECTED— 58-62  East  18th  Street,  west 
side,  117  feet  6  inches  north  of  Church  Avenue,  Block 
5078,  Lot  30,  Borough  of  Brooklyn. 


970-66-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Estate  of  I. 
Bazinover,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  16, 
1970 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  in  an  existing  one 
story  building  occupied  as  a  restaurant,  the  addition  to  the 
uses  to  include  cabaret. 


PREMISES  AFFECTED— 94  Manhattan  Avenue,  east 
side,  50  feet  south  of  Boerum  Street,  Block  3079,  Lot  6, 
Borough  of  Brooklyn. 

534-69-BZ 

APPLICANT— Allen  H.  Feinberg  for  Harold  Tepitz, 
owner. 

SUBJECT — Application  September  11,  1969— decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R4  district,  the 
erection  of  a  front  and  rear  enlargement  to  an  existing 
three  story  building  that  increases  the  degree  of  non- 
compliance  in  floor  area  ratio  and  encroaches  on  the  re¬ 
quired  front,  side  and  rear  yards. 

PREMISES  AFFECTED— 1834  Rockaway  Parkway,  west 
side,  100  feet  north  of  Avenue  M,  Block  8261,  Lot  66, 
Borough  of  Brooklyn. 


581-69-BZ 

APPLICANT — Hannibal  F.  Zumbo  for  Flatbush  Pontiac 
Incorporated,  owner ;  Flatpon  Realty  Corporation,  lessee. 

SUBJECT — Application  October  8,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21,  73-50  and 
73-52  of  the  Zoning  Resolution,  to  permit  in  an  Ml-1  and 
R6  district,  the  enlargement  in  area  of  an  existing  off 
site  accessory  parking  facility. 

PREMISES  AFFECTED— 270  Winthrop  Street,  south 
side,  192  feet,  6  inches  west  of  Nostrand  Avenue,  671- 
675  Parkside  Avenue,  Block  5050,  Lots  33,  60  and  62, 
Borough  of  Brooklyn. 


646-69-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Gulf  Oil  Corporation,  owner. 

SUBJECT — Application  October  23,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  district,  the  rearrange¬ 
ment  and  structural  alterations  of  an  automotive  service 
station  previously  before  the  Board. 

PREMISES  AFFECTED— 72-01  to  72-19  Main  Street 
(72-09  Main  Street  official),  144-02  to  144-08  72nd  Avenue 
southeast  corner,  72-02  to  72-20  Vleigh  Place,  Block  6660, 
Lot  1,  Flushing,  Borough  of  Queens. 


663-69-BZ 

APPLICANT — Harry  Soled  for  Frank  Patrone  and  Estate 
of  Elizabeth  Goodman,  Frank  Patrone — Executor,  owners. 

SUBJECT — Application  November  10,  1969 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  C6-1  district,  the  com¬ 
bining  of  two  adjoining  structures  and  the  extension  of 
the  existing  products  manufacturing  establishment. 

PREMISES  AFFECTED — 521-523  Atlantic  Avenue,  north 
side,  61  feet  east  of  3rd  Avenue,  Block  180,  Lots  61  and 
62,  Borough  of  Brooklyn. 


706-69-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Jeffrey  Aaron, 
Et  als,  owner ;  Brooklyn  Public  Library,  lessee. 

SUBJECT— Application  December  10,  1969 — decision  of 
the  Borough  Superintendent,  under  Section  11-413  of  the 
Zoning  Resolution,  to  permit  in  an  R8  district,  in  an 
existing  one  story  building  previously  before  the  Board, 
the  change  in  occupancy  from  storage  and  warehouse  for 
housewares  to  a  book  distribution  center  for  the  Brooklyn 
Public  Library. 
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PREMISES  AFFECTED — 109-111  Montgomery  Street, 
north  side,  109.5  feet  east  of  Washington  Avenue,  Block 
1190,  Lot  61,  Borough  of  Brooklyn. 


707-69-A 

APPLICANT — Leonard  F.  Rothkrug  for  Jeffrey  Aaron, 
et  als,  owner  Brooklyn  Public  Library,  lessee. 

SUBJECT — Application  December  10,  1969 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  com¬ 
mercial  building. 

PREMISES  AFFECTED — 109-111  Montgomery  Street, 
north  side,  109.5  feet  east  of  Washington  Avenue,  Block 
1190,  Lot  61,  Borough  of  Brooklyn. 


734-69-BZ 

APPLICANT — Charles  P.  Murphy  for  Braemle  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  December  12,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  on  a  plot  pre¬ 
viously  before  the  Board,  the  erection  of  a  six  story  office 
building  that  exceeds  the  permitted  floor  area  ratio,  pene¬ 
trates  the  sky  exposure  plane  and  has  less  than  the  required 
accessory  parking. 

PREMISES  AFFECTED— 163-01  to  163-19  Horace  Hard¬ 
ing  Expressway,  north  side  from  163rd  Street  to  164th 
Street,  Block  6741,  Lot  1,  Flushing,  Borough  of  Queens. 

M.  MILTON  GLASS,  Chairman 


FEBRUARY  10,  1970,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  February  10,  1970,  at  2  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York  10013,  N.  Y.,  on  the 
following  matters : 


385-BZY — Vol.  VI— B.Q.— 151-51  138th  Avenue,  N.B. 
7721-61. 


1905-BZY — Vol.  VI— B.Bx. — 2666  Netherland  Avenue, 
N.B.  1482-60. 


1590-BZY— Vol.  VII— B.R.— 2375  Richmond  Road,  N.B. 
1716-61. 


2300-BZY— Vol.  VI— B.Q.— 138-25  Elder  Avenue,  N.B. 
4806-61. 


4059-BZY— Vol.  VII— B.Q.— 58-30  76th  Street,  N.B. 
1222-61. 


1556-BZY — Vol.  VI — B.R. — 32  Seaside  Boulevard,  N.B. 
2917-61. 


2548-BZY— Vol.  VI— B.B.— 3001  West  36th  Street,  N.B. 
6920-61. 


3545-BZY— Vol.  VI— B.Q.— 33-27  255th  Street,  N.B. 
3400-61. 


3546-BZY— Vol.  VI— B.Q.— 33-21  255th  Street,  N.B. 
3398-61. 


3547-BZY— Vol.  VI— B.Q.— 33-25  255th  Street,  N.B. 
3399-61. 


3548-BZY— Vol.  VI— B.Q.— 33-17  255th  Street,  N.B. 
3396-61. 


3549-BZY— Vol.  VI— B.Q.— 33-19  255th  Street,  N.B. 
3397-61. 


3550-BZY— Vol.  VI— B.Q.— 33-09  255th  Street,  N.B. 

3393-61. 


3551-BZY— Vol.  VI— B.Q.— 33-11  255th  Street,  N.B. 

3394-61. 


3552-BZY— Vol.  VI— B.Q.— 33-15  255th  Street,  N.B. 

3395-61. 


3553-BZY— Vol.  VI— B.Q.— 33-07  255th  Street,  N.B. 
3392-61. 


3554-BZY— Vol.  VI— B.Q.— 33-03  255th  Street,  N.B. 
3390-61. 


3555-BZY— Vol.  VI— B.Q.— 33-05  255th  Street,  N.B. 
3391-61. 


3556- BZY— Vol.  VI— B.Q.— 33-24  255th  Street,  N.B. 
3383-61 

3557- BZY— Vol.  VI— B.Q.— 33-01  255th  Street,  N.B. 
3389-61. 


3558-BZY— Vol.  VI— B.Q.— 33-18  255th  Street,  N.B. 

3385-61. 


3559-BZY— Vol.  VI— B.Q.— 33-16  255th  Street,  N.B. 

3386-61. 


3560-BZY— Vol.  VI— B.Q.— 33-02  255th  Street,  N.B. 

3387-61. 


728-69-A 

APPLICANT — Hector  Ferreras  for  Olga  Fama,  owner. 

SUBJECT — Application  December  12,  1969 — filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 255  Cambridge  Avenue,  east 
side,  420  feet  south  of  Auburn  Avenue,  Block  1524,  Lot  20, 
Westerleigh,  Borough  of  Richmond. 


730-69-A 


r':" 


2549-A-BZY— Vol.  VI— B.B.— 3514 
4114-61. 

Surf 

Avenue, 

Alt. 

APPLICANT — Frank  A.  Vaccaro  for  Mr.  and  Mrs.  Joseph 
Joura,  owner. 

3541-BZY— Vol. 

3384-61. 

VI— B.Q.— 33-22 

255th 

Street, 

N.B. 

SUBJECT- — Application  December  12,  1969 — filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

3542-BZY— Vol. 

3388-61. 

VI— B.Q.— 33-04 

255th 

Street, 

N.B. 

PREMISES  AFFECTED — 5442  Arthur  Kill  Road,  south 
side,  103.35  feet  west  of  Main  Street,  Block  8028,  Lot  45, 
Tottenville,  Borough  of  Richmond. 

3543-BZY— Vol. 

3401-61. 

VI— B.Q.— 33-29 

255th 

Street, 

N.B. 

732-69-A 

3544-BZY— Vol. 
3402-61. 

VI— B.Q.— 33-31 

255th 

Street, 

N.B. 

APPLICANT — Frank  A.  Vaccaro  for  Mike  Paternostro, 
owner. 
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SUBJECT — Application  December  12,  1969 — filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 8  Whitaker  Place,  south  side, 
52.42  feet  east  of  Richmond  Road,  Block  3288,  Lot  7,  Old 
Town,  Borough  of  Richmond. 


737-69-A 

APPLICANT — Charles  M.  Spindler  for  Paru  Realty  Cor¬ 
poration  c/o  Williams  and  Company,  Corporation,  owner. 

SUBJECT — Application  December  12,  1969 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  elevator  in  readiness. 

PREMISES  AFFECTED— 40-42  West  37th  Street,  south 
side,  330  feet  east  of  Avenue  of  the  Americas,  Block  838, 
Lot  72,  Borough  of  Manhattan. 


739-69-A 

APPLICANT — Charles  Spindler  for  More-Plan,  Incorpo¬ 
rated,  owner. 

SUBJECT — Application  December  16,  1969 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  elevators  in  readiness. 
PREMISES  AFFECTED— 31  to  37  West  27th  Street 
,  north  side,  137  feet  7j4  inches  west  of  Broadway,  Block 
829,  Lot  16,  Borough  of  Manhattan. 

M.  MILTON  GLASS,  Chairman 


FEBRUARY  17,  1970,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  February  17,  1970,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

146-69-BZ 

APPLICANT — Arthur  J.  McGee  for  Sunshine  Coal  and 
Fuel  Oil  Company,  Incorporated,  owner. 

SUBJECT — Application  March  25,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  at  an  exist¬ 
ing  coal  yard  previously  before  the  Board,  the  installation 
of  fuel  oil  storage  tanks  and  the  erection  of  a  two  story 
service  and  office  building. 

PREMISES  AFFECTED— 222-01  141st  Avenue,  north 
side,  394.57  feet  east  of  219th  Street,  Block  13143,  Lots  81, 
85,  100,  Springfield  Gardens,  Borough  of  Queens. 


676-69-A 

APPLICANT — Arthur  J.  McGee  for  Sunshine  Coal  and 
Fuel  Oil  Company,  owner. 

SUBJECT — Application  November  14,  1969 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  fuel  oil 
storage  tanks. 

PREMISES  AFFECTED— 222-01  141st  Avenue,  north 
side,  394.57  feet  east  of  219th  Street,  Block  13143,  Lots  81, 
85,  100,  Laurelton,  Borough  of  Queens. 


532-69-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Tzivyeh  Realty 
Corporation,  owner;  Country  Club  Nursing  Home,  lessee. 

SUBJECT — Application  September  10,  1969 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  Rl-2  district,  the  erec¬ 
tion  of  a  one  story  and  basement  enlargement  to  a  pro¬ 
prietary  nursing  home. 


PREMISES  AFFECTED— 3391  Country  Club  Road,  north 
side,  836.01  feet  east  of  Reed  Place,  Block  5409,  Lot  436, 
Borough  of  The  Bronx. 


636-69-BZ 

APPLICANT — Hurley,  Kearney  and  Lane  for  The  Roman 
Catholic  Church  of  the  Most  Precious  Blood,  owner. 

SUBJECT — Application  October  23,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection  of 
a  Church  that  encroaches  on  the  required  side  yard  and 
without  the  required  accessory  parking. 

PREMISES  AFFECTED — 2701  Bath  Avenue,  northeast 
corner  of  27th  Avenue,  Block  6885,  Lot  1,  Borough  of 
Brooklyn. 


664-69-BZ 

APPLICANT — Jamaica  Water  Supply  Company,  owner. 

SUBJECT — Application  November  12,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  73-14  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Rl-2  district,  the  installa¬ 
tion  of  a  water  pumping  station. 

PREMISES  AFFECTED— 180-38  Grand  Central  Park¬ 
way,  south  side,  104.88  feet  west  of  Avon  Street,  Block 
9949,  Lot  60,  Jamaica,  Borough  of  Queens. 


744-69-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  New  York  University,  owner. 

SUBJECT — Application  December  24,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-641 
of  the  Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  an  R7-2  district,  the  erection 
of  an  11  story  enlargement  to  a  university  structure  that 
exceeds  the  permitted  floor  area  ratio  and  lot  coverage 
and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 80  Washington  Square  East, 
northeast  corner  of  West  4th  Street,  Block  546,  Lots  1,  3,  5, 
8,  10,  11,  Borough  of  Manhattan. 


746-69-BZ 

APPLICANT — Atkin  and  Bassolino  for  Cardella  Bakery, 
owner ;  Louis  Zamboli,  lessee. 

SUBJECT — Application  December  30,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  change  in 
occupancy  of  an  existing  one  story  building  from  a  store 
to  a  wholesale  establishment  with  showroom  and  office. 

PREMISES  AFFECTED — 925  Burke  Avenue,  northeast 
corner  of  Radcliff  Avenue,  Block  4609,  Lot  8,  Borough 
of  The  Bronx. 

M.  MILTON  GLASS,  Chairman 


FEBRUARY  17,  1970,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  February  17,  1970,  at  2  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

3829-BZY — Vol.  VII — B.Q. — 128-19  22nd  Avenue,  N.B. 
8919-61. 

4381-BZY — Vol.  VII — B.Q. — 208-08  Bayside  Lane  (for¬ 
merly  162-15  Bayside  Lane),  N.B.  5925-61. 


32 


CALENDAR 


3997-BZY — Vol.  VII— B.R.— 340  Hoyt  Avenue,  690  Cas- 
tleton  Avenue,  N.B.  3261-61. 


4277-BZY — Vol.  VII — B.R. — 67  Olympia  Avenue,  Alt. 
19-61. 


4323-BZY— Vol.  VII— B.B.— 2121  Bragg  Street,  N.B. 
1216-61. 


2470-BZY — Vol.  VII — B.M. — 95  Attorney  Street,  N.B. 
180-61 


2471-BZY— Vol.  VII— B.M.— 617  East  6th  Street,  Alt. 
47-61. 


2468-BZY — Vol.  II — B.M. — 146-148  Ridge  Street,  N.B. 
345-61. 


2469-BZY— Vol.  VII— B.M.— 150-152  Ridge  Street,  N.B. 
346-61. 


2575-BZY — Vol.  VII — B.Bx. — 1184  Rhinelander  Avenue, 
N.B.  2742-61. 


2576-BZY — Vol.  VII — B.Bx.- — 1 188  Rhinelander  Avenue, 
N.B.  2741-61. 


2577-BZY — Vol.  VII — B.Bx. — 931-933  Morris  Park  Ave¬ 
nue,  N.B.  2854-61. 


61-BZY— Vol.  VI— B.R.— 950  Clove  Road,  N.B.  3219-61. 


63-BZY— Vol.  VI— B.R.— 1020  Clove  Road,  N.B.  3221-61. 


64-BZY— Vol.  VI— B.R.— 1050  Clove  Road,  N.B.  3222-61. 

M.  MILTON  GLASS,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  JANUARY  13,  1970,  10  A.M. 

Present:  Chairman  Glass,  Vice  Chairman  Becker, 

Commissioner  Klein  and  Commissioner  Nolan. 

327-22-BZ — Vol.  II 

APPLICANT — Frederick  A.  Ketcher  for  Nancy  Kinsler 
c/o  Starr,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  October  20, 
1969 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the 
storage  of  24  passenger  cars,  on  an  assigned  basis,  with 
monthly  rentals  and  no  transient  parking. 

PREMISES  AFFECTED— 1224  Hoe  Avenue,  east  side, 
125  feet  south  of  Freeman  Street,  Block  2986,  Lots  12  and 
13,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Frederick  Ketcher. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Nolan  ....  4 

Negative :  .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  October  20,  1964,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  January  13,  1970,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Septem¬ 
ber  22,  1959,  as  amended  through  October  20,  1964,  only  as 
to  the  term  of  variance,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“granted  for  a  term  of  five  years  from  October  20, 
1969,  to  permit  .  .  . ;  on  condition  that  the  barbed  wire  be 
removed  from  the  fences;  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects ;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (Alt.  95-59) 


25-45-BZ— Vol.  II 

APPLICANT — Larry  Meltzer  for  Whitjomi  Realty  Com¬ 
pany,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  October  14, 
1969 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7e  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the 
change  in  use  of  an  existing  building  from  8  car  garage 
with  gasoline  tank  and  pump  as  accessory  uses,  office, 
storage  of  insulating  and  roofing  materials  and  indoor 
loading  platform  to  a  five  car  garage  with  gasoline  tank 
and  pump  as  accessory  use  and  office,  storage  and  renting 
of  party  supplies  and  equipment  and  indoor  loading  plat¬ 
form. 

PREMISES  AFFECTED — 211-213  Highland  Place,  east 
side,  260  feet  north  of  Atlantic  Avenue,  Block  3959,  Lot 
7,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 


ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  October  14,  1959,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
January  13,  1970,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
14,  1959,  only  as  to  the  term  of  the  variance,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  October  14,  1969, 
to  permit  .  .  . ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  31-59) 


147-54-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Four  Company 
c/o  Gladys  Fayne,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  October  26, 
1969 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7f,  7i  and  7 A  of  the 
Zoning  Resolution,  permitting  in  a  business  use  district, 
the  maintenance  of  existing  legal  high  speed  (automatic) 
auto  laundry  and  permitting  the  erection  and  maintenance, 
for  a  term  of  15  years,  of  a  gasoline  service  station,  lubri- 
torium,  motor  vehicle  repairs,  storage  and  sale  of  acces¬ 
sories  and  office  and  permitting  the  parking  and  storage  of 
motor  vehicles  on  unbuilt  upon  portion  of  lot. 

PREMISES  AFFECTED— 482-504  Utica  Avenue,  west 
side,  from  Midwood  Street  to  Maple  Street,  842-850  Maple 
Street  and  861-871  Midwood  Street,  Block  4589,  Lot  95, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Frederick  Ketcher. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative :  . . .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
October  26,  1954,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
January  13,  1970,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
26,  1954,  as  amended  through  November  20,  1956  only  as  to 
the  term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read: 

“granted  for  a  term  of  ten  years  from  October  26,  1969, 
to  permit  .  .  on  condition  that  no  signs  be  permitted 
on  the  fences  facing  Midwood  and  Maple  Streets ;  that 
other  than  as  herein  amended  the  resolution  above  cited 
shall  be  complied  with  in  all  respects ;  and  that  a  new 
Certificate  of  Occupancy  shall  be  obtained.”  (N.B. 
22-54) 
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668-57-BZ 

APPLICANT — Astoria  Federal  Savings  and  Loan  Associa¬ 
tion,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  December  8, 
1969 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the 
storage  and  parking  of  motor  vehicles. 

PREMISES  AFFECTED — 30-20  38th  Street,  west  side, 
126.40  feet  south  of  30th  Avenue,  Block  659,  Lots  54,  55 
and  153,  Long  Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  John  Graham. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative:  .  0 

Absent:  Commissioner  Madigan  .  1 

TPIE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
March  11,  1958,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
January  13,  1970,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
11,  1958,  as  amended  through  December  8,  1964,  only  as  to 
the  term  of  the  variance,  so  that  as  amended  this  portion 
of  the  resolution  shall  read: 

“granted  for  a  term  of  five  years  from  December  8,  1969, 
to  permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  1775-57) 


357-59-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Bernard  Starr, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  December  15, 
1969 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  parking 
and  storage  of  motor  vehicles. 

PREMISES  AFFECTED — 21-23  Hillside  Avenue,  south 
side,  252.2  feet  east  of  Broadway,  Block  2170,  Lot  110, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Frederick  Ketcher. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative :  .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
October  14,  1959,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
January  13,  1970,  after  due  notice  by  publication  in  the 
Bulletin. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
14,  1959,  as  amended  through  December  15,  1964,  only  as  to 
the  term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read: 

“granted  for  a  term  of  five  years  from  December  15, 
1969,  to  permit  .  .  .  ;  on  condition  that  no  commercial 
vehicles  be  stored  on  the  premises;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (Alt.  1434-64) 


395-67-BZ 

APPLICANT — Atkin  and  Bassolino  for  Depal  Enterprises, 
Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  November  28, 
1969 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
two  family  dwelling  and  medical  office  building  that  en¬ 
croaches  on  the  required  side  yard. 

PREMISES  AFFECTED — 3695  East  Tremont  Avenue, 
east  side,  377.31  feet  north  of  Randall  Avenue,  Block  5431, 
Lot  15,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Harry  Atkin. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative:  .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  application  was  granted  by  the  Board  on 
November  28,  1967,  on  certain  conditions ;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  May  20,  1969;  and 

Whereas,  the  application  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  28,  1967,  as  amended  through  May  20,  1969  only  as  to 
the  time  to  complete  the  work,  so  that  as  amended  this  por¬ 
tion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  November  28,  1969.”  (N.  B.  52-67) 


396-67-BZ 

APPLICANT — Atkin  and  Bassolino  for  Depal  Enterprises, 
Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  November  28, 
1969 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
two  family  dwelling  and  medical  office  building  that  en¬ 
croaches  on  the  required  side  yard. 

PREMISES  AFFECTED — 3697  East  Tremont  Avenue, 
east  side,  351.55  feet  north  of  Randall  Avenue,  Block  5431, 
Lot  14,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Harry  Atkin. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 
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THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 

Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative :  0 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  28,  1967,  on  certain  conditions ;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  May  20,  1969 ;  and 

Whereas,  the  resolution  as  amended  on  May  20,  1969 ;  and 
Whereas,  the  application  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  28,  1967,  as  amended  through  May  20,  1969,  only  as  to 
the  time  to  complete  the  work,  so  that  as  amended  this  por¬ 
tion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  November  28,  1969.”  (N.  B.  53-67) 


783-67-BZ 

APPLICANT — Charles  M.  Spindler  for  Sun  Oil  Company, 
Cross  Westchester  Corporation  Park,  owner. 

SUBJECT — Application  for  consideration— reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  December  12, 
1969 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  11-412  of  the  Zoning 
Resolution,  to  permit  in  a  1-3  district,  the  reconstruction 
of  an  automotive  service  station  with  accessory  uses,  pre¬ 
viously  before  the  Board. 

PREMISES  AFFECTED — 2290  Boston  Road,  southeast 
corner  of  Astor  Avenue,  Block  4343,  Lot  31,  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant :  Charles  Spindler. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative:  .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
December  12,  1967,  on  certain  conditions ;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  February  11,  1969;  and 
Whereas,  the  resolution  as  amended  on  February  11, 
1969;  and 

Whereas,  the  application  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  12,  1967,  as  amended  through  February  11,  1969,  only 
as  to  the  time  to  complete  the  work,  so  that  as  amended  this 
portion  of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  December  12,  1969,  on  condition  that  no 
further  extension  of  time  will  be  considered  by  the 
Board.”  (Alt.  447-67) 


244-69-BZ 

APPLICANT — Arthur  J.  McGee  for  Webster  Schott, 
owner,  Suweb  Corp. 

SUBJECT — Application  May  2,  1969 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning- 


Resolution,  to  permit  in  an  Ml-1  and  Cl-2  district,  the 
erection  of  a  one  story  enlargement  to  an  existing  building, 
to  be  used  as  a  factory  that  extends  into  the  Cl-2  district. 

PREMISES  AFFECTED— 50-30  to  50-36  69th  Place,  west 
side,  119.3  feet  north  of  51st  Avenue,  Block  2438,  Lots 
36,  37,  39  and  40,  Elmhurst,  Borough  of  Queens. 

APPEARANCES— 

For  Appliciant:  Joseph  P.  Morsellino. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  January  27,  1970,  at 
10  A.M.  for  continued  hearing  at  the  request  of  the  appli¬ 
cant  to  file  additional  plans  and  financial  statements. 


286-69-BZ 

APPLICANT — Arthur  J.  McGee  for  Jerry  Saffioti,  owner. 

SUBJECT — Application  May  16,  1969 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
two  story  multiple  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space 
ratio,  lot  area  and  lot  area  per  room,  encroaches  on  the 
required  front  yard  and  rear  yard  and  with  accessory 
parking  in  the  required  open  space. 

PREMISES  AFFECTED— 157-18  Willets  Pt.  Boulevard, 
south  side,  110.55  feet  west  of  Clintonville  Street,  Block 
4860,  Lot  10,  Whitestone,  Borough  of  Queens. 

APPEARANCES— 

For  Appliciant :  Joseph  P.  Morsellino. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  January  20,  1970,  at 
10  A.M.  for  decision ;  applicant  to  file  survey ;  hearing 
closed. 


362-69-A 

APPLICANT — Arthur  J.  McGee  for  Jerry  Saffiotti,  owner. 

SUBJECT — Application  June  18,  1969 — Filed  pursuant  to 
Section  310  of  the  Multiple  Dwelling  Law  for  variance 
of  Section  26,  subds.  4,  5,  6,  and  8  of  the  Multiple  Dwelling 
Law  re-  side  yards,  rear  yards,  open  parking  spaces,  etc. 

PREMISES  AFFECTED— 157-18  Willets  Pt.  Boulevard, 
south  side  110.55  feet  west  of  Clintonville  Street,  Block 
4860,  Lot  10,  Whitestone,  Borough  of  Queens. 

APPEARANCES— 

For  Appliciant :  Joseph  P.  Morsellino. 

ACTION  OF  BOARD— Laid  over  to  January  20,  1970,  at 
10  A.M.  for  decision  in  conjunction  with  Cal.  No.  286- 
69-BZ  ;  hearing  closed. 


492-69-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Catholic  High 
School  Association  of  New  York,  owner;  Contract  Vendee 
Samuel,  Jack,  Lewis  Rudin. 

SUBJECT — Application  August  26,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  C6-6  and  C5-3  district,  the  erection 
of  a  28  story  office  building  that  exceeds  the  permitted 
height  of  the  front  wall  and  tower  coverage  and  en¬ 
croaches  on  the  required  tower  setback  and  rear  yard  on 
the  interior  lot  portion  of  the  plot. 

PREMISES  AFFECTED — 558-562  Lexington  Avenue,  111- 
121  East  50th  Street,  northwest  corner,  Block  1305,  Lot  13, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff. 

For  Opposition:  None. 
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ACTION  OF  BOARD — Laid  over  to  January  27,  1970,  at 
10  A.M.  for  hearing  at  the  request  of  the  applicant. 


598-69-BZ 

APPLICANT — Aaron  Halpern  for  James  B.  Clark,  owner. 

SUBJECT — Application  October  20,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning- 
Resolution,  to  permit  in  a  R3-1  district,  on  a  plot  with 
less  than  the  required  lot  area  and  lot  width,  the  erection 
of  a  two  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room  and  encroaches  on  the 
required  side  yard. 

PREMISES  AFFECTED — 17-34  154th  Street,  west  side, 
66.01  feet  south  of  17th  Road,  Block  4704,  Lot  39,  White- 
stone,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Aaron  Halpern. 

For  Opposition:  Burton  Citak,  William  Ferrante  and 
Gabriele  Testani. 

ACTION  OF  BOARD — Laid  over  to  January  27,  1970,  at 
10  A.M.  for  inspection  and  continued  hearing;  applicant  to 
file  drawings  and  additional  information. 


599- 69-BZ 

APPLICANT— Aaron  Halpern  for  James  P.  Clark,  owner. 

SUBJECT — Application  October  20,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  on  a  plot  with 
less  than  the  required  lot  area,  the  erection  of  a  two  story, 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio  and  lot 
area  per  room  and  encroaches  on  the  required  side  yard. 

PREMISES  AFFECTED — 151-84  17th  Road,  southwest 
corner  of  154th  Street,  Block  4704,  Lot  40,  Whitestone, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Aaron  Halpern. 

For  Opposition:  William  Ferrante,  Gabriele  Testani  and 
Burton  Citak. 

ACTION  OF  BOARD — Laid  over  to  January  27,  1970,  at 
10  A.M.  for  inspection  and  continued  hearing;  applicant  to 
file  drawings  and  additional  information. 

600- 69-BZ 

APPLICANT — Aaron  Halpern  for  James  P.  Clark,  owner. 

SUBJECT — Application  October  20,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-1  district,  on  a  plot  with 
less  than  the  required  lot  area,  the  erection  of  a  two  story, 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio  and  lot 
area  per  room  and  encroaches  on  the  required  side  yard. 

PREMISES  AFFECTED — 151-80  17th  Road,  south  side, 
50  feet  west  of  154th  Street,  Block  4704,  Lot  42,  White- 
stone,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Aaron  Halpern. 

For  Opposition:  Gabriele  Testani,  Burton  Citak  and 
William  Ferrante. 

ACTION  OF  BOARD — Laid  over  to  January  27,  1970,  at 
10  A.M.  for  inspection  and  continued  hearing;  applicant  to 
file  drawings  and  additional  information. 

635-69-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti  for 
Nicholas  Operating  Corporation,  owner. 


SUBJECT — Application  October  23,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  and  R3-1  district,  the 
extension  of  an  existing  restaurant,  cabaret  and  catering 
establishment  previously  before  the  Board  to  include  the 
cellar  with  attendant  parking  in  the  open  area. 

PREMISES  AFFECTED — 1048  to  1072  Ocean  Parkway, 
west  side,  380  feet  south  of  Avenue  J,  1151-1167  East  5th 
Street,  Block  5495,  Lot  870,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  Roy  Gordon,  John  L.  Sullivan,  James 
J.  Santella,  Madeline  Santella  and  Alice  Davidson. 

ACTION  OF  BOARD — Laid  over  to  January  27,  1970,  at 
10  A.M.  Applicant  to  furnish  additional  information. 
Hearing  continued. 


651-69-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Helen  Marer, 
owner. 

SUBJECT— Application  November  5,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district  the  erection  of 
a  six  story  multiple  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  the  height  of  the  front  wall  and  lot  area 
per  room,  has  less  than  the  required  open  space  ratio  and 
accessory  parking,  and  encroaches  on  required  front  set¬ 
back. 

PREMISES  AFFECTED — 830  to  832  Magenta  Street, 
southwest  corner  of  Bronxwood  Avenue,  Block  4633,  Lot 
1,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug  and  Marvin  Fine. 
For  Opposition:  Shirley  Task,  Sarah  Katz,  Alexander  S. 
Cascione,  Grace  D’Alesseo,  Ethel  Kadish  and  Rita 
Coppeletti. 

ACTION  OF  BOARD — Laid  over  to  January  27,  1970,  at 
10  A.M.  Applicant  to  furnish  additional  information; 
continued  hearing. 


652-69-A 

APPLICANT — Leonard  F.  Rothkrug  for  Helen  Marer, 
owner. 

SUBJECT — Application  November  5,  1969 — filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  re-  proposed 
seven  story  Class  A  Multiple  Dwelling  and  proposed  use 
of  top  of  rock. 

PREMISES — 830  to  832  Magenta  Street,  southwest  corner 
of  Bronxwood  Avenue,  Block  4633,  Lot  1,  Borough  of  the 
Bronx. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD— Laid  over  to  January  27,  1970,  at 
10  A.M.  Applicant  to  furnish  additional  information. 
Hearing  continued  in  conjunction  with  Cal.  No.  651-69-BZ. 


308-69-BZ 

APPLICANT — Frank  A.  Vaccaro,  for  Rose  Hosmer,  owner. 

SUBJECT — Application  May  27,  1969 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
one  story  enlargement  to  a  one  family  dwelling  that  en¬ 
croaches  on  the  required  side  yard. 

PREMISES  AFFECTED — 78  Appleby  Avenue,  south  side, 
675  feet  west  of  Norway  Avenue,  Block  3395,  Lot  58, 
South  Beach,  Borough  of  Richmond. 
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APPEARANCES— 

For  Applicant:  Frank  Vaccaro. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative:  . 0 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  December  9,  1969,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  6,  1970;  then  to  January  13, 
1970  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  23,  1969,  acting  on  Alt.  Applic.  252/1968,  reads : 

“1.  See  23-47  of  Zoning  Resolution  requires  30'-0" 
rear  yard  at  location  of  new  extension.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical  diffi¬ 
culty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R3-2  district,  the  erection  of  a  one-story  enlargement  to 
a  one-family  dwelling  that  encroaches  on  the  required  rear 
yard,  on  condition  that  all  work  shall  substantially  conform 
to  drawings  filed  with  this  application  and  marked  “Re¬ 
ceived  August  29,  1969,”  2  sheets,  and  “January  9,  1970,”  2 
sheets;  that  all  laws,  rules  and  regulations  applicable  shall 
be  complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


359-69-BZ 

APPLICANT — M.  Martin  Elkind  for  Harold  Drucker, 
owner. 

SUBJECT — Application  May  29,  1969 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  conversion  of 
the  one  story  portion  of  a  two  story  building  from  medical 
offices  to  an  apartment  that  creates  non-compliance  in  open 
space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED— 32-02  53rd  Place,  51-14  32nd 
Avenue,  southwest  corner,  Block  1154,  Lot  83,  Woodside, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  M.  Martin  Elkind. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative:  .  0 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
December  16,  1969,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  6,  1970;  then  to  January  13, 
1970;  and 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  30,  1969,  acting  on  Alt.  Applic.  1232/1966,  reads: 

“1.  Lot  area  per  room  inadequate  (See  A.  Z.  R. 

Sect.  23-223). 

2.  Open  space  ratio  inadequate  (A.  Z.  R.  Sect. 

23-142).” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  R5  district,  the  conversion  of  the  one-story 
portion  of  a  two-story  building  from  medical  offices  to  an 
apartment  that  creates  non-compliance  in  open  space  ratio 
and  lot  area  per  room,  on  condition  that  all  work  shall 
substantially  conform  to  drawings  filed  with  this  application 
and  marked  “Received  May  29,  1969,”  8  sheets ;  that  all  laws, 
rules  and  regulations  applicable  shall  be  complied  with,  and 
that  substantial  construction  be  completed  within  one  year 
from  the  date  of  this  resolution. 


482-69-BZ 

APPLICANT — Edwin  Storch  for  Slavko  Brnic,  owner. 
SUBJECT — Application  August  18,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  R5  district,  the  enlargement  in 
floor  area  and  reconstruction  of  a  plumbing  contractors 
establishment. 

PREMISES  AFFECTED— 34-58  to  34-62  9th  Street,  west 
side,  14.74  feet  north  of  35th  Avenue,  Block  323,  Lot  52, 
Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Edwin  Storch  and  Slavko  Brnic. 

For  Opposition:  Philip  Cervone  Jr.,  Galta  Kindon,  Mary 
Wesley,  M.  J.  Partren,  Edward  B.  Ruth,  Sr.  Mary 
Ruth,  T.  Addis,  Clara  Marcatante,  Rev.  Msgr.  Joseph 


Di  Marco  and  others. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Glass,  Vice  Chairman  Becker, 

Commissioner  Klein  and  Commissioner  Nolan  .  4 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
November  18,  1969,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  December  2,  1969,  and  then  to  Janu¬ 
ary  13,  1970;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  14,  1969,  acting  on  Alt.  Applic.  217/1969, 
reads : 

“1.  Proposed  layout  of  plumbing  contractor’s  estab¬ 
lishment  is  in  excess  of  2,500  sq.  ft.  and  contrary  to  Sec. 
32-16  Z.  R. 

2.  Proposed  building  with  Use  Group  7  in  a  R5 
district  is  contrary  to  Sec.  32-16  Z.  R. 

3.  Bulk  and  parking  regulations  in  a  residence  dis¬ 
trict  for  a  commercial  use  is  referred  to  the  Board  of 
Standards  &  Appeals.” 

and 
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Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  findings  a,  b,  c  and  e 
under  Section  72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent 
dated  August  14,  1969  action  on  Alt.  Applic.  217/1969  Objec¬ 
tion  Nos.  1,  2,  3  be  and  it  hereby  is  affirmed  and  that  the 
application  be  and  it  hereby  is  denied. 


487-69-BZ 

APPLICANT — David  S.  Galton  for  The  Mount  Sinai  Hos¬ 
pital,  owner.  . 

SUBJECT — Application  August  20,  1969 — decision  of  the 
orough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-5  and  R7-2  district, 
the  construction  and  maintenance  of  an  accessory  hospital 
uarking  facility  without  the  required  surfacing  for  a 
term  of  two  years. 

PREMISES  AFFECTED— 1421-1431  Madison  Avenue, 
east  side,  201  feet  10  inches  north  of  East  98th  Street, 
Block  1604,  Lots  21-52,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  David  S.  Galton  and  Richard  F.  Ellis. 
For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative:  _ : .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  January  6,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  13,  1970;  and 
W hereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  5,  1969,  acting  on  Alt.  Applic.  1030/1967, 
reads : 

“C-12  Accessory  group  parking  facilities  for  403 
passenger  motor  vehicles  for  a  hospital  in  a  residence 
district,  is  permitted  only  with  the  approval  of  the 
Board  of  Standards  and  Appeals — Z.  R.  73-48. 

C-13  Provide  minimum  of  4"  thickness  of  surfac¬ 
ing  material  and  proper  drainage,  Z.  R.  25-65.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  72-21  of  the  Zoning  Resolution,  and  that  the 
applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted  un¬ 
der  Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a 
Cl-5  and  R7-2  district,  the  construction  and  maintenance  of 
an  accessory  hospital  parking  facility  without  the  required 
surfacing,  for  a  term  of  five  years,  on  condition  that  all 
work  shall  substantially  conform  to  drawings  filed  with 
this  application  and  marked  “Received  August  20,  1969,”  6 
sheets,  and  “January  9,  1970,”  one  sheet;  on  further  condi¬ 
tion  that  the  entire  surface  of  the  parking  area  be  treated 
with  an  asphaltic  binder  to  stabilize  the  cinder  fill ;  that  all 
laws,  rules  and  regulations  applicable  shall  be  complied  with, 
and  that  substantial  construction  be  completed  within  two 
years  from  the  date  of  this  resolution. 


526-69-BZ 

APPLICANT — Vincent  D.  Luongo  for  R.  C.  Church  of 
St.  Vincent  De  Paul,  owner;  St.  Francis  Preparatory 
School,  lessee. 

SUBJECT — Application  September  5,  1969— decision  of  the 
Borough  Superintendent,  under  Sections  73-19  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  Ml-2  district, 
the  erection  of  a  two  story  enlargement  to  connect  two 
parochial  school  structures. 

PREMISES  AFFECTED— 182-190  North  6th  Street,  584- 
592  Driggs  Avenue,  south  side,  100  feet  west  of  North  6th 
Street,  Block  2336,  Lots  18  and  26,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug  and  Vincent  D. 
Luongo. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative :  .  0 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  December  16,  1969,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  13,  1970;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  22,  1969,  acting  on  Alt.  Applic.  2082/1968, 
reads : 

“1.  The  proposed  enlargements  of  an  existing  non- 
conforming  school,  within  an  Ml-2  district,  violates  Sec. 
52-41  Zoning  Resolution. 

2.  Since  there  are  no  bulk  regulations  for  a  non- 
conforming  use  in  U.G.  3,  within  an  M-l  Zone,  refer  to 
the  Board. 

3.  The  proposed  structural  alterations  for  a  non- 
conforming  use  are  contrary  to  52-22  Z.R.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-19  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  and  that  the 
Board  does  hereby  make  the  required  findings  and  grants  a 
Special  Permit  under  Section  73-19  of  the  Zoning  Resolution, 
to  permit  in  an  Ml-2  district,  the  erection  of  a  two-story 
enlargement  to  connect  two  parochial  school  structures,  on 
condition  that  all  work  shall  substantially  conform  to  draw¬ 
ings  filed  with  this  application  and  marked  “Received  Sep¬ 
tember  5,  1969,”  12  sheets;  that  all  laws,  rules  and  regulations 
applicable  shall  be  complied  with,  and  that  substantial  con¬ 
struction  be  completed  within  two  years  from  the  date  of 
this  resolution. 


596-69-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Gimbel  Brothers,  Incorporated,  owner. 
SUBJECT — Application  October  17,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon- 
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ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  Ml-5  district,  the  erection  of  an 
eight  story  horizontal  enlargement  to  an  existing  manu¬ 
facturing  building  that  penetrates  the  sky  exposure  plane. 
PREMISES  AFFECTED— 449  to  455  West  14th  Street, 
444  to  450  West  15th  Street,  northeast  corner  of  Tenth 
Avenue,  Block  712,  Lots  1,  5  and  8,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum,  Stanley  Selensky, 
Robert  Bridges  and  A1  Cinino. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative :  . 0 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
January  13,  1970,  after  due  notice  by  publication  in  the  Bulle¬ 
tin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  10,  1969,  acting  on  Alt.  Applic.  956/1969, 
reads : 

“C-14.  Proposed  change  in  construction  of  addition 
to  existing  building  pierces  the  sky  exposure  plane  and 
is  contrary  to  Section  43-43  of  the  Amended  Zoning 
Resolution  (dwg.  SK-100).” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  Ml-5 
district,  the  erection  of  an  eight-story  horizontal  enlargement 
to  an  existing  manufacturing  building  that  penetrates  the 
sky  exposure  plane,  on  condition  that  all  work  shall  sub¬ 
stantially  conform  to  drawings  filed  with  this  application  and 
marked  “Received  October  17,  1969,”  16  sheets;  that  all 
laws,  rules  and  regulations  applicable  shall  be  complied  with, 
and  that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  resolution. 


660-69-BZ 

APPLICANT — Charles  M.  Spindler  for  Plywood  and  Door 
Mfg.  Corporation,  owner. 

SUBJECT — Application  November  5,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  11-413  of  the 
Zoning  Resolution,  to  permit  in  a  C8-2  district,  the  change 
in  occupancy  of  an  existing  one  story  building  previously 
before  the  Board  from  lumber  storage  to  metal  products 
manufacturing  and  assembly. 

PREMISES  AFFECTED — 2856  Webster  Avenue,  east  side, 
199.45  feet  south  of  Bedford  Park  Boulevard,  Block  3273, 
Lot  118,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative:  .  0 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  January  13,  1970,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  20,  1969,  acting  on  Alt.  Applic.  468/1969, 
reads : 

“1.  Proposed  change  of  use  from  Storage  of  Lumber 
U.  G.  17  to  Metal  Stamping  or  Extrusion,  Manufactur¬ 
ing  of  Skylights,  U.  G.  17,  Soldering  or  Welding  of 
Skylights,  U.  G.  16  is  contrary  to  B.  S.  A.  approval 
under  Cal.  #825-59-BZ. 

(Note:  Premises  now  in  a  C8-2  District).” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  11-413  of  the  Zoning 
Resolution,  the  change  in  use  of  the  present  building. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  permit  under  Section  11-413  of  the  Zoning  Resolution, 
to  permit  in  a  C8-2  district,  the  change  in  occupancy  of  an 
existing  one-story  building  previously  before  the  Board  from 
lumber  storage  to  metal  products  manufacturing  and  assem¬ 
bly,  on  condition  that  all  work  shall  substantially  conform 
to  drawings  filed  with  this  application  marked  “Received, 
November  5,  1969,”  four  sheets,  on  further  condition  that  the 
use  comply  with  the  performance  standards  for  an  M-l 
district,  and  all  other  laws,  rules  and  regulations  applicable 
shall  be  complied  with,  and  that  substantial  construction 
shall  be  completed  within  one  year  from  the  date  of  this 
resolution. 

Adjourned:  12:00  Noon 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JANUARY  13,  1970,  2  P.M. 

Present:  Chairman  Glass,  Vice  Chairman  Becker, 

Commissioner  Klein  and  Commissioner  Nolan. 

1464-39-GR 

APPLICANT — Capitol  Engineering  Corporation. 
SUBJECT — Approved  inspection  agency. 
APPEARANCES— 

For  Applicant :  Edward  W.  Boggs. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  . 4 

Negative :  .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
1464-39-GR — Amendment  to  resolution  as  to  addition  of 
Capitol  Engineering  Corporation,  Dillsburg,  Penna.,  as  an 
approved  inspection  agency. 

Capitol  Engineering  Corporation,  Dillsburg,  Penna.,  re- 
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quested  that  they  be  considered  as  an  approved  Inspection 
Agency  under  the  Rules  of  the  Board  for  Inspection  of 
Opening  Protective  Assemblies  which  are  approved  by  the 
Board.  The  inspections  will  be  made  by  Mr.  William  L. 
Cochrane,  P.E.  or  Mr.  Paul  D.  Ottens,  P.E.  of  Capitol  Engi¬ 
neering  Corporation. 

The  Committee  on  Test  has  reviewed  the  qualifications 
of  the  applicant  and  accordingly  recommends  that  Capitol 
Engineering  Corporation,  Dillsburg,  Penna,  be  approved  as 
an  inspection  agency  under  the  provisions  of  the  Rules  of 
the  Board  of  Standards  and  Appeals  for  Inspection  of  Open¬ 
ing  Protective  Assemblies  and  that  such  approval  shall 
remain  in  force  until  rescinded  by  the  Board  and  that  all 
inspections  will  be  made  by  Mr.  William  L.  Cochrane  or 
Mr.  Paul  D.  Ottens. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


982-41-SM 

APPLICANT — North  American  Door  Corporation,  owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — -Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan .  4 

Negative :  .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
982-41-SM — Amendment  to  resolution  as  to  change  of  corpo¬ 
rate  name. 

North  American  Door  Corporation,  Lindenhurst,  Long 
Island,  requested  that  the  resolution  adopted  April  21,  1942 
and  as  amended  December  19,  1950  under  Calendar  Number 
982-41-SM  be  reopened  and  amended  so  as  to  show  a  change 
of  corporate  name. 

PROPOSED  USE:  Three-hour  fire  resistive  rolling  steel 
door. 

DESCRIPTION  :  There  has  been  no  change  in  the  materials 
used  or  in  the  method  of  manufacture  of  the  door.  The  re¬ 
quest  is  to  show  a  change  in  corporate  name  only. 

The  original  owner-manufacturer  was  known  as  North 
American  Iron  and  Steel  Company,  Inc.  and  subsequently  the 
name  was  changed  to  North  American-Winfield  Door  Corpo¬ 
ration.  In  April  1969  an  application  was  accepted  by  the 
Department  of  State,  State  of  New  York,  to  show  a  change 
in  corporate  name  from  North  American-Winfield  Door 
Corp.  to  North  American  Door  Corp. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  April  21,  1942  as 
amended  December  19,  1950  under  Calendar  Number  982- 
41-SM  be  reopened  and  amended  so  as  to  show  a  change  of 
corporate  name  of  the  owner-manufacturer,  new  name  being 
North  American  Door  Corporation,  on  condition  that  the 
requirements  of  the  resolution  adopted  April  21,  1942  and 
as  amended  through  December  19,  1950  under  Calendar  Num¬ 
ber  982-41-SM  be  complied  with. 


(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


829-48-SA 

APPLICANT — White-Rodgers  Nu-Way  Burners,  Div.  of 
Emerson  Electric,  owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative:  .  0 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
829-48-SA — -Amendment  to  resolution  as  to  additional  models 
of  oil  burners. 

White-Rodgers  Nu-Way  Burners,  Division  of  Emerson 
Electric,  Milan,  Illinois,  requested  that  the  resolution  adopted 
November  23,  1948  as  amended  at  various  times  through 
October  22,  1968  under  Calendar  Number  829-48-SA  be 
reopened  and  amended  so  as  to  include  additional  models  of 
oil  burners. 

PROPOSED  USE:  Oil  burner. 

DESCRIPTION — The  requested  Models  WRN  and 
WRN-1  are  basically  the  same  as  the  presently  approved 
models  differing  only  as  to  housing  and  changing  of  loca¬ 
tion  of  components. 

INSPECTION  AND  TEST:  The  requested  models  have 
been  approved  by  the  Underwriters’  Laboratories  under 
MP-216. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  23,  1948  as 
amended  at  various  times  through  October  22,  1968  under 
Calendar  Number  829-48-SA  be  reopened  and  amended  so 
as  to  include  the  additional  models  WRN  and  WRN-1  Oil 
Burners,  on  condition  that  the  requirements  of  the  resolu¬ 
tion  adopted  November  23,  1948  as  amended  at  various 
times  through  October  22,  1968  under  Calendar  Number 
829-48-SA  be  complied  with. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr. 

George  F.  Sklenarik, 
Asst.  Engr. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


261-54-SM 

APPLICANT — Dur-O-Wal  Products,  Div.  of  Genimar, 
Inc.,  owner. 
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APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative:  .  0 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
261-54-SM — Amendment  to  resolution  as  to  change  of  owner- 
manufacturer. 

Dur-O-Wal  Products,  Division  of  Genimar,  Inc.,  Syracuse, 
N.  Y.,  requested  that  the  resolution  adopted  January  21,  1958 
as  amended  at  various  times  through  April  26,  1966  under 
Calendar  Number  261-54-SM  be  reopened  and  amended  so 
as  to  show  a  change  of  owner-manufacturer. 

PROPOSED  USE:  Metal  reinforcing  for  use  in  masonry 
walls. 

DESCRIPTION :  There  has  been  no  change  in  the  material 
used  nor  in  the  method  of  manufacture  of  the  metal  rein¬ 
forcing. 

Dur-O-Wal  Products  has  submitted  an  affidavit  showing 
that  all  assets  of  Dur-O-Wal  Products  have  been  purchased 
by  Genimar,  Inc.  (formerly  The  Fairmont  Group)  and  the 
name  of  the  present  owner-manufacturer  is  Dur-O-Wal 
Products,  Division  of  Genimar,  Inc. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  January  21,  1958  as 
amended  at  various  times  through  April  26,  1966  under 
Calendar  Number  261-54-SM  be  reopened  and  amended  so 
as  to  show  a  change  of  owner-manufacturer,  new  owner- 
manufacturer  being  Dur-O-Wal  Products,  Division  of  Geni¬ 
mar,  Inc.,  on  condition  that  the  requirements  of  the  resolution 
adopted  January  21,  1958  as  amended  at  various  times  through 
April  26,  1966  under  Calendar  Number  261-54-SM  are  com¬ 
plied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  Manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


984-54-SM 

APPLICANT — Inland-Ryerson  Construction  Products  Com¬ 
pany,  owner. 

APPEARANCES— 

For  Applicant :  Charles  C.  Cook. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative:  .  0 

Absent :  Commissioner  Madigan  .  1 

TFIE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
984-54-SM— Amendment  to  resolution  as  to  additional  cellu¬ 
lar  floor  units. 

Inland-Ryerson  Construction  Products  Company,  New 
York,  requested  that  the  resolution  adopted  February  15, 
1956  and  as  amended  through  May  6,  1969  under  Calendar 
Number  984-54-SM  be  reopened  and  amended  so  as  to 
include  additional  sections  of  deck. 

PROPOSED  USE:  Cellular  steel  floor  units. 
DESCRIPTION :  The  material  is  an  incombustible  cellu¬ 
lar  steel  floor  unit. 

The  request  is  to  add  additional  gauges  to  the  presently 
approved  types.  The  additions  are  as  follows  : 

Type  BF — 1)4"  deep  which  is  a  B  deck  with  a  bottom 
plate  (Note — there  has  been  no  change  in  the  B  deck  from 
that  approved  on  November  1,  1966  under  this  Calendar 
N  umber  ) . 

Gauge  Moment  of  Inertia  Section  Modulus 


20-20 

0.37 

0.30 

20-18 

0.39 

0.31 

18-20 

0.50 

0.45 

Type  BF2— 1)4" 
plate  covers  3  cells 

deep — same  as  BF 

except  the 

bottom 

20-20 

0.33 

0.29 

20-18 

0.36 

0.30 

18-20 

0.45 

0.44 

18-18 

0.54 

0.47 

Type  BF3— 1)4" 
plate  covers  2  cells 

deep — same  as  BF 

except  the 

bottom 

20-20 

0.29 

0.28 

20-18 

0.32 

0.29 

18-20 

0.41 

0.43 

18-18 

0.50 

0.46 

Type  NF — 3"  deep— which  is  an  N 

deck  with  a 

bottom 

plate  (Note — there  has  been  no  change 

in  the  N  deck  from 

that  approved  on 

November  1,  1966  under  this  Calendar 

Number). 

20-20 

1.40 

0.57 

20-18 

1.51 

0.59 

18-20 

1.98 

0.88 

Type  NF— 15,4" 

deep — same  as  NF3 

except  \5/s" 

deep. 

20-20 

0.37 

0.27 

20-18 

0.40 

0.28 

18-20 

0.51 

0.40 

18-18 

0.56 

0.41 

INSPECTION  AND  TEST :  The  loading  on  the  deck  can 
be  computed  by  accepted  engineering  formulae  as  recom¬ 
mended  by  the  American  Iron  and  Steel  Institute  in  their 
specifications  for  the  design  of  Light  Gauge  Structural 
Steel  Members. 

These  sections  have  been  approved  by  the  Underwriters’ 
Laboratories  under  File  E26702. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  February  15,  1956  and  as 
amended  at  various  times  through  May  6,  1969  under  Cal¬ 
endar  Number  984-54-SM  be  reopened  and  amended  so  as 
to  include  the  additional  sections  of  cellular  steel  deck,  on 
condition  that  the  requirements  of  the  resolution  adopted 
February  15,  1956  and  as  amended  through  May  6,  1969 
under  Calendar  Number  984-54-SM  be  complied  with. 
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(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


689-56-SM 

APPLICANT — Screw  and  Bolt  Division,  Modulus  Corpo¬ 
ration,  owner. 

APPEARANCES— 

For  Applicant:  John  V.  Righi. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative:  .  0 

Absent :  Commissioner  Madigan .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
689-56-SM — Amendment  to  resolution  as  to  change  of  owner- 
manufacturer. 

Screw  and  Bolt  Division,  Modulus  Corporation  requested 
that  the  resolution  adopted  January  21,  1958  as  amended 
at  various  times  through  July  6,  1960  under  Calendar  Num¬ 
ber  689-56-SM  be  reopened  and  amended  so  as  to  show  a 
change  of  owner-manufacturer. 

PROPOSED  USE:  High  strength  bolts. 

DESCRIPTION  :  There  has  been  no  change  in  the  materials 
used  nor  in  the  method  of  manufacture  of  the  bolts.  The  re¬ 
quest  is  to  show  a  change  of  owner-manufacturer. 

The  original  approval,  January  21,  1958,  was  granted  to 
Pittsburgh  Screw  and  Bolt  Corporation  and  on  July  6,  1960 
the  Board  granted  permission  to  show  a  change  in  corporate 
name  to  Screw  and  Bolt  Corp.  of  America. 

Screw  and  Bolt  Division,  Modulus  Corporation  submitted 
an  affidavit  showing  that  Modulus  Corporation  purchased 
all  assets  of  the  Industrial  Fasteners  Division,  Screw  and 
Bolt  Corp.  of  America. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  January  21,  1958  as 
amended  through  July  6,  1960  under  Calendar  Number 
689-56-SM  be  reopened  and  amended  so  as  to  show  a  change 
of  owner-manufacturer,  new  owner-manufacturer  being 
Screw  and  Bolt  Division,  Modulus  Corporation,  on  condition 
that  the  requirements  of  the  resolution  adopted  January  21, 
1958  as  amended  through  July  6,  1960  under  Calendar  Num¬ 
ber  689-56-SM  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product,  manufactured,  shall  be  filed  annually  with  this 
Board,,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause 
for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 


George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


519-58-SA 

APPLICANT — Kweller  and  Dubin  Associates  for  Vic  Man¬ 
ufacturing  Company,  owner. 

APPEARANCES— 

For  Applicant :  Morris  Kweller. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommendation 
of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  .  4 

N  egative :  .  0 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
519-58-SA — Kweller  and  Dubin  Associates,  Jamaica,  New 
York,  for  Vic  Manufacturing  Company,  Minneapolis,  Minn., 
requested  that  the  resolution  adopted  February  16,  1960  under 
Calendar  Number  519-58-SA  be  reopened  and  amended  so 
as  to  include  the  Vic  Recovery  Tumbler,  Models  225-5,  225-6, 
226-5,  226-6. 

PROPOSED  USE :  Drying  tumblers  for  clothes  cleaned 
with  perchlorethylene. 

DESCRIPTION :  The  Model  225-5  tumbler  is  similar  to 
the  previously  approved  Model  64.  Steam  heated  air  is  used 
to  evaporate  residual  solvent  which  is  then  condensed  by 
means  of  a  water  coil  and  recovered.  The  unit  is  exhausted 
to  outdoors. 

The  Model  225-5  has  manual  controls  and  a  42  inch  diam¬ 
eter  by  25  inch  tumbler,  rated  at  50  lbs. 

The  Model  225-6  is  similar  to  the  225-5  but  is  equipped 
with  automatic  controls. 

The  Model  226-5  is  similar  to  the  previously  approved 
Model  78  which  was  larger  in  capacity  than  the  Model  64. 
It  has  manual  controls  and  a  42  inch  diameter  by  35  inch 
tumbler,  rated  at  75  lbs. 

The  Model  226-6  has  automatic  controls. 

INSPECTION  AND  TEST :  All  data  marked  “received 
October  16,  1969”  was  reviewed  by  Ass’t  Engr.  G.  F. 
Sklenarik  and  found  satisfactory. 

RECOMMENDATION  :  The  Committee  recommends  that 
the  resolution  adopted  February  16,  1960  under  Calendar 
Number  519-58-SA  be  reopened  and  amended  so  as  to  in¬ 
clude  the  Vic  Recovery  Tumbler,  Models  225-5,  225-6,  226-5, 
226-6,  on  condition  that  the  requirements  of  the  resolution 
adopted  February  16,  1960  under  Calendar  Number  519-58- 
SA  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause 
for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 


MINUTES 


George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


72-59-SM 

APPLICANT — Armstrong  Cork  Company,  Inc.,  owner. 

APPEARANCES— 

For  Applicant:  James  N.  Noonan. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative:  .  0 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
72-59-SM — Amendment  to  resolution  as  to  additional  fire 
resistive  floor  and  ceiling  construction. 

Armstrong  Cork  Company,  New  York,  requested  that 
the  resolution  adopted  June  2,  1959  as  amended  at  various 
times  through  June  25,  1963  under  Calendar  Number  72-59- 
SM  be  reopened  and  amended  so  as  to  include  additional  fire 
resistive  floor  and  ceiling  construction. 

PROPOSED  USE:  Component  part  of  a  two-hour  fire 
resistive  floor  and  ceiling  construction. 

DESCRIPTION :  Type  I— The  construction  is  a  floor  and 
ceiling  assembly  consisting  of  a  IVz"  thick  concrete  floor 
supported  by  cellular  steel  floor  units  and  a  steel  beam,  pro¬ 
tected  with  a  suspended  ceiling  consisting  of  24"  by  48"  by 
thick  acoustical  lay-in  panels.  The  ceiling  has  provi¬ 
sions  for  recessed-type  light  fixtures  and  air  duct  openings. 
The  maximum  opening  for  air  ducts  shall  not  exceed  113 
sq.  in./lOO  sq.  ft.  of  ceiling  area  and  the  area  of  light  fix¬ 
tures  not  to  exceed  24  sq.  ft./lOO  sq.  ft.  of  ceiling  area.  The 
construction  is  in  accordance  with  Ill.  I  as  contained  in 
Underwriters’  Laboratories  Report  R41 77-29  which  is  on 
file  with  the  record. 

Type  II — The  construction  is  a  floor  and  ceiling  assembly 
consisting  of  a  2l/z"  thick  concrete  floor  supported  by  steel 
joists  protected  with  a  suspended  ceiling  consisting  of  24" 
by  48"  by  /z"  thick  acoustical  lay-in  panels.  The  ceiling 
has  provisions  for  light  fixtures  and  air-duct  openings.  The 
maximum  opening  for  air  ducts  shall  not  exceed  57  sq.  in./lOO 
sq.  ft.  of  ceiling  area  and  the  area  of  light  fixtures  not  to 
exceed  16  sq.  ft./lOO  sq.  ft.  of  ceiling  area.  The  construc¬ 
tion  is  in  accordance  with  Ill.  I  as  contained  in  Under¬ 
writers’  Laboratories  Report  R4177-30  which  is  on  file  with 
the  record. 

Type  III — The  construction  of  this  type  is  basically  the 
same  as  Type  I  except  that  the  lay-in  board  was  of  the 
ventilating  type.  The  construction  is  in  accordance  with 
Ill.  I  as  contained  in  Underwriters’  Laboratories  Report 
R41 77-31  which  is  on  file  with  the  record. 

INSPECTION  AND  TEST :  The  three  types,  as  herein 
described,  were  tested  at  the  Underwriters’  Laboratories  in 
accordance  with  RS5-2  Building  Code  of  the  City  of  New 
York. 

The  construction  described  as  Types  I  and  III  successfully 
met  the  requirements  of  a  two-hour  fire  resistive  floor  con¬ 
struction  and  three  hour  beam  protection. 

The  construction  described  as  Type  II  successfully  met  the 
requirements  of  a  two-hour  fire  resistive  floor  construction. 

The  complete  report  Underwriters’  Laboratories  Reports 
R4177-29,  R4177-30  and  R4177-31  are  on  file  with  the 
record. 


RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  2,  1959  as  amended 
at  various  times  through  June  25,  1963  under  Calendar 
Number  72-59-SM  be  reopened  and  amended  so  as  to  include 
the  floor  and  ceiling  construction,  as  herein  described,  with 
hourly  fire  resistive  ratings  as  follows :  Type  I  and  III — 
Two-hour  fire  resistive  floor  and  ceiling  construction  and 
three-hour  beam  protection  and  Type  II — two-hour  fire  re¬ 
sistive  floor  and  ceiling  construction,  on  condition  that  the 
requirements  of  the  resolution  adopted  June  2,  1959  as 
amended  through  June  25,  1963  under  Calendar  Number 
72-59-SM  be  complied  with.  The  Committee  further  recom¬ 
mends  that  all  plans  submitted  to  the  Department  of  Build¬ 
ings  showing  the  proposed  use  of  this  construction  shall  be 
accompanied  by  the  drawings  herein  referred  to. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


201-59-SA 

APPLICANT— Heil-Quaker,  owner. 

APPEARANCES— 

For  Applicant:  Karll  Mould. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommendation 
of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner -Nolan  .  4 

Negative:  .  0 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
201-59-SA — Amendment  to  resolution  as  to  additional  models 
of  gas-fired  furnaces. 

Heil-Quaker,  Nashville,  Tennessee,  requested  that  the  reso¬ 
lution  adopted  October  27,  1959  as  amended  at  various  times 
through  May  27,  1969  under  Calendar  Number  201-59-SA 
be  reopened  and  amended  so  as  to  include  additional  models 
of  gas-fired  furnaces. 

PROPOSED  USE:  Gas-fired  wall  furnaces. 
DESCRIPTION :  There  has  been  no  change  in  the  con¬ 
struction  of  the  heaters  from  those  presently  approved. 

The  requested  Models  are  designated  as  Sears  Model 
867.73621,  867.736211,  867.73641  and  867.736411. 

Quaker  Models  DVF30-N  and  DVF50-N. 

The  BTU  input  for  the  Models  867.73621  and  867.736211 
and  DVF30-N  is  30,000  BTU/hr. 

The  BTU  input  for  the  Models  867.73641  and  867.736411 
and  DVF50-N  is  50,000  BTU/hr. 

INSPECTION  AND  TEST:  The  furnaces  have  been  ap¬ 
proved  by  the  American  Gas  Association  as  having  met  the 
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requirements  of  USASI-Z-21.44.  The  AGA  certificates  are 
on  file  with  the  record. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  27,  1959  as 
amended  at  various  times  through  May  27,  1969  under 
Calendar  Number  201-59-SA  be  reopened  and  amended  so 
as  to  include  the  additional  models  of  gas-fired  wall  furnaces 
as  herein  described,  on  condition  that  the  requirements  of 
the  resolution  adopted  October  27,  1959  as  amended  at  vari¬ 
ous  times  through  May  27,  1969  under  Calendar  Number 
201-59-SA  be  complied  w'ith. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik. 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


292-60-SA 

APPLICANT — Southwest  Pump  Company,  owner. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative :  .  0 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
292-60-SA — Amendment  to  resolution  as  to  additional  models 
of  gasoline  pumps. 

Southwest  Pump  Company,  Bonham,  Texas,  requested  that 
the  resolution  adopted  December  6,  1960  under  Calendar 
Number  292-60-SA  be  reopened  and  amended  so  as  to  include 
additional  models  of  gasoline  pumps. 

PROPOSED  USE:  Gasoline  dispensing  pumps. 
DESCRIPTION:  The  requested  Models  GOC-T-1,  GOC- 
T-2,  GOC-T-2P,  GOC-T-l-HD,  GOC-T-2-HD,  GOC-T-2- 
HD-SP,  GOC-T-l-RC,  GOC-T-2-RC,  GOC-T-l-HD-RC, 
and  GOC-T-2-HD-RC  are  basically  the  same  as  the  presently 
approved  Model  GOC-l-RC  except  for  variations  in  the 
housing  to  accommodate  the  various  types  of  registers. 
INSPECTION  AND  TEST :  The  requested  models  have 
been  approved  by  the  Underwriters’  Laboratories. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  6,  1960  under 
Calendar  Number  292-60-SA  be  reopened  and  amended  so 
as  to  include  the  additional  gasoline  pumps,  as  herein  de¬ 
scribed,  on  condition  that  the  requirements  of  the  resolution 
adopted  December  6,  1960  under  Calendar  Number  292-60-SA 
be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause 
for  revocation  of  approval. 


(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


85-61-SA 

APPLICANT — Kweller  and  Dubin  Associates  for  Vic  Man¬ 
ufacturing  Company,  owner. 

APPEARANCES— 

For  Applicant :  Morris  Kweller. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommenda¬ 
tion  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan .  4 

Negative : .  o 

Absent :  Commissioner  Madigan .  1 

THE  RESOLUTION— 


W hereas,  the  report  of  a  Committee  on  Test  reads : 
85-61-SA — Kweller  and  Dubin  Associates,  Jamaica,  New 
York,  for  Vic  Manufacturing  Company,  Minneapolis,  Minn., 
requested  that  the  resolution  adopted  October  10,  1961  and 
amended  October  18,  1966  under  Calendar  Number  85-61-SA 
be  reopened  and  amended  so  as  to  include  additional  Vic 
Drycleaners,  Models  172,  173,  176,  177,  222-1,  222-2,  222-3 
and  221-1,  221-2,  221-3. 

PROPOSED  USE:  Non  -coin  operated  dry  cleaning  ma¬ 
chines  using  perchlorethylene  solvent. 

DESCRIPTION :  The  Vic  Model  172  is  similar  to  the 
previously  approved  Model  170  except  that  it  has  a  smaller 
capacity  of  11.78  cubic  feet  and  a  subdivided  175  gallon 
solvent  storage  tank. 

The  Model  173  is  similar  to  the  Model  172  except  that  it 
is  a  single  bath  unit  with  a  single  undivided  solvent  tank 
and  one  solvent  pump. 

The  Model  176  is  similar  to  the  previously  approved  model 
171  except  that  it  employs  “Sanitone”  soap  in  the  cleaning 
operation.  Two  solvent  tanks  are  used,  one  for  distilled 
solvent  and  the  other  for  filtered  solvent  plus  “Sanitone”  soap. 
Manual  valves_  are  installed  in  the  piping  to  allow  pumping 
solvent  from  either  tank. 

The  Model  177  is  similar  to  the  Model  173  except  that  it 
has  been  modified  for  use  with  the  “Sanitone”  soap  system. 

The  Model  222-1  is  simply  a  model  revision  of  the  pre¬ 
viously  approved  Model  174,  which  incorporates  a  Vic 
Adsorption  unit  and  has  been  made  more  compact  with  some 
minor  revision  in  the  control  system. 

The  Model  222-2  is  a  two-bath  version  of  the  222-1  and 
the  model  222-3  is  similar  but  with  the  addition  of  the 
“Sanitone”  system. 

The  Models  221-1,  221-2  and  221-3  are  similar  to  the  222 
series  but  smaller  in  size  than  the  Model  172  with  a  Vic 
adsorption  unit  added. 

INSPECTION  AND  TEST :  All  data  marked  “Received 
October  16,  1969”  was  examined  by  Ass’t.  Engr.  G.  F. 
Sklenarik  and  found  satisfactory. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  10,  1961  and 
amended  October  18,  1966  under  Calendar  Number  85-61-SA 
be  reopened  and  amended  so  as  to  include  Vic  Dry  Cleaners, 
Models  172,  173,  176,  177,  222-1,  222-2,  222-3  and  221-1, 
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221-2,  221-3,  on  condition  that  the  requirements  of  the  reso¬ 
lution  adopted  October  10,  1961  as  amended  October  18. 
1966  under  Calendar  Number  85-61-SA  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Soi.omon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


307-63-SA 

APPLICANT — Olvany,  Eisner  and  Donnelly  for  Ransburg 
Electro-Coating  Corp.,  owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — -Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommendation 
of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative:  .  0 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
307-63-SA — Olvany,  Eisner  and  Donnelly,  New  York,  N.  Y., 
for  Ransburg  Electro-Coating  Corporation,  Indianapolis,  Ind., 
requested  that  the  resolution  adopted  December  8,  1964  and 
amended  November  23,  1965  under  Calendar  Number  307-63- 
SA  be  reopened  and  amended  to  include  an  additional  electro¬ 
static  spray-gun  known  as  the  R.  E.  A.  Gun,  Model  317D. 
PROPOSED  USE:  An  electrostatic  paint  spray  gun. 
DESCRIPTION:  The  R.  E.  A.  Gun,  Model  317D,  is  simi¬ 
lar  in  design  and  operation  to  the  previously  approved 
R.  E.  A.  Gun,  Model  301,  except  that,  unlike  the  Model  301 
which  is  a  hand-gun,  the  Model  317D  is  designed  to  be  held 
in  a  clamp  secured  to  a  mechanical  support  in  a  fixed  position 
and  to  be  operated  automatically.  It  is  used  in  conjunction 
with  a  Model  200  Power  Supply  unit  to  develop  the  60,000 
volt  electrostatic  charge. 

INSPECTION  AND  TEST:  The  R.  E.  A.  Model  317D 
has  been  approved  by  the  N.  Y.  State  Board  of  Standards 
and  Appeals  under  Approval  No.  5237,  dated  July  25,  1967. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  8,  1964  and 
amended  November  23,  1965  under  Calendar  Number  307-63- 
SA  be  reopened  and  amended  so  as  to  include  the  R.  E.  A. 
Gun,  Model  317D  and  Model  200  Power  Supply,  on  condi¬ 
tion  that  the  requirements  of  the  resolution  adopted  Decem¬ 
ber  8,  1964  and  amended  November  23,  1965  under  Calendar 
Number  307-63-SA  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 


Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause 
for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


94-67-SM 

APPLICANT— Armstrong  Cork  Company,  Incorporated, 
owner;  M.  A.  Gensler,  agent. 

APPEARANCES— 

For  Applicant:  James  N.  Noonan. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan .  4 

Negative:  . . .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
94-67-SM — Armstrong  Cork  Company,  New  York,  filed  for 
approval  of  the  Armstrong  C-60  Luminaire  Ceiling  System 
under  the  provisions  of  C26-239.0  and  C26-604.0  Administra¬ 
tive  Building  Code. 

PROPOSED  USE:  Two-hour  fire  resistive  floor  and  ceiling 
construction. 

DESCRIPTION :  The  construction  is  an  assembly  com¬ 
posed  of  a  3  inch  thick  concrete  floor  supported  on  a  steel 
beam  and  open  web  joists  and  protectee)  by  a  ceiling  of  5/s 
and  1  inch  thick  through  perforated  acoustical  lay-in  panels 
in  an  exposed  grid  suspension  system  with  fluorescent  light 
fixtures. 

The  tile  has  been  approved  under  Calendar  Number 
72-59-SM.  The  1"  tile  is  used  in  the  flat  area  of  the  ceiling 
and  the  $/§"  tile  is  used  as  the  inclined  members  surrounding 
the  light  fixtures. 

The  maximum  number  of  light  fixtures  per  200  sq.  ft.  of 
ceiling  area  is  9.  The  maximum  exposed  surface  of  the  light 
fixture  to  be  6  inches  wide  by  49)4  inches  long. 

The  construction  is  in  accordance  with  Ill.  I  as  contained 
in  Underwriters’  Laboratories  Report  R-41 77-35,  which  is 
on  file  with  the  record. 

INSPECTION  AND  TEST :  A  floor  and  ceiling  assembly 
constructed  as  herein  described  was  tested  at  the  Under¬ 
writers’  Laboratories  in  accordance  with  the  requirements 
of  RS5-2  Building  Code  of  the  City  of  New  York  and  suc¬ 
cessfully  met  the  requirements  of  a  two-hour  floor  and  ceiling 
construction  and  three-hour  beam  protection.  The  complete 
Underwriters’  Laboratories  Report  R4177-35  is  on  file  with 
the  record. 

RECOMMENDATION :  Although  the  applicant  filed  under 
the  provisions  of  C26-239.0  and  C26-604.0  Administrative 
Building  Code  of  the  City  of  New  York,  the  Committee  on 
Test  recommends  the  approval  of  the  Armstrong  C-60 
Luminaire  Ceiling  System  under  the  provisions  of  C26-106.2 
as  having  met  the  requirements  of  C26-501.1  and  the  test 
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-  ; 

requirements  of  RS5-2  Building  Code  of  the  City  of  New 
York  for  use  in  New  York  City  as  a  two-hour  fire  resistive 
floor  and  ceiling  construction  and  a  three-hour  beam  pro¬ 
tection,  on  condition  that  all  plans  filed  with  the  Department 
of  Buildings  showing  the  proposed  use  of  this  construction 
shall  be  labeled  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Calendar  Number 
94-67-SM”  and  the  applicant  shall  also  submit  in  conjunc¬ 
tion  with  the  plans  the  drawing  herein  referred  to,  namely 
Ill.  I  as  contained  in  Underwriters’  Laboratories  Report 
R41 77-35. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


274-67-SM 

APPLICANT- — City  Fireproof  Door  Company,  Inc.  and 
General  Fireproof  Door  Corporation,  owners. 

APPEARANCES— 

For  Applicant :  Richard  I.  Pezenik. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker 


and  Commissioner  Nolan  .  3 

Negative :  Commissioner  Klein .  1 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
274-67-SM — R.  I.  Pezenik  for  City  Fireproof  Door  Com¬ 
pany,  Inc.  and  General  Fireproof  Door  Corporation,  Bronx, 
New  York,  filed  for  approval  of  the  Citgen  Hollow  Metal 
Fire  Door  under  the  provisions  of  C26-610  Administrative 
Building  Code. 

PROPOSED  USE:  One  and  one-half  hour  fire  resistive 
opening  protective  assembly. 

DESCRIPTION :  The  door  is  a  flush  door,  1 34"  thick  by 
2'-8"  wide  by  6'-8"  high. 

The  door  is  constructed  of  two  face  sheets  of  20  gauge 
steel,  mechanically  interlocked  at  the  edges.  The  top  and 
bottom  of  the  door  are  closed  with  a  continuous  16  gauge 
steel  channel,  extending  the  full  width  of  the  door  and  spot 
welded  to  the  face  sheet  3"  on  center.  Hat-shaped  stiffeners 
of  24  gauge  steel  are  spaced  14 y2"  on  centers.  The  door  is 
insulated  with  14  lb.  density  rock  wool.  The  hardware  con¬ 
sists  of  one  pair  of  6"  Bommer  hinge  and  one  mortise  latch 
with  $4  throw. 

The  door  is  constructed  in  accordance  with  Dwgs.  Figures 
1  and  4  as  contained  in  Ohio  State  University  Report  T- 
4098  which  is  on  file. 

INSPECTION  AND  TEST :  A  door,  constructed  as  herein 
described,  was  tested  at  Ohio  State  University  and  success¬ 
fully  met  the  fire  and  hose  stream  test  for  a  one  and  one- 
half  hour  fire  resistive  opening  protective  assembly. 
RECOMMENDATION :  Although  the  applicant  filed  un¬ 
der  the  provisions  of  C26-610  Administrative  Building  Code, 
the  Committee  on  Test  recommends  the  approval  of  the 
Citgen  Hollow  Metal  Fire  Door,  W2  hour  fire  resistive 
rating,  under  the  provisions  of  C26-502.7  Building  Code  of 
the  City  of  New  York  as  having  met  the  requirements  of 


RS5-6,  on  condition  that  the  doors  shall  be  installed  in 
accordance  with  the  requirements  of  RS5-8  and  that  all 
other  requirements  of  C26-502.7  Building  Code  of  the  City 
of  New  York  are  complied  with. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst,  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

920-67-SM 

APPLICANT — Dur-O-Wal  Products,  Div.  of  Genimar, 
Inc.,  owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommenda¬ 
tion  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative:  .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
920-67-SM — Amendment  to  resolution  as  to  change  of 
owner-manufacturer. 

Dur-O-Wal  Products,  Division  of  Genimar,  Inc.,  Syracuse, 
N.  Y.,  requested  that  the  resolution  adopted  June  18,  1968 
under  Calendar  Number  920-67-SM  be  reopened  and 
amended  so  as  to  show  a  change  of  owner-manufacturer. 
PROPOSED  USE:  Tee  to  bond  wythes  of  masonry  walls. 
DESCRIPTION  :  There  has  been  no  change  in  the  materials 
used  nor  in  the  method  of  manufacture  of  the  ties.  Dur-O-Wal 
Products  has  submitted  an  affidavit  showing  that  all  assets 
of  Dur-O-Wal  Products  have  been  purchased  by  Genimar, 
Inc.  (formerly  The  Fairmont  Group,  Inc.)  and  the  name 
of  the  present  owner-manufacturer  is  Dur-O-Wal  Products, 
Division  of  Genimar,  Inc. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  18,  1968  under  Cal¬ 
endar  Number  920-67-SM  be  reopened  and  amended  so  as 
to  show  a  change  of  owner-manufacturer,  new  owner-manu¬ 
facturer  being  Dur-O-Wal  Products,  Division  of  Genimar, 
Inc.,  on  condition  that  the  requirements  of  the  resolution 
adopted  June  18,  1968  under  Calendar  Number  920-67-SM 
be  complied  with. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

21-68-SM 

APPLICANT — Robert  C.  Reese  for  Corning  Glass  Works 
Building  Products  Department,  owner. 
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APPEARANCES— 

For  Applicant:  Robert  C.  Reese. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE — 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative:  .  0 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
21-68-SM — R.  C.  Reese  for  Corning  Glass  Works,  Corning, 
N.  Y.,  filed  for  approval  of  the  material  known  as  Corning 
TM  Wall  Panels  under  the  provisions  of  C26-550-2  Admin¬ 
istrative  Building  Code. 

PROPOSED  USE:  Glass  panel. 

DESCRIPTION :  The  material  is  used  for  exterior  or 
interior  building  wall  facing.  The  thickness  of  the  sheet 
ranges  from  3/16  to  5/16  inches  and  the  maximum  sheet  size 
is  6'-0"  X  12'-0". 

The  material  is  basically  a  high  strength  ceramic  in  sheet 
form.  It  is  a  transparent  glass  formed  into  a  sheet  while 
hot,  similar  to  plate  glass,  cut  to  size  and  then  heat  treated. 
Crystals  are  formed  during  this  process  which  gives  added 
strength  as  compression  is  induced  at  the  surface  of  the  sheet. 

The  material  has  the  following  properties:  density — 156 
Ibs./cu.ft. ;  Modulus  of  rupture — 50,000  p.s.i. ;  Modulus  of 
elasticity — 12.5  X  106. 

INSPECTION  AND  TEST :  The  applicant  has  submitted 
a  report  of  tests  conducted  by  United  States  Testing  Com¬ 
pany,  Inc.  The  panels  were  subjected  to  positive  and  nega¬ 
tive  windload  124.6  p.s.f.  for  a  period  of  one  minute  in  each 
windload  condition. 

RECOMMENDATION  :  Although  the  applicant  filed  under 
the  provisions  of  C26-550.2  Administrative  Building  Code, 
the  Committee  on  Test  recommends  the  approval  of  the 
material  known  as  Corning  TM  Wall  Panels  under  the 
provisions  of  C26-106.2  Building  Code  of  the  City  of  New 
York,  on  condition  that  all  exterior  installations  shall  comply 
with  the  requirements  of  Sub-Article  1011.0  Building  Code  of 
the  City  of  New  York  and  this  material  shall  be  considered 
the  equivalent  to  heat  strengthened  glass  when  using  Table 
10-8  as  set  forth  under  Sub-Article  1011.0.  Each  wrapper 
in  which  the  material  is  marketed  and  each  sheet  of  glass 
shall  be  labeled  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Calendar  Number 
21-68-SM”. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  of  this  material  in  accordance  with  the  above 
report. 

270-68-SM 

APPLICANT — Dur-O-Wal  Products,  Div.  of  Genimar, 

Inc.,  owner. 


APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recommen¬ 
dation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative:  .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
270-68-SM — Amendment  to  resolution  as  to  change  of  owner- 
manufacturer. 

Dur-O-Wal  Products,  Division  of  Genimar,  Inc.,  Syracuse, 
N.  Y.,  requested  that  the  resolution  adopted  May  6,  1969 
under  Calendar  Number  270-68-SM  be  reopened  and  amended 
so  as  to  show  a  change  of  owner-manufacturer. 
PROPOSED  USE:  Metal  reinforcement  to  bond  wythes 
in  masonry  construction. 

DESCRIPTION:  There  has  been  no  change  in  the  mate¬ 
rial  used  nor  in  the  method  of  manufacture  of  the  rein¬ 
forcement. 

Dur-O-Wal  Products  has  submitted  an  affidavit  showing 
that  all  assets  of  Dur-O-Wal  Products  have  been  purchased 
by  Genimar,  Inc.  (formerly  The  Fairmont  Group,  Inc.)  and 
the  name  of  the  present  owner-manufacturer  is  Dur-O-Wal 
Products,  Division  of  Genimar,  Inc. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  6,  1969  under  Cal¬ 
endar  Number  270-68-SM  be  reopened  and  amended  so  as 
to  show  a  change  of  owner-manufacturer,  new  owner-manu¬ 
facturer  being  Dur-O-Wal  Products,  Division  of  Genimar, 
Inc.,  on  condition  that  the  requirements  of  the  resolution 
adopted  May  6,  1969  under  Calendar  Number  270-68-SM 
be  complied  with. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


668-68-SM 

APPLICANT — Poly  Molding  Corporation,  owner;  Stuart 
Corn,  agent. 

APPEARANCES— 

For  Applicant :  Stuart  Corn. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative:  .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
668-68-SM — Poly  Molding  Corporation,  Haskell,  New  Jersey, 
filed  for  approval  of  the  material  known  as  Polyboard 
(styropor  100)  under  the  provisions  of  C26-191.0  Administra¬ 
tive  Building  Code. 

PROPOSED  USE:  Combustible  thermal  insulation. 
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DESCRIPTION :  The  material  is  a  rigid  insulation  board 
made  of  cellular  thermoplastic  expansion  molded  polystyrene 
foam.  Raw  polystyrene  beads  (styropor  100)  having  flame 
retardant  characteristics  are  the  main  ingredient  of  the  board. 

The  board  is  formed  from  beads  of  polystyrene  which  are 
expanded  into  light  pellets  each  having  an  outer  skin  and  a 
core  of  microscopic  pores.  In  a  secondary  operation,  the 
pellets  are  confined  in  a  mold  and  further  expanded  while 
simultaneously  fusing  one  to  another  producing  a  solid  foam 
block. 

INSPECTION  AND  TEST :  The  applicant  has  submitted 
report  of  test  conducted  by  United  States  Testing  Company. 
The  results  showed  that  the  material  has  an  average  density 
of  .9  lbs./cu.  ft.;  compressive  strength  of  5.7  p.s.i. ;  water 
absorption  (lbs./  sq.  ft.  of  surface)  .11  and  is  rated  as  self¬ 
extinguishing. 

RECOMMENDATION :  Although  the  applicant  filed  under 
the  provisions  of  C26-191.0  Administrative  Building  Code, 
the  Committee  on  Test  recommends  the  approval  of  the 
material  known  as  Polyboard  under  the  provisions  of 
C26-106.2  Building  Code  of  the  City  of  New  York  as  a  low 
temperature  (up  to  180°F)  combustible  insulation.  The 
Committee  further  recommends  the  approval  of  this  material 
as  an  insulating  material  which  may  be  applied  by  means  of 
adhesive  or  mortar  to  the  inside  surface  of  a  masonry  wall 
without  the  use  of  furring  and  as  a  combustible  roof  insula¬ 
tion  under  the  provisions  of  C26-503.7  Building  Code  of  the 
City  of  New  York.  Each  board  shall  be  marked  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  668-68-SM”. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board, _  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause 
for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


28-69-SM 

APPLICANT — John  Boyle  and  Company,  Incorporated, 
owner. 

APPEARANCES— 

For  Applicant:  Fred  N.  Sauer. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative :  .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
28-69-SM — John  Boyle  and  Company,  Inc.,  New  York  City, 
filed  for  approval  of  the  material  known  as  Patio  under  tlie 
provisions  of  the  C26-50 3.6  and  C26-718.6  and  C26-800.3 
Building  Code  of  the  City  of  New  York. 


PROPOSED  USE :  Flameproof  fabric  for  tents  and  awnings. 
DESCRIPTION :  The  material  is  a  fabric  (dacron)  coated 
on  both  sides  with  a  continuous  film  of  polyvinyl  chloride. 
The  film  is  additionally  treated  with  Antimony  Oxide  to 
render  it  more  flame  retardant. 

INSPECTION  AND  TEST :  The  applicant  has  submitted 
a  report  of  test  conducted  by  Better  Fabrics  Testing  Bureau, 
Inc.  showing  that  this  material  successfully  met  the  require¬ 
ments  of  the  Flameproofing  Rules  of  the  Board. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Patio  for  use 
in  New  York  City  as  awning  fabric  under  the  provisions  of 
C26-718.6  Building  Code  of  the  City  of  New  York,  on  con¬ 
dition  that  the  requirements  of  C26-800.3  be  complied  with 
when  the  fabric  is  used  for  tents  and  in  all  applications,  the 
requirements  of  the  Flameproofing  Rules  of  the  Board  shall 
be  complied  with.  All  wrappers  in  which  the  material  is 
marketed  shall  be  labeled  “Approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  28-69-SM”. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of.  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


249-69-SA 

APPLICANT — Henry  Hartmann  for  Gas  Energy,  Incorpo¬ 
rated,  owner. 

APPEARANCES— 

For  Applicant:  Henry  Hartmann  and  John  B.  Frost. 

ACTION  OF  BOARD — -Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative:  .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
249-69-SA — Gas  Energy,  Inc..,  Brooklyn,  New  York,  filed  for 
approval  of  the  Pilfer-Proof  Gas  Stop,  Models  P-60,  PT-60, 
PG-60,  PTG-60,  PTO-125  and  PTOG-125,  under  the  pro¬ 
visions  of  Section  P-115.2  Building  Code  of  the  City  of  New 
York. 

PROPOSED  USE:  As  a  stop  valve  to  be  installed  in  a 
gas  line  on  the  street  side  of  the  gas  meter. 
DESCRIPTION :  The  Pilfer-Proof  Gas  Stop  is  a  plug  type 
valve  made  of  a  grey  iron  casting  with  a  brass  core.  It  is 
rotated  l/^  turn  to  fully  open  or  close. 

The  core  and  body  of  the  valve  have  been  elongated  and 
a  recess  drilled  to  accommodate  a  standard  “bullet  lock”  to 
prevent  the  core  from  being  turned  and  lock  the  valve  in  a 
closed  position. 
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The  valve  is  made  in  accordance  with  AGA  standard 
X50664  for  a  maximum  working  pressure  of  60  psi  and  in 
accordance  with  USAS  B31.8  Code  for  Pressure  Piping 
for  a  maximum  working  pressure  of  125  psi. 

In  the  model  designations,  the  letter  “P”  indicates  the 
Pilfer-Proof  or  locking  feature.  When  the  letter  “T”  is 
included  it  indicates  tamper  proof.  The  addition  of  the  letter 
“O”  indicates  the  installation  of  Buna  type  O  rings.  If  the 
letter  “G”  is  included  it  indicates  that  the  valve  body  is 
galvanized. 

The  60  psi  valves  are  made  in  24,  1  and  1/4  inch  sizes  and 
the  valve  plugs  are  non-pressure  lubricated. 

The  125  psi  valves  are  made  in  24  inch  size  and  the  valve 
plugs  are  pressure  lubricated. 

INSPECTION  AND  TEST :  These  valves  were  success¬ 
fully  tested  in  accordance  with  the  requirements  of  AGA 
X50664  Standard  and  USAS  B31.8. 

The  pressure  test,  bursting  test,  turning  torque,  installa¬ 
tion  torque  and  tamper-proof  test  were  performed  at  the 
Brooklyn  Union  Gas  Company  in  Brooklyn  and  the  results 
were  certified  by  a  professional  engineer  licensed  by  the 
State  of  New  York. 

The  bending  moment  and  tensile  strength  tests  were  per¬ 
formed  at  the  Eclipse  Fuel  Engineering  Company,  Rockford, 
Illinois  and  the  results  were  certified  by  a  professional  en¬ 
gineer  licensed  by  the  State  of  Illinois.  Copies  of  both 
reports  are  on  file. 

RECOMMENDATION :  The  Committee  recommends  the 
approval  of  Pilfer-Proof  Gas  Stop,  Models  P-60,  PT-60, 
PG-60,  PTG-60,  PTO-125  and  PTOG-125,  for  use  in  New 
York  City  under  the  provisions  of  Section  P-115.2  Building 
Code  of  the  City  of  New  York,  provided  that  each  valve 
shall  bear  a  label,  permanently  affixed,  reading  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  249-69-SA”. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


281-69-SM 

APPLICANT — Pennsylvania  Perlite  Corporation,  owner; 
Lama,  Proskauer,  Prober  and  Vassalotti,  agents. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative :  .  0 

Absent :  Commissioner  Madigan  .  1 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
281-69-SM — Lama,  Proskauer,  Prober  and  Vassalotti  for 
Pennsylvania  Pedlite  Corporation,  Allentown,  Penna.,  filed 
for  approval  of  the  material  known  as  Permalite  Pa-lite 
Perlite  Aggregate  under  the  provisions  of  C26-106.2  Building 
Code  of  the  City  of  New  York  and  Article  9,  Sub-Article  4, 
Group  10  of  the  Administrative  Building  Code. 
PROPOSED  USE:  Plaster  aggregate. 

DESCRIPTION  :  Perlite  is  a  type  of  volcanic  rock  when 
heated  above  1500°F.  The  crude  perlite  particles  expand 
and  turn  white,  as  trapped  moisture  in  the  ore  vaporizes  to 
form  microscopic  cells  or  voids  in  the  material. 
INSPECTION  AND  TEST:  The  material  has  been  ap¬ 
proved  by  the  Underwriters’  Laboratories  and  is  under  their 
Reexamination  Service. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Permalite 
Pa-lite  Perlite  Aggregate  for  use  in  New  York  City  as  an 
aggregate  for  perlite-gypsum  or  perlite-portland  cement 
plaster  under  the  provisions  of  C26-106.2  Building  Code  of 
the  City  of  New  York  and  Article  9,  Sub- Article  4,  Group 
10  of  the  Administrative  Building  Code,  on  condition  that 
each  bag  in  which  the  material  is  marketed  shall  be  labeled 
“Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar  Number  281-69-SM”. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  con¬ 
trols  of  the  product  manufactured,  shall  be  filed  annually 
with  this  Board,  certifying  that  such  materials,  processes 
and  controls  are  being  maintained  as  were  in  effect  at  the 
time  of  this  approval  or  previous  approvals  under  this  Cal¬ 
endar  Number.  Failure  to  notify  the  Board  of  change  of 
ownership,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


745-50-SA 

APPLICANT — American  Laundry  Machinery  Industries, 
Div.  of  McGraw-Edison  Co.,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  September  11,  1950,  of  American  Laundry 
Machinery  Industries,  Div.  McGraw-Edison  Company  for 
machine  for  the  recovery  of  dry  cleaning  fluid. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative:  .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  as  one  of  the  conditions  of  approval  was  the  re¬ 
quirement  to  notify  the  Board  of  change  of  ownership;  and 
Whereas,  the  applicant  has  not  requested  a  change  of  ow¬ 
nership  ;  and 

Whereas,  The  B.  S.  &  A.  Form  #3  addressed  to  the  ap¬ 
plicant  on  March  15,  1968  at  the  address  on  file  with  the 
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Board  has  not  been  returned  by  the  Post  Office  Department 
nor  acknowledged  by  the  addressee;  and 
Whereas,  a  fourteen  day  notice  of  this  hearing  has  been 
mailed  to  the  applicant; 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


482-55-SM 

APPLICANT — Lockwood  Hardware  Manufacturing  Com¬ 
pany,  owner. 

SUBJECT- — Application  May  20,  1955  —  Lockwood  Ball- 
Bearing  Door  Closers,  Models  B30  and  B430,  approval  of. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 

Commissioner  Klein  and  Commissioner  Nolan . 

Negative:  . 

Absent :  Commissioner  Madigan  . 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
SUBJECT — Application  filed  May  20,  1955 — 

Lockwood  Ball  Bearing  Door  Closers,  Models  B30  and 
B430. 

Subject  for  Dismissal  6/23/59. 

Taken  off  dismissal  list — No  further  action. 

Subject  for  dismissal  again  on  2/25/69. 

Taken  off  at  request  of  applicant  and  laid  over  to  3/4/69. 
Applicant  requested  lay-over  in  order  to  secure  U.  L. 
Report. 

March  4th  Laid-over  to  4/1/69  for  applicant  to  submit  re¬ 
quired  information. 

April  4th  laid-over  without  date  for  applicant  to  submit 
information — No  further  action. 

Advise  Dismissal — Lack  of  prosecution. 

J.  Darts, 

Assistant  Engr. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  dismiss  this  application  in  accordance  with  the  above 
report. 


114-68-SM 

APPLICANT — Hobart  Brothers,  Incorporated,  for  Hobart 
Brothers  Company,  owner. 

SUBJECT — Application  February  13,  1968 — Hobart  Porta 
Slag  Unit  Electro  Slag  Welding  Process  approval  of. 

APPEARANCES— 

For  Applicant :  Richard  Livingston. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 

Commissioner  Klein  and  Commissioner  Nolan  . 

Negative :  . 

Absent :  Commissioner  Madigan  . 


256-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Tysens  Company,  owner. 


SUBJECT — Application  May  8,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy — dry  standpipe 
system. 

PREMISES  AFFECTED — 655  Tysens  Lane,  northwest 
corner  of  Mill  Road,  Block  3983,  Lot  1,  New  Dorp,  Bor¬ 
ough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D.  and  Insp. 
Fishkin. 

For  Opposition;  I.  E.  Minkin,  B.  D.,  Richard  A.  Lang, 
Charles  F.  Preusse  and  John  R.  O’Donoghue. 
ACTION  OF  BOARD — Laid  over  to  January  27,  1970,  at 
2  P.M.  The  Board  is  awaiting  the  opinion  of  the  Cor¬ 
poration  Counsel.  Hearing  continued. 


257-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Tysens  Comp  any,  owner. 
SUBJECT — Application  May  8,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy — dry  standpipe 
system. 

J  PREMISES  AFFECTED — 285  Mill  Road,  northwest 
corner  of  Tysens  Lane,  Block  3983,  Lot  1,  New  Dorp, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D.  and  Insp. 
Fishkin. 

For  Opposition:  I.  E.  Minkin,  B.  D.,  Richard  A.  Lang, 
Chas.  F.  Preusse  and  J.  R.  O’Donoghue. 

AC  LTON  OF  BOARD — Laid  over  to  January  27,  1970,  at 
2  P.M.  The  Board  is  awaiting  the  opinion  of  the  Cor¬ 
poration  Counsel.  Hearing  Continued. 


258-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Tysens  Company,  owner. 
SUBJECT — Application  May  8,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy — dry  standpipe 
system. 

PREMISES  AFbECTED — 675  Tysens  Lane,  northwest 
corner  of  Mill  Road,  Block  3983,  Lot  1,  New  Dorp, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D.  and  Insp. 
Fishkin. 

For  Opposition:  I.  E.  Minkin  B.  D„  Richard  A.  Lang, 
Chas  F.  Preusse  and  J.  R.  O’Donoghue. 

ACTION  OF  BOARD — Laid  over  to  January  27,  1970,  at 
2  P.  M.  The  Board  is  awaiting  the  opinion  of  the  Cor¬ 
poration  Counsel.  Hearing  continued. 


259-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Mills  Company,  owner. 
SUBJECT — Application  May  8,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy — dry  standpipe 
system,  and  yard  hydrants. 

4  PREMISES  AFbECTED — 255  Mill  Road,  west  side,  326 
U  feet  south  of  Ebbitts  Avenue,  Block  3983,  Lot  45,  New 
1  Dorp,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  Fire  Dept,  and  Insp. 
Fishkin,  Fire  Dept. 

For  Opposition :  I.  E.  Minkin,  Building  Dept.,  R.  A.  Lang 
Jr.,  C.  F.  Preusse  and  J.  R.  O’Donoghue. 
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ACTION  OF  BOARD — Laid  over  to  January  27,  1970,  at 
2  P.M.  The  Board  is  awaiting  the  opinion  of  the  Cor¬ 
poration  Counsel.  Hearing  continued. 


260-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Mills  Company,  owner. 
SUBJECT — Application  May  8,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy — dry  standpipe 

system. 

PREMISES  AFFECTED — 245  Mill  Road,  west  side,  326 
feet  south  of  Ebbitts  Avenue,  Block  3983,  Lot  45,  New 
Dorp,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  Fire  Dept,  and  Insp. 
Fishkin. 

For  Opposition:  I.  E.  Minkin,  Building  Dept.,  R.  A.  Lang 
Jr.,  C.  F.  Preusse  and  J.  R.  O’Donoghue. 

ACTION  OF  BOARD — Laid  over  to  January  27,  1970,  at 
2  P.M.  The  Board  is  awaiting  the  opinion  of  the  Cor¬ 
poration  Counsel.  Hearing  continued. 


261-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Mills  Company,  owner. 
SUBJECT — Application  May  8,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy — dry  standpipe 

system. 

PREMISES  AFFECTED— 265  Mill  Road,  west  side,  326 
feet  south  of  Ebbitts  Avenue,  Block  3983,  Lot  45,  New 
Dorp,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  Fire  Dept,  and  Insp. 
Fishkin. 

For  Opposition :  I.  E.  Minkin,  Building  Dept.,  R.  A.  Lang 
Jr.,  C.  F.  Preusse  and  J.  R.  O’Donoghue. 

ACTION  OF  BOARD— Laid  over  to  January  27,  1970, 
at  2  P.M.  The  Board  is  awaiting  the  opinion  of  the 
Corporation  Counsel.  Hearing  continued. 


269-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Cliff  Bay  Corporation. 
SUBJECT— Application  May  17,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  dry  standpipe  system. 
PREMISES  AFFECTED — 20  Cliff  Street,  northeast  corner 
of  Harbor  View  Place  North,  Block  2833,  Lot  31,  Rose- 
bank,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D.  and  Chief  Insp. 
Fishkin. 

For  Opposition:  I.  E.  Minkin,  Bldg.  Dept,  and  Wm.  M. 
Kilgannon. 

ACTION  OF  BOARD — Laid  over  to  January  27,  1970,  at 
2  P.M.  The  Board  of  Standards  and  Appeals  is  awaiting 
the  decision  of  the  Corporation  Counsel.  Hearing  con¬ 
tinued. 


296-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Herman  Scheiner. 

SUBJECT — Application  May  23,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 


PREMISES  AFFECTED— 763  8th  Avenue,  west  side,  50 
feet  south  of  West  47th  Street,  Block  1037,  Lot  34,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D.  and  Insp. 
Fishkin. 

ACTION  OF  BOARD — Laid  over  to  January  27,  1970  at 
2  P.M.  The  Board  is  awaiting  the  opinion  of  the  Corpo¬ 
ration  Counsel.  Hearing  continued. 


297-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Sutton  Associates  Incorporated 
c/o  Sol  Goldman. 

SUBJECT — Application  May  23,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 10  Fort  Washington  Avenue, 
southeast  corner  of  West  160th  Street,  Block  2137,  Lot 
70,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D.  and  Insp. 
Fishkin. 

ACTION  OF  BOARD — Laid  over  to  January  27,  1970,  at 
2  P.M.  The  Board  is  awaiting  the  opinion  of  the  Corpo¬ 
ration  Counsel.  Hearing  continued. 


298-69-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — H.  Moskowitz  c/o  Morris 
Moskowitz. 

SUBJECT — Application  May  23,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 153  Mercer  Street,  west  side, 
150  feet  north  of  Prince  Street,  Block  513,  Lot  36,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.  D.  and  Insp.  Fishkin, 
F.  D. 

ACTION  OF  BOARD— Laid  over  to  January  27,  1970,  at 
2  P.  M.  The  Board  is  awaiting  the  opinion  of  the  Cor¬ 
poration  Counsel.  Hearing  continued. 


299-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Mutual  Redevelopment  Houses, 
Incorporated,  owner. 

SUBJECT — Application  May  23,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 323-341  Eighth  Avenue,  307-311 
West  26th  Street,  northwest  corner,  Blocks  750,  751,  752, 
Part  of  Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.  D.  and  Insp.  Fishkin. 
ACTION  OF  BOARD — Laid  over  to  January  27,  1970,  at 
2  P.  M.  The  Board  is  awaiting  the  opinion  of  the  Cor¬ 
poration  Counsel.  Hearing  continued. 


300-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Louis  Nesser,  585  5th  Avenue 
Corporation,  owner. 

SUBJECT — Application  May  23,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
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PREMISES  AFFECTED — 585  5th  Avenue,  east  side,  80 
feet  north  of  East  47th  Street,  Block  1283,  Lot  4,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.  D.  and  Insp.  Fishkin. 
ACTION  OF  BOARD — Laid  over  to  January  27,  1970,  at 
2  P.  M.  The  Board  is  awaiting  the  opinion  of  the  Cor¬ 
poration  Counsel.  Hearing  continued. 

324-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Marsicano  Foundation  c/o 
Philomena  Marsicano. 

SUBJECT — Application  June  5,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 18  West  38th  Street,  south  side, 
240  feet  west  of  5th  Avenue,  Block  839,  Lot  58,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D.  and  Insp. 
Fishkin,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  January  27,  1970,  at 
2  P.M.  The  Board  is  awaiting  the  opinion  of  the  Cor¬ 
poration  Counsel.  Hearing  continued. 


325- 69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — 239  West  18th  Street  Corpora¬ 
tion. 

SUBJECT — Application  June  5,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 239-243  West  18th  Street,  north 
side,  240  feet  east  of  8th  Avenue,  Block  768,  Lot  14,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D.  and  Insp. 

Fishkin,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  January  27,  1970,  at 
2  P.M.  The  Board  is  awaiting  the  opinion  of  the  Cor¬ 
poration  Counsel.  Hearing  continued. 

326- 69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — 427  Washington  Street  Corpo¬ 
ration. 

SUBJECT — Application  June  3,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 427-429  Washington  Street 
northeast  corner  of  Vestry  Street,  Block  223,  Lots  21,  22 
and  26,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D.  and  Insp. 

Fishkin,  F.  D. 

AC  ITON  OF  BOARD — Laid  over  to  January  27,  1970,  at 
2  P.M.  The  Board  is  awaiting  the  opinion  of  the  Cor¬ 
poration  Counsel.  Hearing  continued. 


338-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Jennie  Lever,  et  al. 

SUBJECT — Application  June  11,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 


PREMISES  AFFECTED — 12-14^4  Pell  Street,  north  side, 
125  feet  west  of  the  Bowery,  Block  163,  Lot  2,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.  D.  and  Insp.  Fishkin. 
ACTION  OF  BOARD — Laid  over  to  January  27,  1970,  at 
2  P.  M.  The  Board  is  awaiting  the  opinion  of  the  Cor¬ 
poration  Counsel.  Hearing  continued. 


339-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Frederick  W.  Lundy. 
SUBJECT — Application  June  11,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 3121-3125  Ocean  Avenue,  north¬ 
east  corner  of  Shore  Parkway,  Block  7494,  Lots  72  and  74, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.  D.  and  Insp.  Fishkin. 
ACTION  OF  BOARD — Laid  over  to  January  27,  1970,  at  2 
P.  M.  The  Board  is  awaiting  the  opinion  of  the  Cor¬ 
poration  Counsel.  Hearing  continued. 


340- 69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Clifford  and  Dorothy  Force. 
SUBJECT — Application  June  11,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 8742  25th  Avenue,  west  side, 
480  feet  south  of  Benson  Avenue,  Block  6878,  Lot  73, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.  D.  and  Insp.  Fishkin. 
ACTION  OF  BOARD — Laid  over  to  January  27,  1970,  at 
2  P.  .M.  The  Board  is  awaiting  the  opinion  of  the  Cor¬ 
poration  Counsel.  Hearing  continued. 

341- 69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — 64  Union  Street  Corporation. 
SUBJECT — Application  June  11,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 64-70  Union  Street,  south  side, 
100  feet  east  of  Van  Brunt  Street,  Block  341,  Lots  9,  10, 
11,  12,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D.  and  Insp. 
Fishkin. 

ACTION  OF  BOARD — Laid  over  to  January  27,  1970,  at 
2  P.M.  The  Board  is  awaiting  the  opinion  of  the  Corpo¬ 
ration  Counsel.  Hearing  continued. 

342- 69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Harvey  Levitt. 

SUBJECT — Application  June  11,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 2837  Atlantic  Avenue,  north¬ 
west  corner  of  Schenck  Avenue,  Block  3948,  Lots  34  and 
35,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D.  and  Insp. 
Fishkin. 
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ACTION  OF  BOARD — Laid  over  to  January  27,  1970,  at 
2  P.M.  The  Board  is  awaiting  the  opinion  of  the  Corpo¬ 
ration  Counsel.  Hearing  continued. 


447-69-A 

APPLICANT — Thomas  P.  Crinnion  for  Lew  and  Charles 
Mauser,  owners ;  DuRona  Studios,  lessee. 

SUBJECT — Application  July  29,  1969 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner,  re-  sprin¬ 
kler  system. 

PREMISES  AFFECTED— 412-416  East  189th  Street, 
southwest  corner  of  Park  Avenue,  Block  3032,  Lot  33, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Thomas  P.  Crinnion. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  January  27,  1970,  at 
2  P.M.  The  applicant  to  furnish  complete  plans  of  the 
building  not  later  than  January  23,  1970.  Hearing  con¬ 
tinued. 


608-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 64  Brook  Avenue,  south  side, 
326.6  feet  east  of  Hylan  Boulevard,  Block  4728,  Lot  85, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  January  20,  1970,  at 
2  P.  M.  Hearing  continued.  Applicant  to  be  present. 


609-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 72  Brook  Avenue,  south  side, 
400.40  feet  east  of  Hylan  Boulevard,  Block  4728,  Lot  88, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  January  20,  1970,  at 
2  P.  M.  Hearing  continued.  Applicant  to  be  present. 


610-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 78  Brook  Avenue,  west  side, 
476.36  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  92, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  January  20,  1970,  at 
2  P.  M.  Hearing  continued.  Applicant  to  be  present. 


61 1-69- A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT— Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 82  Brook  Avenue,  west  side, 
552.32  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  98, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Laid  over  to  January  20,  1970,  at 
2  P.M.  Hearing  continued.  Applicant  to  be  present. 


612-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 88  Brook  Avenue,  west  side, 
602.48  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  101, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Laid  over  to  January  20,  1970,  at 
2  P.M.  Hearing  continued.  Applicant  to  be  present. 


613-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  -the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 94  Brook  Avenue,  west  side, 
673.10  feet  south  of  Plylan  Boulevard,  Block  4728,  Lot  105, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Laid  over  to  January  20,  1970,  at 
2  P.M.  Hearing  continued.  Applicant  to  be  present. 


614-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 130  Brook  Avenue,  west  side. 
1107.49  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot 
126,  Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  January  20,  1970,  at 
2  P.M.  Hearing  continued.  Applicant  to  be  present. 


615-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 
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PREMISES  AFFECTED — 136  Brook  Avenue,  west  side, 
1151.49  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  128, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  January  20,  1970,  at 
2  P.M.  Hearing  continued.  Applicant  to  be  present. 


616-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — -Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 144  Brook  Avenue,  west  side, 
1218.82  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot 
131,  Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  January  20,  1970,  at 
2  P.M.  Hearing  continued.  Applicant  to  be  present. 


617-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 100  Brook  Avenue,  west  side, 
757.18  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  107, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Laid  over  to  January  20,  1970,  at 
2  P.  M.  Hearing  continued.  Applicant  to  be  present. 


618-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — -Application  October  22,  1969 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 104  Brook  Avenue,  west  side, 
810.97  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  109, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — -Laid  over  to  January  20,  1970,  at 
2  P.  M.  Hearing  continued.  Applicant  to  be  present. 


619-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 108  Brook  Avenue,  west  side, 
864.75  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  112, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Laid  over  to  January  20,  1970,  at 
2  P.  M.  Hearing  continued.  Applicant  to  be  present. 


620- 69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 114  Brook  Avenue,  west  side, 
918.54  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  115, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Laid  over  to  January  20,  1970,  at 
2  P.M.  Hearing  continued.  Applicant  to  be  present. 

621- 69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 118  Brook  Avenue,  west  side, 
972.33  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  118, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  January  20,  197U,  at 
2  P.M.  Hearing  continued.  Applicant  to  be  present. 


622-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 122  Brook  Avenue,  west  side, 
1026.12  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  121, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  January  20,  1970,  at 
2  P.M.  Hearing  continued.  Applicant  to  be  present. 


623-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 126  Brook  Avenue,  west  side, 
1066.82  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot 
123,  Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  January  20,  1970,  at 
2  P.M.  Hearing  continued.  Applicant  to  be  present. 


624-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 
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PREMISES  AFFECTED— 205  Malone  Avenue,  north  side, 
104  feet  east  of  Pendale  Street,  Block  4726,  Lot  9,  Oak- 
wood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Laid  over  to  January  20,  1970,  at 
2  P.M.  Hearing  continued.  Applicant  to  be  present. 


625-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 201  Malone  Avenue,  north  side, 
60  feet  east  of  Pendale  Street,  Block  4726,  Lot  11,  Oak- 
wood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  January  20,  1970,  at 
2  P.M.  Hearing  continued.  Applicant  to  be  present. 


626-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 209  Malone  Avenue,  north  side, 
148  feet  east  of  Pendale  Street,  Block  4726,  Lot  6,  Oakwood, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  January  20,  1970,  at 
2  P.  M.  Hearing  continued.  Applicant  to  be  present. 


627-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 215  Malone  Avenue,  north  side, 
192  feet  east  of  Pendale  Street,  Block  4726,  Lot  4,  Oak- 
wood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Laid  over  to  January  20,  1970,  at 
2  P.  M.  Hearing  continued.  Applicant  to  be  present. 


628-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 219  Malone  Avenue,  north  side, 
236  feet  east  of  Pendale  Street,  Block  4726,  Lot  1,  Oak- 
wood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  January  20,  1970,  at 
2  P.  M.  Hearing  continued.  Applicant  to  be  present. 


629-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 389  Montreal  Avenue,  northeast 
corner  of  Pendale  Street,  Block  4725,  Lot  19,  Oakwood, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Laid  over  to  January  20,  1970,  at 
2  P.M.  Hearing  continued.  Applicant  to  be  present. 


630-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 393  Montreal  Avenue,  north 
side,  30.96  feet  east  of  Pendale  Street,  Block  4725,  Lot  18, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Laid  over  to  January  20,  1970,  at 
2  P.M.  Hearing  continued.  Applicant  to  be  present. 


631- 69-A 

APPLICANT— Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 397  Montreal  Avenue,  north 
side,  61.92  feet  east  of  Pendale  Street,  Block  4725,  Lot  17, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  January  20,  1970,  at 
2  P.M.  Hearing  continued.  Applicant  to  be  present. 

632- 69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Coroporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 399  Montreal  Avenue,  north 
side,  92.08  feet  east  of  Pendale  Street,  Block  4725,  Lot 
16,  Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  January  20,  1970,  at 
2  P.M.  Hearing  continued.  Applicant  to  be  present. 


687-69-A 

APPLICANT — William  H.  Byrne  for  Brooklyn  Union  Gas 
Company,  owner. 

SUBJECT — Application  November  21,  1969 — Appeal  from 
a  decision  of  the  Department  of  Marine  and  Aviation  re¬ 
proposed  customer  tank,  to  be  approved  by  Interstate 
Commerce  Commission,  test  pressure  for  liquefied  natural 
gas  tanks,  etc. 
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PREMISES  AFFECTED— 438  Varick  Avenue,  287-473 
Maspeth  Avenue,  northeast,  Block  2838,  Lot  1,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  William  A.  Byrne,  Michael  Anuskiewiez 
and  John  M.  Brooxs. 

For  Administration:  Lt.  J.  P.  Manfredi  and  Chief  Insp. 
M.  Fishkin,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  January  27,  1970,  at 
2  P.M. ;  continued  hearing;  applicant  to  file  additional 
information. 


731-69-A 

APPLICANT — William  H.  Byrne  for  Brooklyn  Union  Gas 
Company,  owner. 


SUBJECT — Application  December  12,  1969 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Installation  of 
Pumps  etc. 

PREMISES  AFFECTED — 438  Varick  Avenue,  287-473 
Maspeth  Avenue,  northeast  corner,  Block  2838,  Lot  1, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  William  H.  Byrne,  Michael  Anuskiewitz 
and  John  M.  Brooxs. 

For  Administration:  Lt.  J.  P.  Manfredi,  and  Chief  Insp. 
M.  Fishkin,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  January  27,  1970,  at 
2  P.M. ;  continued  hearing;  applicant  to  file  additional 
information. 

Adjourned:  3:15  P.M. 


James  P.  Mulroy,  Secretary 
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FILING  FEES 

EFFECTIVE— AUGUST  25,  1969 
LOCAL  LAW  44  OF  1969 

A  LOCAL  LAW  to  repeal  and  reenact  section 
666-1.0  of  the  administrative  code  of  the  city 
of  New  York,  in  relation  to  the  payment  of  fees 
in  connection  with  the  filing  of  applications 
with  the  board  of  standards  and  appeals. 

Be  it  enacted  by  the  Council  as  follows: 

Section  1.  Section  666-1.0  of  the  administrative  code 
of  The  City  of  New  York,  as  last  amended  by  local  law 
number  seventy-seven  of  The  City  of  New  York  of  the 
year  nineteen  hundred  sixty-three,  is  hereby  repealed  and 
reenacted  as  follows: 

§666-1.0  Fees. — The  fees  hereinbelow  set  forth  shall 
be  charged  for  the  following  applications,  appeals  and 
reviews : 

1.  a.  Application  for  approval  of  materials, 
appliances  and  methods  or  variances  of  construc- 


b.  Application  for  amendment  of  prior  ap¬ 
proval  of  materials,  appliances  and 
methods  or  variances  of  construction  . .  100.00 

2.  Application  for  any  variance  and  special 
permit  under  the  zoning  resolution  with  respect 
to: 

a.  One,  two  and  three  family  dwellings  . . .  50.00 

b.  Other  buildings  and  structures: 

(1)  10,000  square  feet  or  less  of  floor 

area  .  100.00 

(2)  In  excess  of  10,000  but  not  more 

than  20,000  square  feet  of  floor  area  150.00 

(3)  In  excess  of  20,000  but  not  more 

than  50,000  square  feet  of  floor  area  200.00 

(4)  In  excess  of  50,000  square  feet  of 

floor  area  .  250.00 

c.  Junk  yards,  parking  lots,  automotive 
service  stations  and  other  similar  uses: 

(1)  10,000  square  feet  or  less  of  lot 

area  .  100.00 


(2)  In  excess  of  10,000  but  not  more 

than  20,000  square  feet  of  lot  area  150.00 

(3)  In  excess  of  20,000  square  feet  of 

lot  area  . .  200.00 

d.  Application  for  amendment  of  variance 

or  special  permit  previously  granted 
under  paragraph  a,  b  and  c  of  subdivi¬ 
sion  2  of  this  section  .  100.00 

e.  Application  for  an  extension  of  time  in 
which  to  comply  with  the  conditions 
imposed  in  the  previous  resolution  of 

the  board  of  standards  and  appeals  . . .  50.00 

f.  Application  for  extension  of  time  to 

complete  construction  pursuant  to  sec¬ 
tions  11-32  and  11-33  of  the  zoning  reso¬ 
lution  of  the  City  of  New  York .  25.00 


3.  Appeals  from  or  application  for  review  of 

any  order,  requirement  or  determination  of  the 
commissioner  of  buildings  or  of  any  borough 
superintendent  of  buildings  of  the  department  of 
buildings  or  of  the  fire  commissioner  or  any 
rule  or  regulation  or  amendment  or  repeal 
thereof  made  by  the  fire  commissioner  or  the 
commissioner  of  marine  and  aviation  .  50.00 

4.  Application  filed  for  variation  of  the  provi¬ 
sions  of  the  multiple  dwelling  law,  or  labor  law, 
and  application  filed  pursuant  to  the  general 

city  law  .  50.00 

5.  Exemptions — a.  The  provisions  of  this  section  shall 
not  apply  if  the  owner  of  the  premises  affected  by  the 
application,  appeal  or  review,  be  a  corporation,  or  asso¬ 
ciation  organized  and  operated  exclusively  for  religious, 
charitable  or  educational  purposes,  or  for  one  or  more 
such  purposes,  no  part  of  the  net  earnings  of  which 
enures  to  the  benefit  of  any  private  individual  and  pro¬ 
vided  that  the  premises  affected  are  to  be  used  exclu¬ 
sively  by  such  corporation  or  association  for  one  or 
more  such  purposes. 

b.  The  provisions  of  this  section  shall  not  apply  if 
a  municipal  department  or  agency  of  the  city  is 
the  applicant  or  appellant  before  the  board  of 
standards  and  appeals. 

§  2.  This  local  law  shall  take  effect  immediately. 
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NOTICE 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  repre¬ 
sentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the  hearing 
can  be  entertained  in  view  of  this  publication  and  of  the 
posting  of  the  calendars  on  the  bulletin  board  in  the  offices 
of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly ;  therefore,  no  appeal  or  application  will  be 
held  in  abeyance  by  reason  of  failure  of  the  appellant  or 
applicant  to  file  necessary  data,  or  by  any  other  method  of 
delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  convenience 
in  notifying  property  owners,  they  may  obtain  such  copies 
at  the  office  of  the  Board  of  Standards  and  Appeals,  80 
Lafayette  Street,  9th  floor,  Manhattan,  at  five  cents  each — 
add  postage  payment  if  the  forms  are  forwarded  by  mail. 
Purchase  payment  by  postage  stamps  NOT  ACCEPTABLE. 
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On  January  13,  1970,  Notice  of  Petition  and  Petition  was  served 
2?  Board  by  Dav*s  Polk  &  Wardell,  attorneys  for  petitioner, 
Hotel  Park  Sheraton,  Inc.,  objecting  property  owner,  seeking  a 
review  of  the  Board’s  determination  on  December  16,  1969  which 
granted  a  variance  in  the  application,  based  on  a  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning  Resolution, 
to  permit  in  a  C6-6  district  the  erection  of  a  28-story  commercial  build¬ 
ing  that  exceeds  the  permitted  height  of  the  front  wall  and  tower 
area,  encroaches  on  the  required  tower  setback,  and  without  the 
required  yard  and  the  required  loading  berth,  on  condition  that  all 
work  shall  substantially  conform  to  drawings  filed  with  this  applica¬ 
te™  1  ™a„r£ed  “Received  August  6,  1969,”  ten  sheets;  and  ‘‘October 
lb,  1969  one  sheet,  on  further  condition  that  the  occupancy  of  the 
store  area  be  limited  to  use  group  6,  and  that  all  other  laws,  rules 
and  regulations  shall  be  complied  with,  and  that  substantial  construc- 
tion  shall  be  completed  within  one  year  from  the  date  of  this  resolu- 
oi°in\x9a  en£aL  ^Umber  4S4-69-BZ;  Premises  1752-1756  Broadway  and 
2.u„Wc,st  s6th  Street,  northeast  corner.  Block  1028,  Lot  17,  Borough 
of  Manhattan.  ’  6 


Ira  Kalish,  P.E.,  Deputy  Director 


James  P.  Mulroy,  Secretary 


John  B.  Cincotta,  Chief  Clerk 


Office— 80  Lafayette  Street,  9th  Floor,  Manhattan,  New 
York,  N.  Y.  10013. 

T  elephone — 566-5 174. 


NOTICE 

Applications  to  reopen  Zoning  Applications  and  Ad¬ 
ministrative  Appeals  must  be  submitted  on  Form  SOC. 
Applicants  must  submit  one  copy  of  the  decision  or 
order  of  the  Administrative  Official  within  30  days  of 
its  issuance  with  every  application. 


NOTICE 

Applicants  may  request  withdrawal  of  any  pending  ap¬ 
plication  by  submitting  a  letter  to  the  Board  stating  the 
reasons  for  this  action. 
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FEBRUARY  10,  1970,  10  A.M. 


New  Cases  Filed  Up  To  January  20,  1970 

Cal.  No.  Dept.  Premises  A  ffected 

37-70-SA — American  Air  Filter  Company,  Incorporated, 
Direct  Gas  Fired  Make-Up  Air  Units,  Model  GFYA, 
Sizes,  9,  15,  22,  31,  41  and  64,  Units  provide  heated  out¬ 
side  air  into  a  space  to  replace  that  air  which  has  been 
exhausted,  Manufactured  by  American  Air  Filter  Com¬ 
pany,  Incorporated,  Appliance. 


38-70-SA — Weighload  Ltd.,  Weighload  Models  2  and  4, 
a  device  to  warn  when  load  on  crane  or  boom  exceeds 
safe  level,  Manufactured  by  Weighload,  Ltd.  Appliance. 


39-70-SM— United  States  Gypsum  Company,  3  Hour  10 
x  10  49  lb.  Column  Protection,  3  Hour  Fire  Rated  Col¬ 
umn  Protection  UL  Design  41-3  Hour,  Manufactured  by 
United  States  Gypsum  Company,  Material. 


NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  February  10,  1970,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

364-54-BZ 

APPLICANT — Frank  J.  Ross  for  Mrs.  Assunta  Diovisalvo, 

owner. 

SUBJECT— Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  5, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  and  local  retail  use  district, 
the  parking  and  storage  of  motor  vehicles. 

PREMISES  AFFECTED — 1194-1204  Ogden  Avenue,  east 
side,  285.04  feet  north  of  West  167th  Street  and  1199-1203 
Nelson  Avenue,  Block  2516,  Lots  13,  14,  48,  Borough  of 
The  Bronx. 


40-70-A — F.D. — Packaging  of  inflammable  mixture 
known  as  Zecol  Windshield  Washer  Solvent  in  6  ounce 
plastic  round  containers,  containers  not  in  accordance 
with  the  Administrative  Code. 


41-70- A — B.M. — 601  to  659  West  40th  Street,  east  side  of 
12th  Avenue,  Entire  Block,  525  to  531  11th  Avenue,  480 
to  494  12th  Avenue,  600  to  660  41st  Street,  Block  1088, 
Lot  1,  Borough  of  Manhattan,  N.B.  11-66  re-  fire  stand¬ 
pipe  system,  Administrative  Code. 


42-70-A — F.D. — Packaging  of  combustible  mixture  known 
as  Blue  Fox  Windshield  Washer  Fluid  in  32  ounce  poly¬ 
ethylene  with  metal  screw  cap  and  1  gallon  plastic  poly¬ 
ethylene  with  screw  cap,  containers  not  in  accordance 
with  the  Administrative  Code. 


43-70-BZ — B.B. — 34  Porter  Avenue,  west  side,  50  feet 
south  of  Grattan  Street,  Block  3009,  Lot  23,  Borough  of 
Brooklyn,  Alt.  2050-69  re-  FAR,  Ml-1  District. 


44-70-A — B.B. — 34  Porter  Avenue,  west  side,  50  feet  south 
of  Grattan  Street,  Block  3009,  Lot  23,  Borough  of  Brook¬ 
lyn,  Alt.  2050-69  re-  proposed  design  and  arrangement, 
stairway,  passageway,  fire  doors,  and  conveyor,  Labor 
Law  and  Building  Code. 


45-70-BZ — B.R. — 160  Old  Amboy  Road,  southeast  corner 
of  Ridgecrest  Avenue,  Block  5237,  Lot  43,  Eltingville, 
Borough  of  Richmond,  N.B.  5-70  re-  proposed  sewage 
pumping  station,  R3-2  District. 


Restored  To  Docket 

1091-67-BZ— Vol.  II— B.Q.— 71-72  70th  Street,  115.71  feet 
north  of  Myrtle  Avenue,  Block  3685,  Lot  46,  Glendale, 
Borough  of  Queens,  Alt.  1653-69  re-  proposed  change  of 
use  Cl-2  within  R-5  district. 


894-68-BZ — Vol.  II — B.Bx. — 2477  Crotona  Avenue,  710 
East  189th  Street,  southwest  corner,  Block  3105,  Lot  26, 
Borough  of  The  Bronx,  N.B.  454-68  re-  proposed  retail 
ice  cream  store,  R6  district. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M.— Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


90-43-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Sam  Stein,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  June  9,  1969 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition,  under  Section  7i  of  the  Zoning  Resolution, 
permitting  in  a  business  use  district,  a  motor  vehicle  repair 
shop. 

PREMISES  AFFECTED — 1688  St.  Marks  Avenue,  (rear) 
southeast  corner  of  Rockaway  Avenue,  Block  1461,  Lot  11, 
Borough  of  Brooklyn. 

1071-40-BZ— Vol.  II 

APPLICANT — John  J.  McNamara  for  435  West  45th  Street 
Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
request  to  waive  the  rules  of  procedure  and  extension  of 
term  of  variance  which  expired  February  3,  1964 — decision 
of  the  Borough  Superintendent ;  previously  granted  on 
condition,  under  Sections  7e  and  7h  of  the  Zoning  Resolu¬ 
tion,  permitting  in  a  residence  use  district,  for  a  term  of 
years,  the  additional  use  of  a  one  story  building  for  the 
storage  of  chemicals  used  in  abutting  factory  and  also 
private  parking  of  more  than  5  motor  vehicles  for  customers 
and  employees  of  Interchemical  Corporation  and  its  sub¬ 
sidiaries. 

PREMISES  AFFECTED— 428  West  45th  Street,  south 
side,  375  feet  west  of  Ninth  Avenue,  Block  1054,  Lot  48, 
Borough  of  Manhattan. 

82-40-BZ— Vol.  Ill 

APPLICANT — Leonard  F.  Rothkrug  for  Martin  Morgan- 
roth,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
request  to  waive  the  rules  of  procedure  and  extension  of 
term  of  variance  which  expired  May  19,  1969 — decision 
of  the  Borough  Superintendent;  previously  granted  on 
condition,  under  Section  7h  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  retail  and  residence  use  district,  the  parking 
and  storage  of  motor  vehicles  of  the  pleasure  car  type 

PREMISES  AFFECTED— 58-62  East  18th  Street,  west 
side,  117  feet  6  inches  north  of  Church  Avenue,  Block 
5078,  Lot  30,  Borough  of  Brooklyn. 

970-66-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Estate  of  I. 
Bazinover,  owner. 
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SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  16, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  in  an  existing  one 
story  building  occupied  as  a  restaurant,  the  addition  to  the 
uses  to  include  cabaret. 

PREMISES  AFFECTED — 94  Manhattan  Avenue,  east 
side,  SO  feet  south  of  Boerum  Street,  Block  3079,  Lot  6, 
Borough  of  Brooklyn. 


SUBJECT — Application  December  10,  1969 — decision  of 
the  Borough  Superintendent,  under  Section  11-413  of  the 
Zoning  Resolution,  to  permit  in  an  R8  district,  in  an 
existing  one  story  building  previously  before  the  Board, 
the  change  in  occupancy  from  storage  and  warehouse  for 
housewares  to  a  book  distribution  center  for  the  Brooklyn 
Public  Library. 

PREMISES  AFFECTED — 109-111  Montgomery  Street, 
north  side,  109.5  feet  east  of  Washington  Avenue,  Block 
1190,  Lot  61,  Borough  of  Brooklyn. 


534-69-BZ 

APPLICANT — Allen  H.  Feinberg  for  Harold  Tepitz, 
owner. 

SUBJECT — Application  September  11,  1969 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R4  district,  the 
erection  of  a  front  and  rear  enlargement  to  an  existing 
three  story  building  that  increases  the  degree  of  non- 
compliance  in  floor  area  ratio  and  encroaches  on  the  re¬ 
quired  front,  side  and  rear  yards. 

PREMISES  AFFECTED — 1834  Rockaway  Parkway,  west 
side,  100  feet  north  of  Avenue  M,  Block  8261,  Lot  66, 
Borough  of  Brooklyn. 


581-69-BZ 

APPLICANT — Hannibal  F.  Zumbo  for  Flatbush  Pontiac 
Incorporated,  owner ;  Flatpon  Realty  Corporation,  lessee. 

SUBJECT — Application  October  8,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21,  73-50  and 
73-52  of  the  Zoning  Resolution,  to  permit  in  an  Ml-1  and 
R6  district,  the  enlargement  in  area  of  an  existing  off 
site  accessory  parking  facility. 

PREMISES  AFFECTED — 270  Winthrop  Street,  south 
side,  192  feet,  6  inches  west  of  Nostrand  Avenue,  671- 
675  Parkside  Avenue,  Block  5050,  Lots  33,  60  and  62, 
Borough  of  Brooklyn. 


646-69-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Gulf  Oil  Corporation,  owner. 

SUBJECT— Application  October  23,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  district,  the  rearrange¬ 
ment  and  structural  alterations  of  an  automotive  service 
station  previously  before  the  Board. 

PREMISES  AFFECTED — 72-01  to  72-19  Main  Street 
(72-09  Main  Street  official),  144-02  to  144-08  72nd  Avenue 
southeast  corner,  72-02  to  72-20  Vleigh  Place,  Block  6660, 
Lot  1,  Flushing,  Borough  of  Queens. 


663-69-BZ 

APPLICANT — Harry  Soled  for  Frank  Patrone  and  Estate 
of  Elizabeth  Goodman,  Frank  Patrone — Executor,  owners. 

SUBJECT — Application  November  10,  1969 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  C6-1  district,  the  com¬ 
bining  of  two  adjoining  structures  and  the  extension  of 
the  existing  products  manufacturing  establishment. 

PREMISES  AFFECTED — 521-523  Atlantic  Avenue,  north 
side,  61  feet  east  of  3rd  Avenue,  Block  180,  Lots  61  and 
62,  Borough  of  Brooklyn. 


707-69-A 

APPLICANT — Leonard  F.  Rothkrug  for  Jeffrey  Aaron, 
et  als,  owner  Brooklyn  Public  Library,  lessee. 

SUBJECT — Application  December  10,  1969 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  com¬ 
mercial  building. 

PREMISES  AFFECTED — 109-111  Montgomery  Street, 
north  side,  109.5  feet  east  of  Washington  Avenue,  Block 
1190,  Lot  61,  Borough  of  Brooklyn. 


734-69-BZ 

APPLICANT — Charles  P.  Murphy  for  Braemle  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  December  12,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  on  a  plot  pre¬ 
viously  before  the  Board,  the  erection  of  a  six  story  office 
building  that  exceeds  the  permitted  floor  area  ratio,  pene¬ 
trates  the  sky  exposure  plane  and  has  less  than  the  required 
accessory  parking. 

PREMISES  AFFECTED— 163-01  to  163-19  Horace  Hard¬ 
ing  Expressway,  north  side  from  163rd  Street  to  164th 
Street,  Block  6741,  Lot  1,  Flushing,  Borough  of  Queens. 


584-69-BZ  ~  ‘ 

APPLICANT — Buckley  and  Kisseloff  for  Alexander  Muss 
— 345  Company  (contract  vendee),  owner. 

SUBJECT  Application  October  8,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City  Charter, 
to  permit  in  a  C6-4  district,  the  erection  of  a  32  story 
office  building  that  exceeds  the  permitted  floor  area  ratio 
encroaches  on  the  required  tower  area  and  tower  setback. 
PREMISES  AFFECTED — 339-347  Broadway,  86-96 

Leonard  Street,  southwest  corner,  Block  173,  Lots  23,  24, 
27,  30,  31,  Borough  of  Manhattan. 

Laid  over  from  January  20,  1970,  for  continued  hearing 
at  the  request  of  the  applicant. 

M.  MILTON  GLASS,  Chairman 


FEBRUARY  10,  1970,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
T uesday  afternoon,  February  10,  1970,  at  2  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York  10013,  N.  Y.,  on  the 
following  matters  : 

73-60-SA 

APPLICANT — S.  H.  Couch  Company,  Inc.,  owner — systems 
for  communicating  alarms  of  fire. 


706-69-BZ  ~ 

APPLICANT — Leonard  F.  Rothkrug  for  Jeffrey  Aaron, 
Et  als,  owner ;  Brooklyn  Public  Library,  lessee. 


227-63-SA  “ 

APPLICANT — Crane  Company,  owner — gun-type  oil 

burner 


63 


CALENDAR 


1025-66-SM 

APPLICANT — United  States  Gypsum  Company,  owner — 1 
hour  lead-bearing  combustible  partition. 


439-67-SM 

APPLICANT — Wm.  H.  Hall  Company,  owner — clamp  to 
suspend  lighting  fixtures  or  signs  from  acoustical  tee  bars. 


973-67-SM 

APPLICANT — United  States  Gypsum  Company,  owner — 
2  hour  fire-rated  ceiling/roof  construction. 


142-68-SA 

APPLICANT — The  DeVilbiss  Company,  owner — electro¬ 
static  hand  gun. 


215-68-SA 

APPLICANT — Addison  Products  Company,  owner — air 
conditioners. 


586-69-SA 

APPLICANT — Stein  Hall  and  Company,  Inc.,  owner — 
pilot  coater/laminator. 


697-69-SM 

APPLICANT — Pennsylvania  Perlite  Corporation,  owner — 
plaster  aggregate. 


728-69-A 

APPLICANT — Hector  Ferreras  for  Olga  Fama,  owner. 

SUBJECT — Application  December  12,  1969 — filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 255  Cambridge  Avenue,  east 
side,  420  feet  south  of  Auburn  Avenue,  Block  1524,  Lot  20, 
Westerleigh,  Borough  of  Richmond. 


730-69-A 

APPLICANT — Frank  A.  Vaccaro  for  Mr.  and  Mrs.  Joseph 
Joura,  owner. 

SUBJECT — Application  December  12,  1969 — filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 5442  Arthur  Kill  Road,  south 
side,  103.35  feet  west  of  Main  Street,  Block  8028,  Lot  45, 
Tottenville,  Borough  of  Richmond. 


732-69-A 

APPLICANT — Frank  A.  Vaccaro  for  Mike  Paternostro, 
owner. 

SUBJECT — Application  December  12,  1969 — filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 8  Whitaker  Place,  south  side, 
52.42  feet  east  of  Richmond  Road,  Block  3288,  Lot  7,  Old 
Town,  Borough  of  Richmond. 


737-69-A 

APPLICANT — Charles  M.  Spindler  for  Paru  Realty  Cor¬ 
poration  c/o  Williams  and  Company,  Corporation,  owner. 


SUBJECT — Application  December  12,  1969 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  elevator  in  readiness. 
PREMISES  AFFECTED — 40-42  West  37th  Street,  south 
side,  330  feet  east  of  Avenue  of  the  Americas,  Block  838, 
Lot  72,  Borough  of  Manhattan. 


739-69-A 

APPLICANT — Charles  Spindler  for  More-Plan,  Incorpo¬ 
rated,  owner. 

SUBJECT — Application  December  16,  1969 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  elevators  in  readiness. 
PREMISES  AFFECTED— 31  to  37  West  27th  Street 
,  north  side,  137  feet  7J4  inches  west  of  Broadway,  Block 
829,  Lot  16,  Borough  of  Manhattan. 

M.  MILTON  GLASS,  Chairman 


FEBRUARY  17,  1970,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  February  17,  1970,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

657-54-BZ 

APPLICANT — Robert  Gottlieb  for  Webster  Auto  Parts, 
Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  March  30, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7f  and  7i  of  the 
Zoning  Resolution,  permitting  in  a  business  use  district, 
the  premises  to  be  occupied  as  a  garage,  gasoline  service 
station  and  repair  shop. 

PREMISES  AFFECTED— 1363-1383  Webster  Avenue, 
west  side,  647.4  feet  north  of  East  169th  Street,  Block 
2887,  Lot  157,  Borough  of  The  Bronx. 


93-69-BZ 

APPLICANT — Julian  Roth  of  Emery  Roth  and  Sons  for 
Flatbush  Avenue,  Inc.,  and  Avenue  U,  Inc.,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution  as  to  the  term  of  the  variance — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition,  under  Section  73-49  of  the  Zoning  Resolution, 
to  permit  in  an  M3-1  district,  at  a  proposed  shopping  cen¬ 
ter,  the  addition  to  the  uses  to  include  roof  parking. 

PREMISES  AFFECTED— 2483-2571  Flatbush  Avenue, 
5102-5430  Avenue  U,  southeast  corner,  Block  8470,  part 
of  Lot  1,  Lots  54,  55,  62,  99,  Borough  of  Brooklyn. 


816-53-BZ — Vol.  II 

APPLICANT — Arthur  J.  McGee  by  Joseph  P.  Morsellino 
for  Weis  Volkswagen  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  November 
24,  1969 — decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition,  under  Sections  7e  and  7h 
of  the  Zoning  Resolution,  permitting  in  a  local  retail 
and  residence  use,  D  and  E-l  area  districts,  the  addition 
of  Lot  60  for  use  for  parking  of  more  than  five  motor 
vehicles  for  patrons  and  employees  and  for  this  display  for 
sale  of  more  than  five  motor  vehicles  in  conjunction  with 
the  automatic  showroom,  motor  vehicle  repair  shop  and 
storage  garage. 

PREMISES  AFFECTED — 218-25  Hempstead  Avenue, 
north  side,  182.25  feet  east  of  218th  Street,  Block  10766, 
Lot  53,  Queens  Village,  Borough  of  Queens. 
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146-69-B  Z 

APPLICANT — Arthur  J.  McGee  for  Sunshine  Coal  and 
Fuel  Oil  Company,  Incorporated,  owner. 

SUBJECT— Application  March  25,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  at  an  exist¬ 
ing  coal  yard  previously  before  the  Board,  the  installation 
of  fuel  oil  storage  tanks  and  the  erection  of  a  two  story 
service  and  office  building. 

PREMISES  AFFECTED— 222-01  141st  Avenue,  north 
side,  394.57  feet  east  of  219th  Street,  Block  13143,  Lots  81, 
85,  100,  Springfield  Gardens,  Borough  of  Queens. 


676-69-A 

APPLICANT — Arthur  J.  McGee  for  Sunshine  Coal  and 
Fuel  Oil  Company,  owner. 

SUBJECT — Application  November  14,  1969 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  fuel  oil 
storage  tanks. 

PREMISES  AFFECTED— 222-01  141st  Avenue,  north 
side,  394.57  feet  east  of  219th  Street,  Block  13143,  Lots  81, 
85,  100,  Laurelton,  Borough  of  Queens. 


532-69-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Tzivyeh  Realty 
Corporation,  owner;  Country  Club  Nursing  Home,  lessee. 

SUBJECT — Application  September  10,  1969 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  Rl-2  district,  the  erec¬ 
tion  of  a  one  story  and  basement  enlargement  to  a  pro¬ 
prietary  nursing  home. 

PREMISES  AFFECTED— 3391  Country  Club  Road,  north 
side,  836.01  feet  east  of  Reed  Place,  Block  5409,  Lot  436, 
Borough  of  The  Bronx. 


636-69-BZ 

APPLICANT — Hurley,  Kearney  and  Lane  for  The  Roman 
Catholic  Church  of  the  Most  Precious  Blood,  owner. 

SUBJECT — Application  October  23,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection  of 
a  Church  that  encroaches  on  the  required  side  yard  and 
without  the  required  accessory  parking. 

PREMISES  AFFECTED — 2701  Bath  Avenue,  northeast 
corner  of  27th  Avenue,  Block  6885,  Lot  1,  Borough  of 
Brooklyn. 


exceeds  the  permitted  floor  area  ratio  and  lot  coverage 
and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 80  Washington  Square  East, 
northeast  corner  of  West  4th  Street,  Block  546,  Lots  1,  3,  5, 
8,  10,  11,  Borough  of  Manhattan. 


746-69-BZ 

APPLICANT — Atkin  and  Bassolino  for  Cardella  Bakery, 
owner;  Louis  Zamboli,  lessee. 

SUBJECT — Application  December  30,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  change  in 
occupancy  of  an  existing  one  story  building  from  a  store 
to  a  wholesale  establishment  with  showroom  and  office. 

PREMISES  AFFECTED — 925  Burke  Avenue,  northeast 
corner  of  Radcliff  Avenue,  Block  4609,  Lot  8,  Borough 
of  The  Bronx. 


247-69-BZ  ' 

APPLICANT — Leonard  Boxer  of  Olnick  and  Seltzer  for 
Deerealty  Corp.,  owner. 

SUBJECT  Application  May  6,  1969 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City  Char¬ 
ter,  to  permit  in  a  Cl-9  and  R7-2  district,  the  erection  of  a 
34  story  mixed  building  that  exceeds  the  permitted  floor 
area  ratio,  has.  less  than  the  required  lot  area  per  room  and 
with  commercial  occupancy  above  the  first  floor. 

PREMISES  AFFECTED— 560-576  Third  Avenue,  west 
side,  from  East  37th  Street  to  East  38th  Street,  158-166 
East  38th  Street,  159-163  East  37th  Street,  Block  893,  Lot 
41,  Borough  of  Manhattan. 

Laid  over  from  January  20,  1970,  for  continued  hear¬ 
ing  at  the  request  of  the  applicant  and  objectors. 

M.  MILTON  GLASS,  Chairman 


FEBRUARY  17,  1970,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  February  17,  1970,  at  2  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

3829-BZY — Vol.  VII — B.Q. — 128-19  22nd  Avenue,  N.B. 
8919-61. 


664-69-BZ 

APPLICANT — Jamaica  Water  Supply  Company,  owner. 

SUBJECT — Application  November  12,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  73-14  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Rl-2  district,  the  installa¬ 
tion  of  a  water  pumping  station. 

PREMISES  AFFECTED— 180-38  Grand  Central  Park¬ 
way,  south  side,  104.88  feet  west  of  Avon  Street,  Block 
9949,  Lot  60,  Jamaica,  Borough  of  Queens. 


4381-BZY — -Vol.  VII — B.Q. — 208-08  Bayside  Lane  (for¬ 
merly  162-15  Bayside  Lane),  N.B.  5925-61. 


3997-BZY — Vol.  VII — B.R. — 340  Hoyt  Avenue,  690  Cas- 
tleton  Avenue,  N.B.  3261-61. 


4277-BZY — Vol.  VII — B.R. — 67  Olympia  Avenue,  Alt. 


4323-BZY — Vol.  VII — B.B. — 2121  Bragg  Street,  N.B. 
1216-61. 


744-69-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  New  York  University,  owner. 

SUBJECT — Application  December  24,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-641 
of  the  Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  an  R7-2  district,  the  erection 
of  an  11  story  enlargement  to  a  university  structure  that 


2470-BZY — Vol.  VII — B.M. — 95  Attorney  Street,  N.B. 
180-61 


2471-BZY— Vol. 

47-61. 


2468- BZY— Vol. 

345-61. 


VII — B.M. — 617  East  6th  Street,  Alt. 
II — B.M. — 146-148  Ridge  Street,  N.B. 


il1* 

tar'*  «** 
tori# 

»'•  '  l" 

b  'H 
f  ijj 
»■  ‘jj 

Cl**  a* 


tr.  ni« 

ft 

«i 


£ 

l. 

*•-  1 

ti¬ 


ll 


&  ;a 

r  ■■  j 

) 

*»: ;  i> 
£■  » 

i  i ’ 


65 


CALENDAR 


2469-BZY — Vol.  VII— B.M.— 150-152  Ridge  Street,  N.B. 
346-61. 


2575-BZY — Vol.  VII — B.Bx. — 1184  Rhinelander  Avenue, 
N.B.  2742-61. 


2576-BZY — Vol.  VII — B.Bx. — 1188  Rhinelander  Avenue, 
N.B.  2741-61. 


2577-BZY— Vol.  VII— B.Bx.— 931-933  Morris  Park  Ave¬ 
nue,  N.B.  2854-61. 


61-BZY— Vol.  VI—  B.R.— 950  Clove  Road,  N.B.  3219-61. 


63-BZY— Vol.  VI— B.R.— 1020  Clove  Road,  N.B.  3221-61. 


64-BZY— Vol.  VI— B.R.— 1050  Clove  Road,  N.B.  3222-61. 


311-62-A— Vol.  II 

APPLICANT — R.  Jackson  Smith  for  Eggers  and  Smith 
for  New  York  University,  owner. 

SUBJECT — Application  reopened  as  Volume  II  December 
16,  1969 — appeal  from  a  decision  of  the  Fire  Commissioner, 
re-  Sprinkler  System. 

PREMISES  AFFECTED— 40-47  Washington  Square 
South,  bounded  by  West  3rd  Street,  Sullivan  Street  and 
McDougal  Street,  99-111  West  3rd  Street  and  136-146 
McDougal  Street,  Block  541,  Lot  1,  Borough  of  Manhat¬ 
tan. 


604-69-A 

APPLICANT — Frank  A.  Vaccaro  for  Regina  McIntyre 
Sullivan,  owner. 

SUBJECT — Application  October  20,  1969 — filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 110  Hughes  Avenue,  west  side, 
551  feet  north  of  Bloomfield  Avenue,  Block  1760,  Lot  168, 
Castleton  Corners,  Borough  of  Richmond. 


745-69-A 

APPLICANT — De  Rose  and  Cavalieri  for  Henry  Sauer, 
owner. 

SUBJECT — Application  December  30,  1969 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  frame  building, 
extension  of  commercial  use. 

PREMISES  AFFECTED — 1337  Webster  Avenue,  west 
side,  342.49  feet  north  of  169th  Street,  Block  2887,  Lot 
172,  Borough  of  The  Bronx. 


1-70-A 

APPLICANT — Leonard  F.  Rothkrug  for  Susan  Bussie, 
owner. 

SUBJECT — Application  January  2,  1970  — review  of  a  de¬ 
cision  of  the  Borough  Superintendent  re-  curb  cuts  and 
parking  lot  for  commercial  vehicles  storage. 

PREMISES  AFFECTED — 2415  Albemarle  Road,  north 
side,  338  feet  10  inches  east  of  Bedford  Avenue,  Block 
5110,  Lots  69,  70,  75  and  91,  Borough  of  Brooklyn. 


35-70-A 

APPLICANT — Harold  E.  Diamond  for  Enterprises  of  Hi- 
Art,  owner. 

SUBJECT — Application  January  13,  1970 — filed  pursuant 
to  Section  36  General  City  Law  re-  erection  of  building 
not  fronting  on  legal  street. 


PREMISES  AFFECTED — 294  Maybury  Avenue,  south 
side,  212.17  feet  east  of  Great  Kills  Road,  Block  5130,  Lot 
18,  Great  Kills,  Borough  of  Richmond. 

M.  MILTON  GLASS,  Chairman 


FEBRUARY  25,  1970,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  morning,  February  25,  1970,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

18-69-BZ— Vol.  II 

APPLICANT — Buckley  and  Kisseloff  for  Emalie  Heckard, 
owner;  Chemical  Bank,  Trustee. 

SUBJECT — Application  reopened  January  6,  1970  as  Vol¬ 
ume  II — decision  of  the  Borough  Superintendent,  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a 
C5-3  district,  on  a  plot  previously  before  the  Board,  the 
erection  of  a  32  story  office  building  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  encroaches  on  the  initial  setback, 
exceeds  the  permitted  tower  coverage  and  without  the  re¬ 
quired  loading  berth. 

PREMISES  AFFECTED — 489  Fifth  Avenue,  east  side, 
73  feet  south  of  East  42nd  Street,  12  East  42nd  Street, 
Block  1276,  Lots  4  and  68,  Borough  of  Manhattan. 


411-69-BZ— Vol.  II 

APPLICANT— Albert  J.  Mario  for  North  Star  Homes, 
Incorporated,  owner. 

SUBJECT — Application  reopened  January  6,  1970  as  Vol¬ 
ume  II — decision  of  the  Borough  Superintendent,  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
R3-2  district,  the  erection  of  a  one  story  and  mezzanine 
building  for  use  as  a  warehouse  with  accessory  offices, 
loading  and  parking. 

PREMISES  AFFECTED— 120-40  to  120-60  168th  Street, 
northwest  corner  of  Baisley  Boulevard,  Block  12383,  Lot 
17,  Jamaica,  Borough  of  Queens. 


539-69-BZ 

APPLICANT — Edwin  Storch  for  Sanford  Finkelstein  and 
Elliot  Finkelstein,  owners. 

SUBJECT — Application  September  15,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  and  Section  666  of  the  City  Charter 
Law  to  permit  in  an  R5  district,  the  erection  of  a  two 
story  enlargement  to  an  existing  warehouse  with  acces¬ 
sory  offices. 

PREMISES  AFFECTED— 37-42  58th  Street,  west  side, 
137  feet  north  of  38th  Avenue,  Block  1212,  Lots  32,  35, 
Woodside,  Borough  of  Queens. 


648-69-BZ 

APPLICANT — Savignano,  Strange  and  Vella  for  Frank 
Napodano,  owner;  Gene  LaBella  Memorial  Chapel,  Incor¬ 
porated,  Lessee. 

SUBJECT — Application  October  31,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  73-27  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  district,  the  conversion 
of  an  existing  automotive  service  station  and  factory  to 
a  funeral  establishment  without  the  required  loading  berth. 

PREMISES  AFFECTED— 7402  to  7408  18th  Avenue, 
southwest  corner  of  74th  Street,  Block  6215,  Lots  41  and 
43,  Borough  of  Brooklyn. 


66 


CALENDAR 


6S6-69-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Charles  LaBella 
d/b/a  LaBella  Funeral  Home,  owner. 

SUBJECT— Application  November  6,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  construction 
of  an  off-site  accessory  parking  facility  for  a  funeral  estab¬ 
lishment. 

PREMISES  AFFECTED — 2617  to  2623  Harway  Avenue, 
208  to  218  Bay  43rd  Street,  northwest  corner,  Block  6897, 
Lots  1  and  2,  Borough  of  Brooklyn. 


719-69-BZ 

APPLICANT — La  Tourette  Heights,  Incorporated  for 
Lawrence  Cohen,  owner. 

SUBJECT — Application  December  11,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  73-14  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  installa¬ 
tion  of  a  sewage  pumping  station. 

PREMISES  AFFECTED — 20  Westport  Street,  south  side, 
2.65  feet  east  of  Barnes  Avenue,  Block  2410,  Lot  80, 
Richmond,  Borough  of  Richmond. 

M.  MILTON  GLASS,  Chairman 


FEBRUARY  25,  1970,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  afternoon,  February  25,  1970,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  10013,  N.  Y.,  on  the 
following  matters : 

523-69-A 

APPLICANT — Hayward  F.  Manice  for  St.  Vincent’s  Medi¬ 
cal  Center,  owner. 

SUBJECT — Application  September  5,  1969 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system  and  Appeal  from  a  decision  of  the  Bor¬ 
ough  Superintendent  re-  egress,  door,  stairs  etc. 
PREMISES  AFFECTED — 355  Bard  Avenue,  681  Castleton 
Avenue,  northeast  corner,  Block  102,  Lot  1,  West  New 
Brighton,  Borough  of  Richmond. 


688-69-A 

APPLICANT — The  Polish  National  Home  of  The  City  of 
New  York,  Incorporated,  owner. 

SUBJECT  Application  November  21,  1969 — Appeal  from 


an  order  and  a  decision  of  the  Fire  Commissioner  re- 
Sprinkler  System. 

PREMISES  AFFECTED— 21-25  St.  Mark’s  Place,  north 
side,  225  feet  east  of  Third  Avenue,  Block  464,  Lot  48, 
Borough  of  Manhattan. 

741-69-A 

APPLICANT — Proctor  and  Gamble  Manufacturing  Com¬ 
pany,  owner. 

SUBJECT — Application  December  23,  1969 — Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  new  smoking 
area,  2-relocation  of  existing  smoking  area. 

PREMISES  AFFECTED — 3636  Richmond  Terrace,  south 
east  corner  of  Western  Avenue,  Block  1338,  Lot  1,  Port 
Ivory,  Borough  of  Richmond. 

24-70-A  ~ 

APPLICANT — Schalk  Chemicals,  Incorporated  for  BFC 
Division  of  Essex  Chemical  Corporation,  owner. 

SUBJECT — Application  January  22,  1970 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of  flam¬ 
mable  mixture  known  as  Speed  Demon  Panel  and  Con¬ 
struction  Adhesive  in  1/10  gallon  foil  lined  Chemtest 
cartridge  without  a  replaceable  top  or  cap  not  in  compli¬ 
ance  with  regulations  of  the  Administrative  Code  of  New 
York  City. 

34-70-A 

APPLICANT — Frank  A.  Vaccaro  for  Alfonso  Bocchino, 
owner. 

SUBJECT — Application  January  13,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  class  4,  frame 
dwelling,  height. 

PREMISES  AFFECTED — 791  Hylan  Boulevard,  west  side, 
546.08  feet  south  of  Roderick  Avenue,  Block  3040,  Lot 
115,  Grasmere,  Borough  of  Richmond. 

41-70-A 

APPLICANT — Greyhound  Lines,  Incorporated,  owner. 

SUBJECT — Application  January  15,  1970 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Fire  Standpipe 
System. 

PREMISES  AFFECTED — 601-659  West  40th  Street,  east 
side  of  12th  Avenue,  Entire  Block,  525-531  11th  Avenue. 
12th  Avenue,  480-494,  600-660  West  41st  Street,  Block 
1088,  Lot  1,  Borough  of  Manhattan. 

M.  MILTON  GLASS,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  JANUARY  20,  1970—10  A.  M. 

Present :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 


The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  afternoon  January  6,  1970,  were  ap¬ 
proved  as  printed  in  the  Bulletin  of  January  15,  1970,  Vol.  55. 
Nos.  1  through  3. 


896-68-A 

APPLICANT — Philip  P.  Agusta  for  Bay  Ridge  Day 
Nursery,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — Appeal  from  a  decision  of  the 
Borough  Superintendent  re-  Class  3  and  4  construction — 
accessory  office  and  washing  room  for  day  nursery  school, 
previously  granted  on  condition. 

PREMISES  AFFECTED — 314-318  44th  Street,  southeast 
corner  of  3rd  Avenue,  Block  737,  Lot  14,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
February  18,  1969,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  February 
18,  1969,  by  adding  thereto : 

“that  the  premises  shall  substantially  comply  with  re¬ 
vised  drawings  of  proposed  conditions  marked  ‘Received 
December  5,  1969’,  two  sheets  and  ‘Received  January 
16,  1970’,  two  sheets,  on  condition  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects.”  (Alt.  1073-68) 


207-44-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti  for 
Sadie  Singer,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  February  9, 
1970 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  7e  of  the  Zoning 
Resolution,  permitting  in  a  business  use  district,  the  con¬ 
version  of  occupancy  of  a  building  legally  occupied  as  a 
private  garage  for  five  motor  trucks  to  a  junk  shop. 

PREMISES  AFFECTED — 113  Kingsland  Avenue,  west 
side,  25  feet  south  of  Herbert  Street,  Block  2833,  Lot  8, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 


THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
October  17,  1944,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  January  20,  1970,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
17,  1944,  as  amended  through  February  9,  1965,  only  as  to 
the  term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read: 

“granted  for  a  term  of  five  years  from  February  9,  1970, 
to  permit  .  .  . ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects;  and  that  a  new  Certificate  of  Occupancy  shall  be 
obtained.”  (Alt.  656-44) 


678-58-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Anna  Cara,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
request  to  waive  the  rules  of  procedure  and  extension  of 
term  of  variance  which  expired  June  23,  1969 — decision  of 
the  Borough  Superintendent;  previously  granted  on  condi¬ 
tion,  under  Section  7h  of  the  Zoning  Resolution,  permitting 
in  a  residence  use  district,  the  storage  of  motor  vehicles 
of  the  pleasure  car  type. 

PREMISES  AFFECTED — 182-188  Clermont  Avenue,  west 
side,  152  feet  7  inches  north  of  Willoughby  Avenue,  Block 
2074,  Lot  41,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
April  14,  1959,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  January  20,  1970,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  April  14,  1959,  as  amended  through 
June  23,  1964,  only  as  to  the  term  of  the  variance,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  five  years  from  June  23,  1969,  to 
permit  .  .  .;  on  condition  that  the  fences  be  made  to 
comply  with  Section  25-66  of  the  Zoning  Resolution; 
that  paving  and  bumpers  comply  with  the  rules  and 
regulations  of  the  Department  of  Buildings;  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 
be  complied  with  in  all  respects ;  and  that  a  new  Certifi¬ 
cate  of  Occupancy  shall  be  obtained”.  (Alt.  3749-58) 


441-59-BZ 

APPLICANT— Lama,  Proskauer,  Prober  and  Vassalotti 
for  Sherman  Firsty,  owner. 
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SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  S, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the  erec¬ 
tion  and  maintenance  of  a  non-transient  parking  lot  for 
pleasure-type  vehicles  only,  for  a  temporary  term  of  ten 
years. 

PREMISES  AFFECTED — 25  West  174th  Street,  north¬ 
west  corner  of  Davidson  Avenue,  Block  2867,  Lot  1,  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
January  5,  1960,  on  certain  conditions ;  and 

W hereas,  a  public  hearing  was  held  on  this  application  on 
January  20,  1970,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
5,  1960,  only  as  to  the  term  of  variance,  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  five  years  from  January  5,  1970, 
to  permit  .  .  .;  on  condition  that  the  fences  along  the 
building  lines  be  made  to  comply  with  Section  25-66  of 
the  Zoning  Resolution;  that  similar  fences  be  installed 
along  the  interior  lot  lines  where  adjoining  buildings  do 
not  occur ;  that  paving  and  bumpers  comply  with  the 
rules  and  regulations  of  the  Department  of  Buildings; 
that  other  than  as  herein  amended  the  resolution  above 
cited  shall  be  complied  with  in  all  respects;  and  that  a 
new  Certificate  of  Occupancy  shall  be  obtained.”  (Alt. 


679-65-BZ 

APPLICANT  Millard  Bresin  for  Howard  Otway,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  November 
20,  1969 — decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition,  under  Section  73-20  of  the 
Zoning  Resolution,  to  permit  in  a  Cl -5  district,  in  an 
existing  four  story  and  basement  building,  the  change  in 
use  of  the  basement  clubroom  to  theatre. 

PREMISES  AFFECTED — 78-80  St.  Marks  Place,  south 
side  50  feet  west  of  First  Avenue,  Block  449,  Lots  28  and 
29,  Borough  of  Manhattan. 


Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  May  20,  1969.  and 
Whereas, _  the  applicant  requested  a  further  extension  of 
time  to  obtain  a  certificate  of  occupancy. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  9,  1965,  as  amended  through  May  20,  1969,  only  as  to 
the  time  to  obtain  a  Certificate  of  Occupancy,  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

“that  a  Certificate  of  Occupancy  shall  be  obtained  within 
six  months  from  the  date  of  this  amended  resolution.” 
(Alt.  1425-64) 


1217-66-BZ 


■APPLICANT  Atkin  and  Bassolino  for  BP  Oil  Corpora¬ 
tion,  owner. 


SUBJECT  Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  December  12, 
1969  decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  73-211  and  73-212  of 
the  Zoning  Resolution,  permitting  in  a  C2-1  district,  the 
erection  of  an  automotive  service  station  with  accessory 
uses  and  accessory  signs. 


PREMISES  AFFECTED — 1915  Bruckner  Boulevard, 
northwest  corner  of  Virginia  Avenue,  Block  3733,  Lots  69, 
70,  71  and  72,  Borough  of  The  Bronx. 


APPEARANCES— 

For  Applicant:  Harry  Atkin. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 


THE  VOTE— 


Affiimativej  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative :  . "  ] 

THE  RESOLUTION— 


Whereas  this  application  was  granted  by  the  Board  on 
December  12,  1967,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  January  21,  1969,  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  12,  1967,  as  amended  through  January  21,  1969,  only  as 
to  the  time  to  complete  the  work,  so  that  as  amended  this 
portion  of  the  resolution  shall  read  • 


that  substantial  construction  shall  be  completed  within 
one  year  from  December  12,  1969,  on  condition  that  no 
iurther  extension  of  time  will  be  considered  by  the 
Board,”  (N.B.  693-66) 


354-68-BZ 


APPEARANCES— 

For  Applicant:  Millard  Bresin. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
obtain  Certificate  of  Occupancy  extended. 

THE  VOTE— 


Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madgan  and 

Commissoner  Nolan  . 

Negative:  . 


5 

0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  9,  1965,  on  certain  conditions;  and 


APPLICANT  Morton  S.  Cahn  for  Leo  Liebowitz,  owner. 

SUBJECT  Application  for  consideration — reopening  for 
in!nnsljn  —  ^me  t0  comPLte  which  expired  November  13, 
1  ^  decision  of  the  Borough  Superintendent;  previously 
granted,  on  condition,  under  Section  72-21  of  the  Zoning 
esolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
one  story  building  as  an  eating  and  drinking  establishment 
with  accessory  parking  in  the  open  area. 

PREMISES  AFFECTED— 122-10  to  122-1 8 A  New  York 
Boulevard,  southwest  corner  of  122nd  Avenue  Block 
12256,  Lot  12,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Morton  S.  Cahn. 
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ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  13,  1968,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  13,  1968  only  as  to  the  time  to  complete  the  work,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  November  13,  1969.”  (N.B.  477-68) 


559-68-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Mobil  Oil  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
request  to  waive  the  rules  of  procedure  and  extension  of 
time  to  complete  which  expired  November  13,  1969 — deci¬ 
sion  of  the  Borough  Superintendent;  previously  granted 
on  condition,  under  Sections  73-211  and  73-212  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  district,  the  recon¬ 
struction  of  an  automotive  service  station  with  accessory 
uses,  previously  before  the  Board. 

PREMISES  AFFECTED— 112-45  to  112-57  (112-47  offi¬ 
cial)  Northern  Boulevard,  112-70  to  112-78  Astoria  Boule¬ 
vard,  northwest  corner,  Block  1707,  Lot  19,  Corona,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  time  to  complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
November  13,  1968,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  November  13,  1968,  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  November  13,  1969.”  (N.B.  893-68) 


700-68-BZ 

APPLICANT — Larry  Meltzer  for  Humble  Oil  and  Refining 
Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition,  under  Section 
11-412  of  the  Zoning  Resolution,  to  permit  in  an  Rl-2  dis¬ 
trict,  the  reconstruction  of  an  automotive  service  station 
writh  accessory  uses;  previously  before  the  Board. 


PREMISES  AFFECTED— 232-06  to  232-20  Northern 
Boulevard  (45-02  to  45-08  23rd  Street)  southwest  corner, 
Block  8165,  Lot  25,  Douglaston,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Larry  Meltzer. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
December  3,  1968,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  3,  1968,  by  adding  thereto: 

“that  this  automotive  service  station  shall  substantially 
conform  to  revised  drawing  of  proposed  conditions 
marked  ‘Received  December  17,  1969’,  one  sheet,  on  con¬ 
dition  that  other  than  as  herein  amended  the  resolution 
above  cited  shall  be  complied  with  in  all  respects.”  (Alt. 
1460-67) 


706-68-BZ 

APPLICANT — Buckley  and  Ivisseloff  for  Greenwich 
Savings  Bank,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  14, 
1970 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C5-2  and  C6-6  district,  the 
erection  of  a  32  story  commercial  building  that  encroaches 
on  the  required  tower  area  and  tower  setback. 

PREMISES  AFFECTED — 944-948  3rd  Avenue,  156  to  164 
East  57th  Street,  southwest  corner,  155  to  163  East  56th 
Street,  Block  1311,  Lots  29,  38,  40  and  41,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
January  14,  1969,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
14,  1969  only  as  to  the  time  to  complete  the  work,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  January  14,  1970.”  (N.  B.  58-68) 


1091-67-BZ — Vol.  II 

APPLICANT — Leonard  F.  Rothkrug  for  Erich  Korn, 
owner;  Fred  M.  Velepec  Company,  Inc.,  lessee. 
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SUBJECT — Application  for  consideration — reopening-  as 
Vol.  11  subject  to  regular  procedure — decision  of  the  Bor¬ 
ough  Superintendent ;  previously  denied,  under  Section 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  dis¬ 
trict,  in  an  existing  one  story  building  occupied  as  a  dress¬ 
making  shop,  clothes  pressing,  office  and  accessory  stor¬ 
age,  the  addition  to  the  uses  to  include  the  manufacture  of 
clothing. 

PREMISES  AbFECTED — 71-72  70th  Street,  west  side, 
115.71  feet  north  of  Myrtle  Avenue,  Block  3685,  Lot  46, 
Glendale,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  as  Vol.  II, 
subject  to  the  regular  procedure. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  V  ice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


894-68-BZ— Vol.  II 

APPLICANT— Frederick  A.  Ketcher  for  Jack  Starr, 
owner. 

SUBJECT — Application  for  consideration — reopening  as 
Vol.  II  subject  to  regular  procedure— decision  of  the  Bor¬ 
ough  Superintendent;  previously  denied  under  Section 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  R6  district, 
on  a  plot  presently  occupied  as  a  public  parking  lot,  the 
erection  of  a  one  story  drive-in  refreshment  stand  with 
accessory  parking  in  the  open  area. 

PREMISES  AFFECTED — 2477  Crotona  Avenue,  710  East 
189th  Street,  southwest  corner,  Block  3105,  Lot  26,  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Frederick  A.  Ketcher. 

ACTION  OF  BOARD — Application  reopened  as  Vol.  II, 
subject  to  the  regular  procedure. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  . . .  0 


247-69-BZ 

APPLICANT— Leonard  Boxer  of  Olnick  and  Seltzer  for 
Decrealty  Corp.,  owner. 

SUBJECT— Application  May  6,  1969— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City  Char¬ 
ter,  to  permit  in  a  Cl -9  and  R7-2  district,  the  erection  of  a 
34  story  mixed  building  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  lot  area  per  room  and 
with  commercial  occupancy  above  the  first  floor 

PREMISES  AFFECTED — 560-576  Third  Avenue,  west 
side,  from  East  37th  Street  to  East  38th  Street,  158-166 
East  38th  Street,  159-163  East  37th  Street,  Block  893,  Lot 
41,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Leonard  Boxer. 

For  Opposition:  Richard  L.  Lang,  Merrill  Sindler  and 
Edward  G.  Bernard. 

For  Administration :  Mark  A.  Levine,  City  Planning 
Commission. 


AC  I  ION  OF  BOARD — Laid  over  to  February  17,  1970, 
at  10  A.M.  for  continued  hearing  at  the  request  of  the  appli¬ 
cant  and  objectors. 


470-69-BZ 

APPLICANT — Andrew  Di  Camillo  for  Ricosam  Realty 
Corporation,  owner. 

SUBJECT— Application  August  7,  1969— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  district,  in  an  existing 
two  story  building,  the  erection  of  an  enlargement  to  the 
first  floor  store  that  increases  the  degree  of  non-compliance 
in  floor  area  ratio. 

I  REMISES  AFFECTED — 7112  13th  Avenue,  west  side, 
80  feet  north  of  72nd  Street,  Block  6177,  Lot  43,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Frank  Sellitto. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  January  27,  1970,  at 
10  A.M.  for  decision;  hearing  closed.  Applicant  to  submit 
revised  drawings  by  January  23,  1970. 


558-69-BZ 

APPLICANT — Joseph  De  Chiara  for  Jaabpon  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Application  September  26,  1969— decision  of  the 
Borough  Superintendent,  under  Sections  73-44  and  73-48 
of  the  Zoning  _  Resolution,  to  permit  in  a  C4-1  and  C8-1 
district,  in  conjunction  with  the  construction  of  a  shopping 
center,  the  reduction  in  the  number  of  accessory  parking 
spaces  and  the  increase  in  the  size  of  the  group  parking 
area. 

PREMISES  AFFECTED — 2875  Richmond  Avenue,  east 
side,  from  Yukon  to  Independence  Avenue,  Block  2460, 
Lot  98,  New  Springville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Joseph  De  Chiara  and  Ferdinand  Inno- 
centi. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  3,  1970,  at 
10  A.M.  for  continued  hearing;  applicant  to  file  additional 
information  and  revised  drawings ;  previously  inspected. 


584-69-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Alexander  Muss 
345  Company  (contract  vendee),  owner. 

SUBJECT— Application  October  8,  1969— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City  Charter 
to  permit  in  a  C6-4  district,  the  erection  of  a  32  story 
office  building  that  exceeds  the  permitted  floor  area  ratio, 
encroaches  on  the  required  tower  area  and  tower  setback 
PREMISES  AFFECTED — 339-347  Broadway,  86-96 

Leonard  Street,  southwest  corner,  Block  173,  Lots  23  24 
27,  30,  31,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff. 

For  Opposition:  None. 

For  Administration:  Mark  A.  Levine,  City  Planning 
Commission. 

ACTION  OF  BOARD — Laid  over  to  February  10,  1970,  at 
10  A.M.  for  continued  hearing  at  the  request  of  the 
applicant. 
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585-69-BZ 

APPLICANT — Ingram  S.  Carner  for  Nemet  International, 
Incorporated,  owner. 

SUBJECT — Application  October  9,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  73-50  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-1  district,  the  erection 
of  a  two  story  enlargement  to  an  automotive  sales  and 
service  establishment  that  encroaches  on  the  rear  yard 
along  a  district  boundary. 

PREMISES  AFFECTED— 153-03  Hillside  Avenue,  north 
side,  367.19  feet  west  of  Parsons  Boulevard,  Block  9706, 
Lots  69,  72  and  75,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Ingram  S.  Carner  and  Thomas  Nemet. 
For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  January  27,  1970,  at 
10  A.M.  for  decision;  applicant  to  file  revised  drawings; 
previously  inspected;  hearing  closed. 


590-69-BZ 

APPLICANT — Charles  F.  Murphy  for  James  Bergen, 
owner. 

SUBJECT — Application  October  10,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection 
of  a  one  story  building  for  use  as  a  contractors  establish¬ 
ment. 

PREMISES  AFFECTED — 50-06  38th  Street,  southwest 
corner  of  Greenpoint  Avenue,  Block  234,  Lot  13,  Long 
Island  City,  Borough  of  Queens. 

APPEARANCES — For  Applicant:  Hugh  P.  Fox  and 
James  Bergen. 

For  Opposition:  Albert  McDonald,  Robert  F.  Farrell  and 
Gertrude  McDonald. 

ACTION  OF  BOARD — Laid  over  to  February  3,  1970,  at 
10  A.M.  for  applicant  to  submit  additional  information; 
continued  hearing;  previously  inspected. 


593-69-BZ 

APPLICANT — Charles  M.  Spindler  for  Mutual  Benefit 
Life  Insurance,  and  Carmine  J.  Panzera  Incorporated, 
owners;  Shell  Oil  Company,  lessee. 

SUBJECT — Application  October  15,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  and  73- 
11(g)  of  the  Zoning  Resolution,  to  permit  in  a  C2-2  dis¬ 
trict,  the  enlargement  in  lot  area  and  reconstruction  of  an 
automotive  service  station  with  accessory  uses  previously 
before  the  Board. 

PREMISES  AFFECTED — 108-13  Atlantic  Avenue,  north¬ 
east  corner  of  108th  Street,  Block  9315,  Lots  23,  29,  Rich¬ 
mond  Hill,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler,  Carmine  J.  Panzera, 
Elizabeth  Chiarello  and  Mrs.  C.  J.  Panzera. 

For  Opposition:  George  Fedorin  and  Mrs.  E.  Hartleb. 

ACTION  OF  BOARD — Laid  over  to  February  3,  1970,  at 
10  A.M.  for  continued  hearing;  applicant  to  file  amended 
drawings;  previously  inspected. 


605-69-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Cauldwell  Wingate  Company,  Incorporated, 
owner. 

SUBJECT — Application  October  16,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  73-482  and  73-49 


of  the  Zoning  Resolution,  to  permit  in  a  C6-7(T)  dis¬ 
trict,  at  an  existing  parking  facility,  the  addition  of  roof 
parking  and  the  increase  in  the  number  of  parking  spaces 
that  will  exceed  the  permitted  maximum. 

PREMISES  AFFECTED— 145-155  West  47th  Street,  north 
side,  240  feet  east  of  Broadway,  Block  1000,  Lot  11,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  January  27,  1970,  at 
10  A.M.  for  decision;  applicant  to  file  revised  drawings; 
previously  inspected;  hearing  closed. 


606-69-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Delma  Engineer¬ 
ing  Corporation,  owner. 

SUBJECT — Application  October  21,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-4  district,  in  conjunction 
with  the  construction  of  an  intermediate  floor,  the  change 
in  occupancy  from  theatre  to  an  apparel  manufacturing 
establishment. 

PREMISES  AFFECTED — 2345  Hughes  Avenue,  south¬ 
west  corner  of  East  186th  Street,  Block  3073,  Lot  20, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  February  3,  1970,  at 
10  A.M.  for  further  consideration;  continued  hearing; 
applicant  to  submit  additional  information  and  revised 
drawings ;  previously  inspected. 


857-68-BZ 

APPLICANT — DeZorett  and  Venner  for  Akiba  Really 
Corporation,  owner ;  Pemay,  Incorporated,  lessee. 
SUBJECT — Application  November  13,  1968 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  Ml-1  district,  the  omis¬ 
sion  of  the  required  accessory  parking  for  a  two  story 
enlargement  to  a  factory. 

PREMISES  AFFECTED — 2455  McDonald  Avenue,  south¬ 
east  corner  of  Avenue  W,  Block  7173,  Lot  1,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  James  J.  Di  Fiore. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan .  4 

Negative:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
February  25,  1969,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  March  11,  1969;  then  to  March  18, 
1969;  then  to  April  15,  1969;  then  to  June  3,  1969;  then  to 
December  9,  1969;  then  to  January  6,  1970;  then  to  January 
20,  1970;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  14,  1968,  acting  on  Alt.  Applic.  2358/1966, 
reads : 

“1.  The  proposed  enlargement  to  a  use  in  Use 
Group  17B,  without  providing  reauired  parking  is  con¬ 
trary  to  44-21  Zoning  Resolution.” 
and 
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I 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 

I  the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  prac¬ 
tical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 

»  under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  Ml-1  district,  the  omission  of  the  required  accessory  park¬ 
ing  for  a  two-story  enlargement  to  a  factory  on  condition 
that  all  work  shall  substantially  conform  to  drawings  filed 
with  this  application  and  marked  “Received  November  13, 
1968,”  five  sheets,  “December  31,  1969,”  three  sheets,  and 
“January  15,  1970,”  one  sheet;  on  further  condition  that  no 
part  of  trucks  using  the  existing  loading  dock  facing  Av¬ 
enue  W  shall  enrcoach  on  the  sidewalk  during  loading  or 
unloading  operations,  that  loading  and  unloading  operations 
be  limited  to  the  hours  of  7  A.M.  to  6  P.M.  on  weekdays, 
and  that  factory  work  be  limited  between  the  hours  of  8  A.M. 
and  6  P.M.  on  weekdays ;  that  all  laws,  rules  and  regulations 
applicable  shall  be  complied  with  and  that  substantial  con¬ 
struction  be  completed  within  one  year  from  the  date  of  this 
resolution. 


286-69-BZ 

APPLICANT — Arthur  J.  McGee  for  Jerry  Saffiotti,  owner, 
owner. 

»  SUBJECT — Application  May  16,  1969 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
two  story  multiple  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space 
ratio  lot  area  and  lot  area  per  room,  encroaches  on  the  re¬ 
quired  front  yard  and  with  accessory  parking  in  the  re¬ 
quired  open  space. 

PREMISES  AFFECTED— 157-18  .Willets  Pt.  Boulevard, 
south  side,  110.55  feet  west  of  Clintonville  Street,  Block 
4860,  Lot  10,  Whitestone,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


. . . •  •  •  • 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  21,  1969,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  November  12,  1969 ;  then  to  December 
2,^1969;  then  to  December  16,  1969;  then  to  January  13, 
1970;  then  to  January  20,  1970;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  8,  1969,  acting  on  N.B.  Applic.  170/1969,  reads : 

“1M.  Proposed  erection  of  a  multiple  dwelling  in  an 
R2  district  is  contrary  to  Sec.  23-12  Z.  R. 

2M.  Proposed  multiple  dwelling  located  in  an  R2 
district  exceeds  max.  F.  A.  R.  and  is  deficient  in  O.  S.  R. 
contrary  to  Sec.  23-142  Z.  R. 

3M.  Lot  area  per  dwelling  unit  contrary  to  Sec. 
23-223  Z.  R. 

4M.  Depth  of  rear  yard  contrary  to  Sec.  23-47  Z.  R. 

5M.  Accessory  parking  in  open  portion  of  lot  re¬ 
quired  to  be  left  open  contrary  to  Sec.  23-12  Z.  R. 


6M.  Lot  size  less  than  required  minimum  contrary 
to  Sec.  23-32  Z.  R. 

7M.  Front  yard  less  than  15'  contrary  to  Sec.  23-45 
Z.  R. 

8M.  Side  yards  less  than  8'  contrary  to  Sec.  26 

Subd.  6  M.  D.  L. 

9M.  Rear  yard  less  than  30'  contrary  to  Sec.  26 
Subd.  5  M.  D.  L. 

10M.  Size  of  parking  spaces  to  comply  with  Sec. 
25-62  Z.  R. 

11M.  Open  parking  on  side  yard  contrary  to  Sec. 
26  Subd.  8  &  Sec.  60  Subd.  4  M.  D.  L.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  ;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R-2  District  the  erection  of  a  two-story  multiple  dwelling 
that  exceeds  the  permitted  floor  area  ratio,  and  has  less  than 
the  required  open  space  ratio,  lot  area  and  lot  area  per  room, 
encroaches  the  required  front  yard  and  with  accessory  park¬ 
ing  in  the  required  open  space,  on  condition  that  all  work 
shall  substantially  conform  to  drawings  filed  with  this  appli¬ 
cation  marked  “Received  May  16,  1969,”  one  sheet,  “January 
9  1970,”  two  sheets,  and  “January  16,  1970,”  one  sheet,  that 
all  laws,  rules  and  regulations  applicable  shall  be  complied 
with  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 


362-69-A 


APPLICANT — Arthur  J.  McGee  for  Jerry  Saffiotti,  owner. 
SUBJECT  Application  June  18,  1969 — filed  pursuant  to 
Section  310  of  the  Multiple  Dwelling  Law  for  variance  of 
Section  26,  subd.  4,  5,  6  and  8  of  the  Multiple  Dwelling 
Law  re-  side  yards,  rear  yards,  open  parking  spaces,  etc. 
PREMISES  AFFECTED — 157-18  Willets  Pt.  Boulevard, 
south  side  110.55  feet  west  of  Clintonville  Street,  Block 
4860,  Lot  10,  Whitestone,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  . ’ . .  a 


THE  RESOLUTION— 


Y\  hereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  8,  1969  on  N.B.  Applic.  170-69,  reads: 

“8M— Side  yards  less  than  8'  contrary  to  Sec.  26  Subd.  6 
M.D.L. 


9M— Rear  yard  less  than  30'  contrary  to  Sec.  26  Subd.  5 
M.D.L. 

11M— Open  parking  in  side  yard  contrary  to  Sec.  26  Subd. 
8  and  Sec.  60  Subd.  4  M.D.L.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 


Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  May  8,  1969  acting  on  N.B.  Applic.  170-69,  Objec- 
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tion  No.  8M  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  310  of  the  Multiple  Dwelling 
Law,  and  that  the  appeal  be  and  it  hereby  is  granted,  on  con¬ 
dition  that  the  building  shall  substantially  comply  with  draw¬ 
ings  filed  with  Calendar  No.  286-69-BZ ;  on  further  condi¬ 
tion  that  the  terms  and  conditions  of  the  resolution  adopted 
this  day  under  said  calendar  number  be  complied  with. 


500-69-BZ 

APPLICANT — Arthur  J.  McGee  for  Bernard  McKeon, 
owner ;  Mi  Bohio,  Inc.,  lessee. 

SUBJECT — Application  August  28,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  district,  in  an  existing 
two  story  building,  the  addition  to  the  uses  of  the  first 
floor  restaurant  to  include  cabaret. 

PREMISES  AFFECTED — 92-11  Roosevelt  Avenue,  north 
side,  80  feet  east  of  92nd  Street,  Block  1480,  Lot  40, 
Jackson  Heights,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Marsellino. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  December  2,  1969,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  6,  1970;  then  to  January  20, 
1970;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  7,  1969,  acting  on  Alt.  Applic.  634/1969,  reads: 

“1.  Proposed  Cabaret  (U.  G.  12)  in  a  Cl-2  District 
is  contrary  to  Sect.  32-21  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a 
Cl-2  district,  in  an  existing  two-story  building,  the  addi¬ 
tion  to  the  uses  of  the  first  floor  restaurant  to  include  cabaret 
on  condition  that  all  work  shall  substantially  conform  to 
drawings  filed  with  this  application,  marked  “Received  Aug¬ 
ust  28,  1969,”  7  sheets;  “September  23,  1969,”  one  sheet; 
“October  21,  1969,”  one  sheet;  and  “January  19,  1970,”  two 
sheets ;  on  f  urther  condition  that  the  operation  of  the  prem¬ 
ises  be  limited  to  the  hours  between  4  P.M.  and  4  A.M., 
Mondays  through  Fridays  and  between  4  P.M.  and  3  A.M., 
Saturdays,  that  the  musical  entertainment  be  limited  to  four 
instruments,  one  of  which  may  be  a  percussion  type,  and 
one  vocalist,  that  dancing  be  restricted  to  patrons  only; 
that  all  laws,  rules  and  regulations  applicable  shall  be  com¬ 
plied  with  and  that  substantial  construction  should  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 

579-69-BZ 

APPLICANT — Charles  F.  Murphy  for  Pietro  Sudano, 
owner. 


SUBJECT — Application  October  8,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  building  material 
and  contractors  establishment. 

PREMISES  AFFECTED— 200-09  47th  Avenue,  north  side, 
63  feet  west  of  202nd  Street,  Block  5559,  Lot  105,  Bayside, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Hugh  P.  Fox. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  January  6,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  20,  1970;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  2,  1969,  acting  on  Alt.  Applic.  1128/1969, 
reads : 

“1.  Proposed  extension  of  Building  Materials  Sales, 
open  or  enclosed  (Use  Group  17)  in  an  R2  district  is 
contrary  to  Sec.  52-41  Z.R. 

2.  As  there  is  no  bulk  or  parking  rules  for  a  com¬ 
mercial  building  in  a  residence  district,  this  application 
is  referred  to  the  Board  of  Standards  and  Appeals.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practi¬ 
cal  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  R3-2  district,  the  erection  of  a  one-story  en¬ 
largement  to  an  existing  building  material  and  contractor’s 
establishment,  on  condition  that  all  the  work  shall  substan¬ 
tially  conform  to  drawings  filed  with  the  application  and 
marked  “Received  October  8,  1969”,  ten  sheets,  and  “Jan¬ 
uary  16,  1970’’,  4  sheets ;  that  all  laws,  rules  and  regulations 
applicable  shall  be  complied  with  and  that  substantial  con¬ 
struction  be  completed  within  one  year  from  the  date  of 
this  resolution. 

Adjourned:  11:40  A.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JANUARY  20,  1970,  2  P.M. 

Present :  Chairman  Glass,  Vice  Chairman  Becker, 

Commissioner  Klein  and  Commissioner  Nolan. 

502-69-A 

APPLICANT — Donald  B.  Johnson,  Project  for  Printing 
Developments,  Incorporated,  owner. 

SUBJECT — Application  August  29,  1969 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  Stencil  Remover  for  Pre-Coated 
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Negative  Lithengrave  Plates  in  one  gallon  glass  containers 
not  in  compliance  with  regulation  requirements  of  N.  Y.  C. 
Administrative  Code. 

APPEARANCES— 

For  Applicant:  Georges  E.  Tabet. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan .  4 

Negative:  .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
August  4,  1969,  on  Folder  #122-4030,  reads: 

“We  regret  to  inform  you  that  your  application  to 
register  your  product  Stencil  Remover  for  Pre-Coated 
Negative  Lithengrave  Plates,  a  Combustible  Mixture 
in  containers  as  follows:  one  (1)  Gallon  glass  is  Disap¬ 
proved.  Such  containers  are  not  in  compliance  with 
our  regulations  to  wit:  C.19-62.0.b  of  the  NYC  Ad¬ 
ministrative  Code  limits  glass  containers  for  combustible 
mixture  to  32  ounce  capacity.” 
and 

Whereas,  the  drawings  for  this  container  were  examined 
by  the  Board  and  it  was  determined  that  the  appeal  should  be 
granted  under  certain  conditions. 

Resolved ,  that  the  decision  of  the  Fire  Commissioner 
dated  August  4,  1969,  acting  on  Folder  #122-4030  be  and  it 
hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
grouted  oh  condition  that  the  container  shall  substantially 
comply  with  the  drawing  marked  “January  20,  1970”,  one 
sheet;  on  further  condition,  that  the  container  be  labeled 
to  the  satisfaction  of  the  Fire  Commissioner,  and  that  the 
product  to  be  used  in  this  size  container  be  limited  to  com¬ 
mercial  and  industrial  users;  that  all  applicable  laws,  rules 
and  regulations  be  complied  with. 


644-69-A 


APPLICANT  Margaret  Hamilton  for  Eylure  Company, 
Division  of  Neutrogena  Corporation,  owner. 

SUBJECT— Application  October  29,  1969— Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of  in¬ 
flammable  mixture  known  as  Eyelure  Gel  Nail  Polish 
Remover  containers  not  in  accordance  with  Fire  Depart¬ 
ment  Regulations. 


APPEARANCES— 

For  Applicant:  Edward  J.  O’Neill. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 


Affirmative  :  Chairman  Glass,  Vice  Chairman  Becker, 

Commissioner  Klein  and  Commissioner  Nolan  . 

Negative : . 

Absent :  Commissioner  Madigan  . 


4 

0 

1 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
November  10,  1969  on  Folder  #122-3821  I.  M.,  reads: 

“We  regret  to  inform  you  that  your  application  to  regis¬ 
ter  your  product  Eyelure  Gel  Nail  Polish  Remover 
(reformulated)  Flash  Point  90  degrees  F.  in  Container 
as  follows:  2  oz.  polyethylene  is  Disapproved.  Such 
containers  are  not  in  _  compliance  with  our  regulations 
to  wit:  F.P.  Directive  5-60  which  specifies  glass  or 
metal  containers  of  limited  capacities.” 
and 


Whereas,  the  drawings  and  sample  of  this  container  were 
examined  by  the  Board,  and  it  was  determined  that  the 
appeal  should  be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
November  10,  1969,  acting  on  Folder  No.  122-3821  I.  M.,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  container  shall  substantially 
comply  with  drawings  filed  with  this  application  dated  “Octo¬ 
ber  27,  1969,”  one  sheet;  on  further  condition  that  the  con¬ 
tainer  carry  labeling  to  the  satisfaction  of  the  Fire  Commis¬ 
sioner;  and  that  in  all  other  respects,  all  other  laws,  rules 
and  regulations  applicable  shall  be  complied  with. 


456-69-A 

APPLICANT— Stanley  Rapaport  for  Mortimer  Grunauer, 
owner. 

SUBJECT — Application  August  7,  1969 — filed  pursuant  to 
Section  34,  Sub.  6  of  the  Multiple  Dwelling  Law  re-  pro¬ 
posed  cellar  apartments. 

PREMISES  AFFECTED — 39  Fifth  Avenue,  east  side,  54.2 
feet  south  of  East  11th  Street,  Block  568,  Lot  4,  Borough 
of  Manhattan. 


APPEARANCES— 

For  Applicant:  Stanley  Rapaport. 

ACTION  OF  BOARD — Dismissed  for  lack  of  jurisdiction. 
THE  VOTE  TO  DISMISS  — 


Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 

Commissioner  Klein  and  Commissioner  Nolan  . 

Negative :  . 

Absent :  Commissioner  Madigan  . 


4 

0 

1 


594-69-A 

APPLICANT— Surrey  Karasik,  Greene  and  Seham  for 
E  and  M  Land  Corporation,  owner. 

SUBJECT — Application  October  16,  1969 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprinkler 
system. 

PREMISES  AFFECTED — 324  Canal  Street,  south  side, 
150  feet  west  of  Broadway,  Block  210,  Lot  10,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Max  Landau. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  February  3,  1970,  at 
2  P.M.  for  decision;  previously  inspected;  hearing  closed. 
Applicant  to  submit  revised  drawings. 

607- 69-A 

APPLICANT — Peter  W.  Diffendale  for  Anthony  Vavas, 
owner. 

SUBJECT — Application  October  21,  1969 — filed  pursuant  to 
Section  36  General  City  Law  re-  erection  of  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 244  Bayview  Avenue,  west  side, 
243.58  feet  north  of  Vail  Avenue,  Block  6742,  Lot  34, 
Princess  Bay,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Anthony  Vavas. 

ACTION  OF  BOARD — Laid  over  to  February  3,  1970,  at 
2  P.M.  for  continued  hearing;  applicant  to  file  revised 
drawings ;  previously  inspected. 

608- 69-A  ~~ 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 
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SUBJECT — Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 64  Brook  Avenue,  south  side, 
326.6  feet  east  of  Hylan  Boulevard,  Block  4728,  Lot  85, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  P.  Schaefer. 

For  Opposition:  Hugo  Vervuet. 

ACTION  OF  BOARD — Laid  over  to  February  3,  1970,  at 
2  P.M. ;  hearing  continued ;  applicant  to  furnish  information. 

609-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT— Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 72  Brook  Avenue,  south  side, 
400.40  feet  east  of  Hylan  Boulevard,  Block  4728,  Lot  88, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  P.  Schaefer. 

For  Opposition:  Hugo  Vervuet. 

ACTION  OF  BOARD — Laid  over  to  February  3,  1970,  at 
2  P.M. ;  hearing  continued;  applicant  to  furnish  informa¬ 
tion. 


6 10-69- A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  OFFECTED — 78  Brook  Avenue,  west  side, 
476.36  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  92, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  P.  Schaefer. 

For  Opposition:  Hugo  Vervuet 

ACTION  OF  BOARD — Laid  over  to  Feb.  3,  1970,  at  2  P.M., 
hearing  continued;  applicant  to  furnish  information. 


611- 69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 82  Brook  Avenue,  west  side, 
552.32  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  98, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  P.  Schaefer. 

For  Opposition  :  Hugo  Vervuet. 

ACTION  OF  BOARD — Laid  over  to  February  3,  1970,  at 
2  P.M.,  hearing  continued;  applicant  to  furnish  information. 

612- 69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 


PREMISES  AFFECTED — 88  Brook  Avenue,  west  side, 
602.48  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  101, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  P.  Schaefer. 

For  Opposition:  Hugo  Vervuet. 

ACTION  OF  BOARD— Laid  over  to  Feb.  3,  1970,  at  2  P.M., 
hearing  continued applicant  to  furnish  information. 


613-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 94  Brook  Avenue,  west  side, 
673.10  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  105, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  P.  Schaefer. 

For  Opposition:  Hugo  Vervuet. 

ACTION  OF  BOARD — Laid  over  to  February  3,  1970,  at 
2  P.M. ;  hearing  continued ;  applicant  to  furnish  informa¬ 
tion. 


614-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 130  Brook  Avenue,  west  side, 
1107.49  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  126, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  P.  Schaefer. 

For  Opposition:  Hugo  Vervuet. 

ACTION  OF  BOARD — Laid  over  to  February  3,  1970,  at 
2  P.M. ;  hearing  continued ;  applicant  to  furnish  information. 


615-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 136  Brook  Avenue,  west  side, 
1151.49  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  128, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  P.  Schaefer. 

For  Opposition:  Hugo  Vervuet. 

ACTION  OF  BOARD — Laid  over  to  February  3,  1970,  at 
2  P.M. ;  hearing  continued ;  applicant  to  furnish  information. 


616-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 144  Brook  Avenue,  west  side, 
1218.82  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  131, 
Oakwood.  Borough  of  Richmond. 
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APPEARANCES— 

For  Applicant:  Albert  P.  Schaefer. 

For  Opposition  :  Hugo  Vervuet. 

ACTION  OF  BOARD— Laid  over  to  Feb.  3,  1970,  at  2  P.M., 
hearing  continued;  applicant  to  furnish  information. 


617- 69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 100  Brook  Avenue,  west  side, 
757.18  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  107, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  P.  Schaefer. 

For  Opposition  :  Hugo  Vervuet. 

ACTION  OF  BOARD — Laid  over  to  Feb.  3,  1970,  at  2  P.M., 
hearing  continued;  applicant  to  furnish  information. 

618- 69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 104  Brook  Avenue,  west  side, 
810.97  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  109, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  P.  Schaefer. 

For  Opposition:  Hugo  Vervuet. 

ACTION  OF  BOARD — Laid  over  to  Feb.  3,  1970,  at  2  P.M., 
hearing  continued ;  applicant  to  furnish  information. 


619- 69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 108  Brook  Avenue,  west  side, 
864.75  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  112, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  P.  Schaefer. 

For  Opposition:  Hugo  Vervuet. 

ACTION  OF  BOARD — Laid  over  to  February  3,  1970,  at 
2  P.M. ;  hearing  continued ;  applicant  to  furnish  information. 

620- 69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 114  Brook  Avenue,  west  side, 
918.54  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  115, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  P.  Schaefer. 

For  Opposition:  Hugo  Vervuet. 


ACTION  OF  BOARD — Laid  over  to  February  3,  1970,  at 
2  P.M. ;  hearing  continued ;  applicant  to  furnish  information. 

62 1- 69- A  ' 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 118  Brook  Avenue,  west  side, 
972.33  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  118, 
Oakwood,  Borough  of  Richmond. 

APPEAR AN CES — 

For  Applicant:  Albert  P.  Schaefer. 

For  Opposition:  Hugo  Vervuet. 

ACTION  OF  BOARD — Laid  over  to  February  3,  1970,  at 
2  P.M. ;  hearing  continued ;  applicant  to  furnish  information. 

622- 69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969- — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 122  Brook  Avenue,  west  side, 
1026.12  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot 
121,  Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  P.  Schaefer. 

For  Opposition:  Hugo  Vervuet. 

ACTION  OF  BOARD — Laid  over  to  February  3,  1970,  at 
2  P.M. ;  hearing  continued ;  applicant  to  furnish  information. 

623- 69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development, 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 126  Brook  Avenue,  west  side, 
1066.82  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot 
123,  Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  P.  Schaefer. 

For  Opposition:  Hugo  Vervuet. 

ACTION  OF  BOARD — Laid  over  to  February  3,  1970,  at 
2  P.M. ;  hearing  continued ;  applicant  to  furnish  information. 

624- 69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development, 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 205  Malone  Avenue,  north  side, 
104  feet  east  of  Pendale  Street,  Block  4726,  Lot  9,  Oak- 
wood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  P.  Schaefer. 

For  Opposition:  Hugo  Vervuet. 

ACTION  OF  BOARD — Laid  over  to  February  3,  1970,  at 
2  P.M. ;  hearing  continued ;  applicant  to  furnish  information. 

625- 69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development, 
Corporation,  owner. 
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SUBJECT— Application  October  22,  1969— filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 201  Malone  Avenue,  north  side, 
60  feet  east  of  Pendale  Street,  Block  4726,  Lot  11,  Oak- 
wood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  P.  Schaefer. 

For  Opposition:  Hugo  Vervuet. 

ACTION  OF  BOARD — Laid  over  to  Feb.  3,  1970,  at  2 
P.M. ;  hearing  continued;  applicant  to  furnish  information. 


626-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 209  Malone  Avenue,  north  side, 
148  feet  east  of  Pendale  Street,  Block  4726,  Lot  6,  Oak- 
wood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  P.  Schaefer. 

For  Opposition:  Hugo  Vervuet. 

ACTION  OF  BOARD— Laid  over  to  Feb.  3,  1970,  at  2 
P.M. ;  hearing  continued;  applicant  to  furnish  information. 


627-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 215  Malone  Avenue,  north  side, 
192  feet  east  of  Pendal  Street,  Block  4726,  Lot  4,  Oak- 
wood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  P.  Schaefer. 

For  Opposition:  Hugo  Vervuet. 

ACTION  OF  BOARD — Laid  over  to  Feb.  3,  1970,  at  2 
P.M. ;  hearing  continued;  applicant  to  furnish  information. 


628-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 219  Malone  Avenue,  north  side, 
236  feet  east  of  Pendale  Street,  Block  4726,  Lot  1,  Oak- 
wood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  P.  Schaefer. 

For  Opposition :  Hugo  Vervuet. 

ACTION  OF  BOARD — Laid  over  to  Feb.  3,  1970,  at  2 
P.M. ;  hearing  continued;  applicant  to  furnish  information. 


629-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 


PREMISES  AFFECTED — 389  Montreal  Avenue,  northeast 
corner  of  Pendale  Street,  Block  4725,  Lot  19,  Oakwood, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  P.  Schaefer. 

For  Opposition  :  Hugo  Vervuet. 

ACTION  OF  BOARD— Laid  over  to  Feb.  3,  1970,  at  2 
P.M. ;  hearing  continued;  applicant  to  furnish  information. 


630-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 393  Montreal  Avenue,  north 
side,  30.96  feet  east  of  Pendale  Street,  Block  4725,  Lot  18, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  P.  Schaefer. 

For  Opposition:  Hugo  Vervuet. 

ACTION  OF  BOARD— Laid  over  to  Feb.  3,  1970,  at  2 
P.M. ;  hearing  continued ;  applicant  to  furnish  information. 


631-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 397  Montreal  Avenue,  north 
side,  61.92  feet  east  of  Pendale  Street,  Block  4725,  Lot  17, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  P.  Schaefer. 

For  Opposition:  Hugo  Vervuet. 

ACTION  OF  BOARD— Laid  over  to  Feb.  3,  1970,  at  2 
P.M. ;  hearing  continued ;  applicant  to  furnish  information. 


632-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 399  Montreal  Avenue,  north 
side,  92.08  feet  east  of  Pendale  Street,  Block  4725,  Lot  16, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  P.  Schaefer. 

For  Opposition:  Hugo  Vervuet. 

ACTION  OF  BOARD — Laid  over  to  Feb.  3,  1970,  at  2 
P.M. ;  hearing  continued ;  applicant  to  furnish  information. 


645-69-A 

APPLICANT — John  E.  Paggioli  for  Nicholas  A.  DiMarzio, 
owner. 

SUBJECT — Application  October  30,  1969 — filed  pursuant  to 
Section  36,  General  City  Law  re-  erection  of  building  not 
fronting  on  legal  street. 

PREMISES  AFFECTED — 20  Milburn  Street,  west  side, 
311.26  feet  north  of  Richmond  Road,  Block  950,  Lot  398, 
New  Dorp,  Borough  of  Richmond. 
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APPEARANCES— 

For  Applicant :  John  E.  Paggioli. 

ACTION  OF  BOARD — Laid  over  to  Feb.  25,  1970,  at  2 
P.M.,  for  continued  hearing.  Additional  information  to  be 
furnished  by  the  applicant. 

661-69-A 

APPLICANT— Aaron  N.  Kiff  of  Kiff,  Voss  and  Franklin — 
The  office  of  York  and  Sawyer  for  St.  Luke’s  Hospital, 
owner. 

SUBJECT— Application  October  29,  1969— Appeal  to  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  installation  of  Liquid 
Oxygen  Storage  tank  etc. 

PREMISES  AFFECTED— 411  West  113th  Street,  north 
side,  130  feet  3  inches  west  of  Morningside  Drive,  Block 
1866,  Part  of  Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Aaron  H.  Shopies,  Edward  V.  Franklin 
and  Ralph  E.  Williams. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  February  3,  1970,  at 
2  P.M.  for  decision;  applicant  to  file  drawings;  hearing 
closed. 

679-69-A 

APPLICANT — Leonard  F.  Rothkrug  for  Kings  Plaza 
Shopping  Center  of  Avenue  U,  Incorporated  and  Kings 
Plaza  Shopping  Center  of  Flatbush  Avenue,  Incorporated, 
owner. 

SUBJECT — Application  of  November  14,  1969 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  escalators. 
PREMISES  AFFECTED— 2483  to  2571  Flatbush  Avenue, 
5102  to  5130  Avenue  U,  southeast  corner,  Block  8470,  Part 
of  Lot  1,  Lots  54,  55,  62,  99,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug  and  Fred  Halden. 
For  Administration:  E.  Gross,  Dept,  of  Commerce. 

ACTION  OF  BOARD — Laid  over  to  Feb.  3,  1970,  at  2  P.M. 
for  consideration.  Applicant  to  submit  revised  drawings. 

Adjourned:  3:15  P.M. 

James  P.  Mulroy,  Secretary 


SPECIAL  MEETING 

FRIDAY  MORNING,  JANUARY  23,  1970—10  A.M. 

Present:  Chairman  Glass,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan. 

103-69-SM 

APPLICANT — Plastic  Pipe  Institute  for  U.  S.  Pipe  and 

Foundry  Co.,  Plastics  Division,  owner — plastic  pipe  and 

fittings. 

APPEARANCES— 

For  Applicant:  Thomas  F.  McCarthy,  Price  Clevenger, 
G.  R.  Munger,  Pipe  Institute ;  Edmund  Sadowski, 
Genova  Plastic  Pipe  and  Robert  Hadley,  Modular  Hous¬ 
ing  Ind. 

For  Opposition:  Joseph  S.  Naming,  Joseph  Cohen,  Sam 
M.  Brodsky,  Joint  Plumbing  Committee  and  George  G. 
Inglis. 

For  Administration:  Hyman  Gould,  Sr.  Inspector,  Dept, 
of  Buildings. 


ACTION  OF  BOARD — Laid  over  from  January  23,  1970, 
to  March  6,  1970,  at  10  A.M.,  for  continued  hearing. 

104- 69-SM 

APPLICANT— Plastic  Pipe  Institute  for  Vistron  Corp., 
Plastex  Division,  owner — plastic  pipe  and  fittings. 

APPEARANCES— 

Tor  Applicant:  Thomas  F.  McCarthy,  Price  Clevenger, 
G.  R.  Munger,  Plastic  Pipe  Inst.;  Edmund  Sadowski,’ 
Genova  Plastic  Pipe  Co.  and  Robert  Hadley,  Modular 
Housing  Ind. 

Opposition :  Joseph  S.  Kaming,  Joseph  Cohen,  Sam 
M.  Brodsky,  Joint  Plmbg.  Committee  and  George  G. 
Inglis. 

For  Administration:  Hyman  Gould,  Senior  Inspector; 
Dept,  of  Buildings. 

ACTION  OF  BOARD — Laid  over  from  January  23,  1970, 
to  March  6,  1970,  at  10  A.M.,  for  continued  hearing. 

105- 69-SM  “ 

APPLICANT— Plastic  Pipe  Institute  for  Vistron  Corp., 
Plastex  Division,  owner — plastic  pipe  and  fittings. 

APPEARANCES— 

For  Applicant :  Thomas  F.  McCarthy,  Price  Clevenger, 
G.  R.  Munger,  Plastic  Pipe  Inst.;  Edmund  Sadowski] 
Genova  Plastic  Pipe  Co.  and  Robert  Hadley,  Modular 
Housing  Ind. 

Opposition :  Joseph  S.  Kaming,  Joseph  Cohen,  Sam 
M.  Brodsky,  Joint  Plumbing  Committee  and  George  G. 
Inglis. 

For  Administration :  Hyman  Gould,  Senior  Inspector, 
Dept,  of  Buildings. 

ACT  ION  OF  BOARD — Laid  over  from  January  23,  1970, 
to  March  6,  1970,  at  10  A.M.  for  continued  hearing. 

106- 69-SM  ~ 

APPLICANT  Plastic  Pipe  Institute  for  Precision  Poly¬ 
mers,  Inc.,  owner — plastic  pipe  and  fittings. 

APPEARANCES— 

Foi  Applicant :  Thomas  F.  McCarthy,  Price  Clevenger, 
G.  R.  Munger,  Plastic  Pipe  Inst.;  Edmund  Sadowski] 
Genova  Plastic  Pipe  Co.  and  Robert  Hadley,  Modular 
Housing  Ind. 

For  Opposition :  Joseph  S.  Kaming,  Joseph  Cohen,  Sam 
M.  Brodsky,  Joint  Plumbing  Committee  and  George  G. 
Inglis. 

For  Administration :  Hyman  Gould,  Senior  Inspector, 
Dept,  of  Buildings. 

ACTION  OF  BOARD — Laid  over  from  January  23,  1970, 
to  March  6,  1970,  at  10  A.M.,  for  continued  hearing. 

107- 69-SM  “ 

APPLICANT — Plastic  Pipe  Institute  for  Harvel  Plastics, 
Inc.,  owner— plastic  pipe  and  fittings. 

APPEARANCES— 

Foi  Applicant :  Thomas  F.  McCarthy,  Price  Clevenger, 
G.  R.  Munger,  Plastic  Pipe  Inst. ;  ’Edmund  Sadowski] 
Genova  Plastic  Pipe  Co.  and  Robert  Hadley,  Modular 
Housing  Ind. 

For  Opposition:  Joseph  S.  Kaming,  Joseph  Cohen,  Sam 
M.  Brodsky,  Joint  Plumbing  Committee  and  George  G. 
Inglis. 

For  Administration:  Hyman  Gould,  Senior  Inspector, 
Dept,  of  Buildings. 

ACTION  OF  BOARD — Laid  over  from  January  23,  1970, 
to  March  6,  1970,  at  10  A.M.,  for  continued  hearing. 
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108-69-SM 

APPLICANT — Plastic  Pipe  Institute  for  Celanese  Plastics 
Co.,  owner — Yardley  pipe  and  fittings. 

APPEARANCES— 

For  Applicant:  Thomas  F.  McCarthy,  Price  Clevenger, 
G.  R.  Munger,  Plastic  Pipe  Inst.;  Edmund  Sadowski, 
Genova  Plastic  Pipe  Co.  and  Robert  Hadley,  Modular 
Housing  Ind. 

For  Opposition:  Joseph  S.  Kaming,  Joseph  Cohen,  Sam 
M.  Brodsky,  Joint  Plumbing  Committee  and  George  G. 
Inglis. 

For  Administration:  Hyman  Gould,  Senior  Inspector, 
Dept,  of  Buildings. 

ACTION  OF  BOARD — Laid  over  from  January  23,  1970, 
to  March  6,  1970,  at  10  A.M.,  for  continued  hearing. 


132-69-SM 

APPLICANT — Plastic  Pipe  Institute  for  Evanite  Plastics 
Co.,  owner — plastic  pipe  and  fittings. 

APPEARANCES— 

For  Applicant:  Thomas  F.  McCarthy,  Price  Clevenger, 
G.  R.  Munger,  Plastic  Pipe  Inst. ;  Edmund  Sadowski, 
Genova  Plastic  Pipe  Co.  and  Robert  Hadley,  Modular 
Housing  Ind. 

For  Opposition:  Joseph  S.  Kaming,  Joseph  Cohen,  Sam 
M.  Brodsky,  Joint  Plumbing  Committee  and  George  G. 
Inglis. 

For  Administration:  Hyman  Gould,  Senior  Inspector, 
Dept,  of  Buildings. 

ACTION  OF  BOARD — Laid  over  from  January  23,  1970, 
to  March  6,  1970,  at  10  A.M.,  for  continued  hearing. 


133-69-SM 

APPLICANT — Plastic  Pipe  Institute  for  Carlon  Products 
Division  of  Continental  Oil  Co.,  owner — plastic  pipe  and 
fittings. 

APPEARANCES— 

For  Applicant:  Thomas  F.  McCarthy,  Price  Clevenger, 
G.  R.  Munger,  Plastic  Pipe  Inst. ;  Edmund  Sadowski, 
Genova  Plastic  Pipe  Co.  and  Robert  Hadley,  Modular 
Housing  Ind. 

For  Opposition:  Joseph  S.  Kaming,  Joseph  Cohen,  Sam 
M.  Brodsky,  Joint  Plumbing  Committee  and  George  G. 
Inglis. 

For  Administration :  Hyman  Gould,  Senior  Inspector, 
Dept,  of  Buildings. 

ACTION  OF  BOARD — Laid  over  from  January  23,  1970, 
to  March  6,  1970,  at  10  A.M.,  for  continued  hearing. 


144-69-SM 

APPLICANT — Plastic  Pipe  Institute  for  Amoco  Chemical 
Corp.,  Industrial  Products  Division,  owner — plastic  pipe 
and  fittings. 

APPEARANCES— 

For  Applicant:  Thomas  F.  McCarthy,  Price  Clevenger, 
G.  R.  Munger,  Plastic  Pipe  Inst. ;  Edmund  Sadowski, 
Genova  Plastic  Pipe  Co.  and  Robert  Hadley,  Modular 
Housing  Ind. 

For  Opposition:  Joseph  S.  Kaming,  Joseph  Cohen,  Sam 
M.  Brodsky,  Joint  Plumbing  Committee  and  George  G. 
Inglis. 

For  Administration:  Hyman  Gould,  Senior  Inspector, 
Dept,  of  Buildings. 

ACTION  OF  BOARD — Laid  over  from  January  23,  1970, 
to  March  6,  1970,  at  10  A.M.,  for  continued  hearing. 


180-69-SM 

APPLICANT — Plastic  Pipe  Institute  for  R  &  G  Sloane 
Mfg.  Division,  The  Susquehanna  Corp.,  owner — plastic 
fittings. 

APPEARANCES— 

For  Applicant :  Thomas  F.  McCarthy,  Price  Clevenger, 
G.  R.  Munger,  Plastic  Pipe  Inst.;  Edmund  Sadowski, 
Genova  Plastic  Pipe  Co.  and  Robert  Hadley,  Modular 
Housing  Ind. 

For  Opposition:  Joseph  S.  Kaming,  Joseph  Cohen,  Sam 
M.  Brodsky,  Joint  Plumbing  Committee  and  George  G. 
Inglis. 

For  Administration :  Hyman  Gould,  Senior  Inspector, 
Dept,  of  Buildings. 

ACTION  OF  BOARD — Laid  over  from  January  23,  1970, 
to  March  6,  1970,  at  10  A.M.,  for  continued  hearing. 


181-69-SM 

APPLICANT— Plastic  Pipe  Institute  for  R  &  G  Sloane 
Mfg.  Division,  The  Susquehanna  Corp.,  owner — plastic 
pipe  and  fittings. 

APPEARANCES— 

For  Applicant:  Thomas  F.  McCarthy,  Price  Clevenger, 
G.  R.  Munger,  Plastic  Pipe  Inst. ;  Edmund  Sadowski, 
Genova  Plastic  Pipe  Co.  and  Robert  Hadley,  Modular 
Housing  Ind. 

For  Opposition:  Joseph  S.  Kaming,  Joseph  Cohen,  Sam 
M.  Brodsky,  Joint  Plumbing  Committee  and  George  G. 
Inglis. 

For  Administration:  Hyman  Gould,  Senior  Inspector, 
Dept,  of  Buildings. 

ACTION  OF  BOARD — Laid  over  from  January  23,  1970, 
to  March  6,  1970,  at  10  A.M.,  for  continued  hearing. 


255-69-SM 

APPLICANT — Plastic  Pipe  Institute  for  Amoco  Chemicals 
Corp.,  Industrial  Products  Division,  owner — plastic  pipe 
and  fittings. 

APPEARANCES— 

For  Applicant :  Thomas  F.  McCarthy,  Price  Clevenger, 
G.  R.  Munger,  Plastic  Pipe  Inst. ;  Edmund  Sadowski, 
Genova  Plastic  Pipe  Co.  and  Robert  Hadley,  Modular 
Housing  Ind. 

For  Opposition:  Joseph  S.  Kaming,  Joseph  Cohen,  Sam 
M.  Brodsky,  Joint  Plumbing  Committee  and  George  G. 
Inglis. 

For  Administration:  Hyman  Gould,  Senior  Inspector, 
Dept,  of  Buildings. 

ACTION  OF  BOARD — Laid  over  from  January  23,  1970, 
to  March  6,  1970,  at  10  A.M.,  for  continued  hearing. 


383-69-SM 

APPLICANT — Plastic  Pipe  Institute  for  Colonial  Plastics 
Mfg.  Co.,  owner — plastic  pipe  and  fittings. 

APPEARANCES— 

For  Applicant:  Thomas  F.  McCarthy,  Price  Clevenger, 
G.  R.  Munger,  Plastic  Pipe  Inst. ;  Edmund  Sadowski, 
Genova  Plastic  Pipe  Co.  and  Robert  Hadley,  Modular 
Housing  Ind. 

For  Opposition:  Joseph  S.  Kaming,  Joseph  Cohen,  Sam 
M.  Brodsky,  Joint  Plumbing  Committee  and  George  G. 
Inglis. 

For  Administration :  Hyman  Gould,  Senior  Inspector, 
Dept,  of  Buildings. 

ACTION  OF  BOARD — Laid  over  from  January  23,  1970, 
to  March  6,  1970,  at  10  A.M.,  for  continued  hearing. 
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305-69-SM 

APPLICANT— Plastic  Pipe  Institute  for  Plastiline,  Inc., 
owner — plastic  pipe  and  fittings. 

APPEARANCES— 

For  Applicant :  Thomas  F.  McCarthy,  Price  Clevenger, 
G.  R.  Munger,  Plastic  Pipe  Inst.;  Edmund  Sadowski. 
Genova  Plastic  Pipe  Co.  and  Robert  Hadley,  Modular 
Housing  Ind. 

For  Opposition :  Joseph  S.  Naming,  Joseph  Cohen,  Sam 


M.  Brodsky,  Joint  Plumbing  Committee  and  George  G. 
Inglis. 

For  Administration:  Hyman  Gould,  Senior  Inspector, 
Dept,  of  Buildings. 

ACTION  OF  BOARD — -Laid  over  from  January  23,  1970, 
to  March  6,  1970,  at  10  A.M.,  for  continued  hearing. 

Adjourned:  11:10  A.M. 

James  P.  Mulroy,  Secretary 
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FILING  FEES 

EFFECTIVE— AUGUST  25,  1969 
LOCAL  LAW  44  OF  1969 

A  LOCAL  LAW  to  repeal  and  reenact  section 
666-1.0  of  the  administrative  code  of  the  city 
of  New  York,  in  relation  to  the  payment  of  fees 
in  connection  with  the  filing  of  applications 
with  the  board  of  standards  and  appeals. 

Be  it  enacted  by  the  Council  as  follows: 

Section  1.  Section  666-1.0  of  the  administrative  code 
of  The  City  of  New  York,  as  last  amended  by  local  law 
number  seventy-seven  of  The  City  of  New  York  of  the 
year  nineteen  hundred  sixty-three,  is  hereby  repealed  and 
reenacted  as  follows: 

§  666-1.0  Fees. — The  fees  hereinbelow  set  forth  shall 
be  charged  for  the  following  applications,  appeals  and 
reviews: 

1.  a.  Application  for  approval  of  materials, 

appliances  and  methods  or  variances  of  construc¬ 
tion  .  150.00 

b.  Application  for  amendment  of  prior  ap¬ 
proval  of  materials,  appliances  and 
methods  or  variances  of  construction  . .  100.00 

2.  Application  for  any  variance  and  special 
permit  under  the  zoning  resolution  with  respect 
to: 

a.  One,  two  and  three  family  dwellings  . . .  50.00 

b.  Other  buildings  and  structures: 

(1)  10,000  square  feet  or  less  of  floor 

area  .  100.00 

(2)  In  excess  of  10,000  but  not  more 

than  20,000  square  feet  of  floor  area  150.00 

(3)  In  excess  of  20,000  but  not  more 

than  50,000  square  feet  of  floor  area  200.00 

(4)  In  excess  of  50,000  square  feet  of 

floor  area  .  250.00 

c.  Junk  yards,  parking  lots,  automotive 
service  stations  and  other  similar  uses: 

(1)  10,000  square  feet  or  less  of  lot 

area  .  100.00 


(2)  In  excess  of  10,000  but  not  more 

than  20,000  square  feet  of  lot  area  150.00 

(3)  In  excess  of  20,000  square  feet  of 

lot  area  .  200.00 

d.  Application  for  amendment  of  variance 

or  special  permit  previously  granted 
under  paragraph  a,  b  and  c  of  subdivi¬ 
sion  2  of  this  section  .  100.00 

e.  Application  for  an  extension  of  time  in 
which  to  comply  with  the  conditions 
imposed  in  the  previous  resolution  of 

the  board  of  standards  and  appeals  . . .  50.00 

f.  Application  for  extension  of  time  to 

complete  construction  pursuant  to  sec¬ 
tions  11-32  and  11-33  of  the  zoning  reso¬ 
lution  of  the  City  of  New  York .  25.00 


3.  Appeals  from  or  application  for  review  of 
any  order,  requirement  or  determination  of  the 
commissioner  of  buildings  or  of  any  borough 
superintendent  of  buildings  of  the  department  of 
buildings  or  of  the  fire  commissioner  or  any 
rule  or  regulation  or  amendment  or  repeal 


thereof  made  by  the  fire  commissioner  or  the 
commissioner  of  marine  and  aviation  .  50.00 

4.  Application  filed  for  variation  of  the  provi¬ 
sions  of  the  multiple  dwelling  law,  or  labor  law, 
and  application  filed  pursuant  to  the  general 
city  law  .  50.00 


5.  Exemptions — a.  The  provisions  of  this  section  shall 
not  apply  if  the  owner  of  the  premises  affected  by  the 
application,  appeal  or  review,  be  a  corporation,  or  asso¬ 
ciation  organized  and  operated  exclusively  for  religious, 
charitable  or  educational  purposes,  or  for  one  or  more 
such  purposes,  no  part  of  the  net  earnings  of  which 
enures  to  the  benefit  of  any  private  individual  and  pro¬ 
vided  that  the  premises  affected  are  to  be  used  exclu¬ 
sively  by  such  corporation  or  association  for  one  or 
more  such  purposes. 

b.  The  provisions  of  this  section  shall  not  apply  if 
a  municipal  department  or  agency  of  the  city  is 
the  applicant  or  appellant  before  the  board  of 
standards  and  appeals. 

§  2.  This  local  law  shall  take  effect  immediately. 


82 


83 


BOARD  OF  STANDARDS  AND  APPEALS 
80  LAFAYETTE  STREET 
NEW  YORK,  N.  Y.  10013 


BULK  RATE 
U.  S.  POSTAGE 

Permit  No.  4875 

PAID 

New  York,  N.  Y. 


University  of  Illinois  Library 
Atti  Serial  Doct, 

Urbana,  Ill.  6IG03 

V 

•v 


NOTICE 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  repre¬ 
sentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the  hearing 
can  be  entertained  in  view  of  this  publication  and  of  the 
posting  of  the  calendars  on  the  bulletin  board  in  the  offices 
of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will  be 
held  in  abeyance  by  reason  of  failure  of  the  appellant  or 
applicant  to  file  necessary  data,  or  by  any  other  method  of 
delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  convenience 
in  notifying  property  owners,  they  may  obtain  such  copies 
at  the  office  of  the  Board  of  Standards  and  Appeals,  80 
Lafayette  Street,  9th  floor,  Manhattan,  at  five  cents  each — 
add  postage  payment  if  the  forms  are  forwarded  by  mail. 
Purchase  payment  by  postage  stamps  NOT  ACCEPTABLE. 
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ORARI  AND  PETITION 
OARD  OF  STANDARDS 
AND  APPEALS. 


M.  MILTON  GLASS,  Chairman 

Samuel  L.  Becker,  Vice  Chairman 
Joseph  B.  Klein 
Francis  V.  Madigan 


On  January  15.  1970,  Order  of  Certiorari  and  Petition  was  served 
on  the  Board  b)r  Szold,  Brandwen,  Meyers  &  Altman,  attorneys  for 
petitioner,  Riverbay  Corporation,  owner,  seeking  a  review  of  the 
Board’s  denial  on  December  9,  1969  on  the  appeal  from  a  decision 
and  Violation  Order  of  the  Fire  Commissioner  in  regard  to  water 
type  extinguisher,  Fire  Guards,  and  elevator  in  readiness  with  operator 
for  each  building;  Calendar  Number  560-69-A;  Premises  Co-Op  City 
Housing  Development,  Entire  Complex,  bounded  by  New  England 
Thruway,  Co-Op  City  Boulevard,  The  Hutchinson  River,  N.  Y.,  N.  H 
and  Hartford  Railroad,  and  Hutchinson  River,  Blocks  5141,  5135, 
Lots  100,  51,  Borough  of  The  Bronx. 


William  A.  Nolan 

Commissioners. 


CONTENTS 


Ira  Kalish,  P.E.,  Deputy  Director 


James  P.  Mulroy,  Secretary 

John  B.  Cincotta,  Chief  Clerk 

Office — 80  Lafayette  Street,  9th  Floor,  Manhattan,  New 
York,  N.  Y.  10013. 

Telephone — 566-5174. 


Notices. 


Order  of  Certiorari  and  Petition  Served  on  The  Board  of 
Standards  and  Appeals. 

Docket. 


Notice  of  Hearing  of  Calendar. 

Minutes  of  Regular  Meeting,  Tuesday  Morning,  January 
27,  1970,  Affecting  Calendar  Numbers — 413-39-BZ — 
Vol.  Ill,  713-41-BZ— Vol.  II,  706-47-BZ— Vol.  II,  909- 
52-BZ,  426-54-BZ,  456-54-BZ,  67-56-BZ,  69-63-BZ,  705- 
63-BZ,  1100-64-BZ,  661-67-BZ,  244-69-BZ,  492-69-BZ, 
549-69-BZ,  563-69-BZ,  564-69-A,  582-69-BZ,  583-69-BZ, 
592-69-BZ,  598-69-BZ,  599-69-BZ,  600-69-BZ,  601-69- 
BZ,  641-69-BZ,  651-69-BZ,  652-69-A,  335-69-BZ,  470- 
69-BZ,  585-69-BZ,  605-69-BZ,  635-69-BZ. 


NOTICE 

Applications  to  reopen  Zoning  Applications  and  Ad¬ 
ministrative  Appeals  must  be  submitted  on  Form  SOC. 
Applicants  must  submit  one  copy  of  the  decision  or 
order  of  the  Administrative  Official  within  30  days  of 
its  issuance  with  every  application. 


NOTICE 

Applicants  may  request  withdrawal  of  any  pending  ap¬ 
plication  by  submitting  a  letter  to  the  Board  stating  the 
reasons  for  this  action. 


Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  Janu¬ 
ary  27,  1970,  Affecting  Calendar  Numbers — 1429-39- 
SM,  38-47-SM,  383-54-SM,  960-54-SA— Vols.  I,  II,  III, 
924-62-SM,  464-67-SM,  762-68-SA,  235-69-SA,  177-58- 
SA,  178-58-SA,  179-58-SA,  225-58-SA,  320-58-SM,  408- 
58-SM,  752-58-SA,  107-59-SM,  499-59-SM,  508-59-SM, 
97-60-SA,  249-67-SA,  543,68-SA,  254-68-SM,  380-69-A, 
447-69-A,  693-69-A,  731-69-A,  896-63-A,  897-63-A,  898- 
63-A,  899-63-A,  900-63-A,  256-69-A,  257-69-A,  258-69-A 
259-69-A,  260-69-A,  261-69-A,  269-69-A,  296-69-A,  297- 
69-A,  298-69-A,  299-69-A,  300-69-A,  324-69-A,  325-69-A, 
326-69-A,  338-69- A,  339-69-A,  340-69-A,  341-69-A,  342- 
69-A,  687-69-A,  703-69-A. 

Correction  Affecting  Calendar  Numbers — 551-69-A  and 
451-69-BZ. 

Warning  Notice. 
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DOCKET 

Nezv  Cases  Filed  Up  to  January  27 ,  1970 
Cal.  No.  Dept.  Premises  Affected 

46-70-BZ — B.M. — 436  to  444  East  86th  Street,  south  side, 
75  feet  9  inches  west  of  York  Avenue,  1621  to  1623  York 
Avenue,  435  to  443  East  85th  Street,  Block  1565,  Lot  17, 
24,  25,  29,  30,  31  and  34,  Borough  of  Manhattan,  N.  B. 
26-67  re-  FAR,  rooms  and  rear  yard,  R8,  RIO  and  Cl-5 
in  RIO  District. 


47-70-A — B.M. — 36  to  38  Central  Park  South,  south  side, 
245  feet  east  of  Avenue  of  the  Americas,  29  to  37  West 
58th  Street,  Block  1274,  Lots  11,  12,  13,  14,  62  and  64, 
Borough  of  Manhattan,  N.  B.  42-67  re-  proposed  lot  line 
windows,  Multiple  Dwelling  Law. 


48-70-BZ- — B.M. — 1234  2nd  Avenue,  east  side,  45.0  feet 
south  of  East  65th  Street,  Block  1439,  Lot  51,  Borough  of 
Manhattan,  Alt.  608-69  re-  eating  and  drinking  place,  C2 
District. 


49-70-BZ — B.B.— 2177  Albemarle  Road,  north  side,  100 
feet  east  of  Flatbush  Avenue,  Block  5109,  Lot  70,  Bor¬ 
ough  of  Brooklyn,  Alt.  1970-69  re-  proposed  extension, 
FAR  and  rear  yard,  C4-2  District. 


50-70-BZ — Will  be  printed  later. 


51-70-A— Will  be  printed  later. 


52-70-A — F.D. — 1689  to  1703  St.  Marks  Avenue,  north¬ 
east  corner  of  Eastern  Parkway,  Block  1455,  Lot  15,  76, 
77,  78  and  80,  Borough  of  Brooklyn,  N.  B.  867-69  re¬ 
proposed  fire  house,  framework,  Building  Code  and  Ad¬ 
ministrative  Code. 


53-70-A — B.R. — 91  Melvin  Avenue,  north  side,  92.70  feet 
east  of  Glen  Street,  Block  2770,  Lot  26,  Travis,  Borough 
of  Richmond,  N.  B.  753-69  re-  proposed  building  not 
fronting  on  legal  street,  General  City  Law. 


54-70-A — B.R. — 95  Melvin  Avenue,  north  side,  132.70  feet 
east  of  Glen  Street,  Block  2770,  Lot  24,  Travis,  Borough 
of  Richmond,  N.  B.  754-69  re-  proposed  building  not 
fronting  on  legal  street,  General  City  Law. 


55-70-A — B.R. — 99  Melvin  Avenue,  north  side,  172.70  feet 
east  of  Glen  Street,  Block  2770,  Lot  22,  Travis,  Borough 
of  Richmond,  N.  B.  759-69  re-  proposed  building  not 
fronting  on  legal  street,  General  City  Law. 


56-70-A — B.R. — 103  Melvin  Avenue,  north  side,  212.70 
feet  east  of  Glen  Street,  Block  2770,  Lot  20,  Travis,  Bor¬ 
ough  of  Richmond,  N.  B.  755-69  re-  proposed  building 
not  fronting  on  legal  street,  General  City  Law. 


57-70-A — B.R. — 107  Melvin  Avenue,  north  side,  252.70 
feet  east  of  Glen  Street,  Block  2770,  Lot  19,  Travis,  Bor¬ 
ough  of  Richmond,  N.  B.  760-69  re-  proposed  building 
not  fronting  on  legal  street,  General  City  Law. 


58-70-A — B.R. — 109  Melvin  Avenue,  north  side,  276.35 
feet  east  of  Glen  Street,  Block  2770,  Lot  18,  Travis,  Bor¬ 
ough  of  Richmond,  N.  B.  761-69  re-  proposed  building 
not  fronting  on  legal  street,  General  City  Law. 


59-70-SM — Orangeburg  Manufacturing  Company  Divi¬ 
sion,  Orangeburg  Perforated  and  Sewer  Pipe,  Manufac¬ 
tured  by  Orangeburg  Manufacturing  Company  Division, 
Material. 


60-70- A— F.D. — Packaging  of  combustible  mixture  known 
as  DuPont  T-Seal  Transmission  Sealer  and  Tune-Up  in 
a  sealed  metal  container  [tab  opener),  containers  not  in 
accordance  with  the  Administrative  Code. 


61-70-BZ — B.Bx. — 2901  Colden  Aveliue,  northwest  corner 
of  Arnow  Avenue,  Block  4553,  Lot  1  and  5,  Borough  of 
The  Bronx,  Alt.  591-69  re-  location  of  an  automobile 
sales  lot,  R5  District. 


62-70-A — B.M. — 202  East  29th  Street,  south  side,  90  feet 
east  of  Third  Avenue,  Block  909,  Lot  53,  Borough  of 
Manhattan,  Alt.  1325-69  re-  factory,  New  York  State 
Labor  Law  and  Review  of  a  Decision  of  the  Borough 
Superintendent  re-  factory,  C2-8  in  an  R8  District. 


63-70-SA — American  Meter  Company,  Incorporated,  Re¬ 
liance  Series  1800-B  Domestic  Regulators  and  Series 
1800  and  2000  Industrial  Regulators,  Manufactured  by 
American  meter  Company,  Incorporated,  Appliance. 


64-70-BZ — B.Bx. — 1850  to  1860  Jerome  Avenue,  east  side, 
25.7  feet  north  of  176th  Street,  Block  2851,  Lot  2,  3,  4, 
5,  6  and  8,  Borough  of  The  Bronx,  Alt.  478-69  re-  pro¬ 
posal  to  use  open  space  for  sales  of  automobiles,  C2-4 
District. 


65-70-A — -B.M. — 766  Madison  Avenue,  west  side,  40  feet 
5  inches  south  of  East  66th  Street,  Block  1380,  Lot  157, 
Borough  of  Manhattan,  Alt.  1733-69  re-  commercial  build¬ 
ing,  egress  and  live  load,  Administrative  Code. 


66-70-BZ — B.Q. — 108-55  and  108-57  Roosevelt  Avenue, 
north  side,  231  feet  west  of  111th  Street,  Block  1780, 
Lot  60,  Corona,  Borough  of  Queens,  N.  B.  1139-69  re¬ 
proposed  plumbing  and  electrical  contractors  establish¬ 
ment,  no  bulk  or  parking  regulations,  R6  District. 


67-70-SA — Paramount  Engineering,  Incorporated,  Para- 
Matic  Dry  Cleaning  Machine,  Models  PM-400,  PM-600, 
PM-8pO,  PM-1000,  PM-1590,  PM-2400,  Dry  Cleaning 
Machine  using  perchlorethylene  solvent,  Manufactured 
by  Paramount  Engineering,  Incorporated,  Appliance. 


68-70-SA — Paramount  Engineering,  Incorporated,  Para- 
Matic  Dry  Cleaning  Machine,  Models  PT-600,  PT-800, 
PT-1000,  PT-1590,  PT-2400,  Dry  Cleaning  Machine  using 
petroleum  solvents,  Manufactured  by  Paramount  Engi¬ 
neering,  Incorporated,  Appliance. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


FEBRUARY  17,  1970,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  February  17,  1970,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

657-54-BZ 

APPLICANT — Robert  Gottlieb  for  Webster  Auto  Parts, 
Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  March  30, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7f  and  7i  of  the 
Zoning  Resolution,  permitting  in  a  business  use  district, 
the  premises  to  be  occupied  as  a  garage,  gasoline  service 
station  and  repair  shop. 

PREMISES  AFFECTED — 1363-1383  Webster  Avenue, 
west  side,  647.4  feet  north  of  East  169th  Street,  Block 
2887,  Lot  157,  Borough  of  The  Bronx. 
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93-69-BZ 

APPLICANT — Julian  Roth  of  Emery  Roth  and  Sons  for 
Flatbush  Avenue,  Inc.,  and  Avenue  U,  Inc.,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution  as  to  the  term  of  the  variance — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition,  under  Section  73-49  of  the  Zoning  Resolution, 
to  permit  in  an  M3-1  district,  at  a  proposed  shopping  cen¬ 
ter,  the  addition  to  the  uses  to  include  roof  parking. 

PREMISES  AFFECTED— 2483-2571  Flatbush  Avenue, 
5102-5430  Avenue  U,  southeast  corner,  Block  8470,  part 
of  Lot  1,  Lots  54,  55,  62,  99,  Borough  of  Brooklyn. 


816-53-BZ — Vol.  II 

APPLICANT — Arthur  J.  McGee  by  Joseph  P.  Morsellino 
for  Weis  Volkswagen  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  November 
24,  1 969 — — decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition,  under  Sections  7e  and  7h 
of  the  Zoning  Resolution,  permitting  in  a  local  retail 
and  residence  use,  D  and  E-l  area  districts,  the  addition 
of  Lot  60  for  use  for  parking  of  more  than  five  motor 
vehicles  for  patrons  and  employees  and  for  this  display  for 
sale  of  more  than  five  motor  vehicles  in  conjunction  with 
the  automatic  showroom,  motor  vehicle  repair  shop  and 
storage  garage. 

PREMISES  AFFECTED — 218-25  Hempstead  Avenue, 
north  side,  182.25  feet  east  of  218th  Street,  Block  10766, 
Lot  53,  Queens  Village,  Borough  of  Queens. 


146-69-BZ 

APPLICANT — Arthur  J.  McGee  for  Sunshine  Coal  and 
Fuel  Oil  Company,  Incorporated,  owner. 

SUBJECT — Application  March  25,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  at  an  exist¬ 
ing  coal  yard  previously  before  the  Board,  the  installation 
of  fuel  oil  storage  tanks  and  the  erection  of  a  two  story 
service  and  office  building. 

PREMISES  AFFECTED — 222-01  141st  Avenue,  north 
side,  394.57  feet  east  of  219th  Street,  Block  13143,  Lots  81, 
85,  100,  Springfield  Gardens,  Borough  of  Queens. 

676-69-A 

APPLICANT — Arthur  J.  McGee  for  Sunshine  Coal  and 
Fuel  Oil  Company,  owner. 

SUBJECT — Application  November  14,  1969 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  fuel  oil 
storage  tanks. 

PREMISES  AFFECTED — 222-01  141st  Avenue,  north 
side,  394.57  feet  east  of  219th  Street,  Block  13143,  Lots  81, 
85,  100,  Laurelton,  Borough  of  Queens. 

532-69-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Tzivyeh  Realty 
Corporation,  owner ;  Country  Club  Nursing  Home,  lessee. 

SUBJECT — Application  September  10,  1969 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  Rl-2  district,  the  erec¬ 
tion  of  a  one  story  and  basement  enlargement  to  a  pro¬ 
prietary  nursing  home. 

PREMISES  AFFECTED — 3391  Country  Club  Road,  north 
side,  836.01  feet  east  of  Reed  Place,  Block  5409,  Lot  436, 
Borough  of  The  Bronx. 

636-69-BZ 

APPLICANT — Hurley,  Kearney  and  Lane  for  The  Roman 
Catholic  Church  of  the  Most  Precious  Blood,  owner. 


SUBJECT — Application  October  23,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection  of 
a  Church  that  encroaches  on  the  required  side  yard  and 
without  the  required  accessory  parking. 

PREMISES  AFFECTED — 2701  Bath  Avenue,  northeast 
corner  of  27th  Avenue,  Block  6885,  Lot  1,  Borough  of 
Brooklyn. 


664-69-BZ 

APPLICANT — Jamaica  Water  Supply  Company,  owner. 

SUBJECT — Application  November  12,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  73-14  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Rl-2  district,  the  installa¬ 
tion  of  a  water  pumping  station. 

PREMISES  AFFECTED — 180-38  Grand  Central  Park¬ 
way,  south  side,  104.88  feet  west  of  Avon  Street,  Block 
9949,  Lot  60,  Jamaica,  Borough  of  Queens. 


744-69-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  New  York  University,  owner. 

SUBJECT — Application  December  24,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-641 
of  the  Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  an  R7-2  district,  the  erection 
of  an  11  story  enlargement  to  a  university  structure  that 
exceeds  the  permitted  floor  area  ratio  and  lot  coverage 
and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 80  Washington  Square  East, 
northeast  corner  of  West  4th  Street,  Block  546,  Lots  1,  3,  5, 
8,  10,  11,  Borough  of  Manhattan. 


746-69-BZ 

APPLICANT — Atkin  and  Bassolino  for  Cardella  Bakery, 
owner ;  Louis  Zamboli,  lessee. 

SUBJECT — Application  December  30,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  change  in 
occupancy  of  an  existing  one  story  building  from  a  store 
to  a  wholesale  establishment  with  showroom  and  office. 

PREMISES  AFFECTED — 925  Burke  Avenue,  northeast 
corner  of  Radcliff  Avenue,  Block  4609,  Lot  8,  Borough 
of  The  Bronx. 

247-69-BZ 

APPLICANT — Leonard  Boxer  of  Olnick  and  Seltzer  for 
Deerealty  Corp.,  owner. 

SUBJECT — Application  May  6,  1969 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City  Char¬ 
ter,  to  permit  in  a  Cl -9  and  R7-2  district,  the  erection  of  a 
34  story  mixed  building  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  lot  area  per  room  and 
with  commercial  occupancy  above  the  first  floor. 

PREMISES  AFFECTED — 560-576  Third  Avenue,  west 
side,  from  East  37th  Street  to  East  38th  Street,  158-166 
East  38th  Street,  159-163  East  37th  Street,  Block  893,  Lot 
41,  Borough  of  Manhattan. 

Laid  over  from  January  20,  1970,  for  continued  hear¬ 
ing  at  the  request  of  the  applicant  and  objectors. 


549-69-BZ 

APPLICANT — Arthur  J.  McGee  for  9th  Street  Company, 
owner. 

SUBJECT — Application  September  23,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon- 
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ing  Resolution,  to  permit  in  a  C6-1  and  R7-2  district,  the 
erection  of  a  28  story  multiple  dwelling  and  store  building 
that  exceeds  the  permitted  floor  area  ratio  and  lot  area 
per  room,  has  less  than  the  required  open  space  ratio  and 
accessory  parking  and  penetrates  the  sky  exposure  plane. 
PREMISES  AFFECTED — 39-45  Third  Avenue,  east  side, 
from  East  9th  Street  to  East  10th  Street,  Block  465,  Lots 
1  to  8,  30,  32,  Borough  of  Manhattan. 

Laid  over  from  January  27,  1970,  for  continued  hearing 
at  the  request  of  the  City  Planning  Commission;  applicant 
concurs. 


651- 69-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Helen  Marer, 
owner. 

SUBJECT — Application  November  5,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district  the  erection  of 
a  six  story  multiple  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  the  height  of  the  front  wall  and  lot  area 
per  room,  has  less  than  the  required  open  space  ratio  and 
accessory  parking,  and  encroaches  on  required  front  set¬ 
back. 

PREMISES  AFFECTED — 830  to  832  Magenta  Street, 
southwest  corner  of  Bronxwood  Avenue,  Block  4633,  Lot  l’ 
Borough  of  The  Bronx. 

Laid  over  from  January  27,  1970,  for  continued  hearing; 

applicant  to  file  additional  information. 

652- 69-A 

APPLICANT — Leonard  F.  Rothkrug  for  Helen  Marer, 
owner. 

SUBJECT  Application  November  5,  1969 — filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  re-  proposed 
seven  story  Class  A  Multiple  Dwelling  and  proposed  use 
of  top  of  rock. 

M.  MILTON  GLASS,  Chairman 


FEBRUARY  17,  1970,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
1  uesday  afternoon,  February  17,  1970,  at  2  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

omn'Fi^Y  — B-Q- — 128-19  22nd  Avenue,  N.B. 

oyl9-61. 


4381-BZY — Vol.  VII— B.Q.— 208-08  Bayside 
merly  162-15  Bayside  Lane),  N.B.  5925-61. 


Lane 


(for- 


3997-BZY  Vol.  VII — B.R. — 340  Hoyt  Avenue,  690  Cas- 
tleton  Avenue,  N.B.  3261-61. 


19^61^Z^  P .R. — 67  Olympia  Avenue,  Alt. 


t9?^’PiZY—Vo1'  2121  Bragg  Street,  N.B. 

1216-61. 

n°P?ZY  Vo1'  ^  Attorney  Street,  N.B. 

180-61 

4776l"BZY  Vok  — 617  East  6th  Street,  Alt. 


2468-BZY— Vol.  II— B.M.— 146-148  Ridge 
345-61, 


Street, 


N.B. 


2469-BZY — Vol.  VII — B.M. — 150-152  Ridge  Street,  N.B. 

346-61. 


2575-BZY — Vol.  VII — B.Bx. — 1184  Rhinelander  Avenue, 
N.B.  2742-61. 


2576-BZY — Vol.  VII — B.Bx. — 1188  Rhinelander  Avenue, 
N.B.  2741-61. 


2577-BZY — Vol.  VII — B.Bx. — 931-933  Morris  Park  Ave¬ 
nue,  N.B.  2854-61. 


61-BZY — Vol.  VI — B.R. — 950  Clove  Road,  N.B.  3219-61. 


63-BZY— Vol.  VI— B.R.— 1020  Clove  Road,  N.B.  3221-61. 


64-BZY— Vol.  VI— B.R.— 1050  Clove  Road,  N.B.  3222-61. 


311-62-A— Vol.  II 

APPLICANT — R.  Jackson  Smith  for  Eggers  and  Smith 
for  New  York  University,  owner. 

SUBJECT — Application  reopened  as  Volume  II  December 
16,  1969— appeal  from  a  decision  of  the  Fire  Commissioner, 
re-  Sprinkler  System. 

PREMISES  AFFECTED — 40-47  Washington  Square 
South,  bounded  by  West  3rd  Street,  Sullivan  Street  and 
McDougal  Street,  99-111  West  3rd  Street  and  136-146 
McDougal  Street,  Block  541,  Lot  1,  Borough  of  Manhat¬ 
tan. 


604-69-A 

ABPBICANT— Frank  A-  Vaccaro  for  Regina  McIntyre 
Sullivan,  owner. 

SUBJECT  Application  October  20,  1969 — filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 110  Hughes  Avenue,  west  side, 
5ol  feet  north  of  Bloomfield  Avenue,  Block  1760,  Lot  168, 
Castleton  Corners,  Borough  of  Richmond. 


745-69-A 


APPLICANT — De  Rose  and  Cavalieri  for  Henry  Sauer 
owner. 


SUBJECT  Application  December  30,  1969 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  frame  building, 
extension  of  commercial  use. 


rKEMISES  AFFECTED — 1337  Webster  Avenue,  west 
fde.  242-49  feet  north  of  169th  Street,  Block  2887,  Lot 
172,  Borough  of  The  Bronx. 


1-70-A 


APPLICANT  Leonard  F.  Rothkrug  for  Susan  Bussie 
owner. 


.  J  Y -Lcwlucll->'  — review  oi  a  de¬ 

cision  of  the  Borough  Superintendent  re-  curb  cuts  and 
parking  lot  for  commercial  vehicles  storage. 

PREMISES  AFFECTED— 2415  Albemarle  Road,  north 
side  338  feet  10  inches  east  of  Bedford  Avenue,  Block 
ollO,  Lots  69,  70,  75  and  91,  Borough  of  Brooklyn. 


35-70-A 

APPLICANT  Harold  E.  Diamond  for  Enterprises  of  Hi- 
Art,  owner. 

SUBJECT— Application  January  13,  1970— filed  pursuant 
to  Section  36  General  City  Law  re-  erection  of  building 
not  fronting  on  legal  street. 
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PREMISES  AFFECTED — 294  Maybury  Avenue,  south 
side,  212.17  feet  east  of  Great  Kills  Road,  Block  5130,  Lot 
18,  Great  Kills,  Borough  of  Richmond. 

M.  MILTON  GLASS,  Chairman 


FEBRUARY  25,  1970,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  morning,  February  25,  1970,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

202-30-BZ — V ol.  II 

APPLICANT — Lama  and  Vassalotti  for  James  E.  Vassa- 
lotti,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  March  1,  1970 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition,  under  Sections  7f,  7g  and  7i  of  the  Zoning 
Resolution,  permitting  in  a  business  use  district,  the  re¬ 
construction  and  extension  of  existing  gasoline  service 
station  (previously  granted  by  the  Board)  to  include  addi¬ 
tional  uses  of  auto  laundry,  non-automatic  motor  vehicle 
repair  shop  and  the  parking  of  motor  vehicles  waiting  to 
be  serviced. 

PREMISES  AFFECTED — 220-06  Northern  Boulevard, 
south  side,  from  220th  Street  to  220th  Place,  Block  7473, 
Lot  1,  Bayside,  Borough  of  Queens. 


492-69-BZ 

APPLICANT — Backley  and  Kisseloff  for  Catholic  High 
School  Association  of  New  York,  owner;  Contract  Vendees 
Samuel,  Jack  and  Lewis  Rudin. 

SUBJECT — Application  August  26,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  C6-6  and  C5-3  district,  the  erection 
of  a.  28  story  office  building  that  exceeds  the  permitted 
height  of  the  front  wall  and  tower  coverage  and  en¬ 
croaches  on  the  required  tower  setback  and  rear  yard  on 
the  interior  lot  portion  of  the  plot. 

PREMISES  AFFECTED — 558-562  Lexington  Avenue,  111- 
121  East  50th  Street,  northwest  corner,  Block  1305,  Lot  13, 
Borough  of  Manhattan. 

Laid  over  from  January  27,  1970,  for  hearing  at  the  re¬ 
quest  of  the  applicant. 


18-69-BZ — Vol.  II 

APPLICANT— Buckley  and  Kisseloff  for  Emalie  Heckard, 
owner;  Chemical  Bank,  Trustee. 

SUBJECT — Application  reopened  January  6,  1970  as  Vol¬ 
ume  II — decision  of  the  Borough  Superintendent,  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a 
C5-3_  district,  on  a  plot  previously  before  the  Board,  the 
erection  of  a  32  story  office  building  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  encroaches  on  the  initial  setback, 
exceeds  the  permitted  tower  coverage  and  without  the  re¬ 
quired  loading  berth. 

PREMISES  AFFECTED — 489  Fifth  Avenue,  east  side, 
73  feet  south  of  East  42nd  Street,  12  East  42nd  Street, 
Block  1276,  Lots  4  and  68,  Borough  of  Manhattan. 


411-69-BZ— Vol.  II 

APPLICANT — Albert  J.  Mario  for  North  Star  Homes, 
Incorporated,  owner. 


SUBJECT — Application  reopened  January  6,  1970  as  Vol¬ 
ume  II— decision  of  the  Borough  Superintendent,  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
R3-2  district,  the  erection  of  a  one  story  and  mezzanine 
building  for  use  as  a  warehouse  with  accessory  offices, 
loading  and  parking. 

PREMISES  AFFECTED— 120-40  to  120-60  168th  Street, 
northwest  corner  of  Baisley  Boulevard,  Block  12383,  Lot 
17,  Jamaica,  Borough  of  Queens. 

539-69-BZ 

APPLICANT — Edwin  Storch  for  Sanford  Finkelstein  and 
Elliot  Finkelstein,  owners. 

SUBJECT — Application  September  15,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  and  Section  666  of  the  City  Charter 
Law  to  permit  in  an  R5  district,  the  erection  of  a  two 
story  enlargement  to  an  existing  warehouse  with  acces¬ 
sory  offices. 

PREMISES  AFFECTED — 37-42  58th  Street,  west  side, 
137  feet  north  of  38th  Avenue,  Block  1212,  Lots  32,  35, 
Woodside,  Borough  of  Queens. 

648-69-BZ 

APPLICANT — Savignano,  Strange  and  Vella  for  Frank 
Napodano,  owner;  Gene  LaBella  Memorial  Chapel,  Incor¬ 
porated,  Lessee. 

SUBJECT — Application  October  31,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  73-27  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  district,  the  conversion 
of  an  existing  automotive  service  station  and  factory  to 
a  funeral  establishment  without  the  required  loading  berth. 

PREMISES  AFFECTED— 7402  to  7408  18th  Avenue, 
southwest  corner  of  74th  Street,  Block  6215,  Lots  41  and 
43,  Borough  of  Brooklyn. 

656-69-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Charles  LaBella 
d/b/a  LaBella  Funeral  Home,  owner. 

SUBJECT— Application  November  6,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  construction 
of  an  off-site  accessory  parking  facility  for  a  funeral  estab¬ 
lishment. 

PREMISES  AFFECTED — 2617  to  2623  Harway  Avenue, 
208  to  218  Bay  43rd  Street,  northwest  corner,  Block  6897, 
Lots  1  and  2,  Borough  of  Brooklyn. 

719-69-BZ 

APPLICANT — La  Tourette  Heights,  Incorporated  for 
Lawrence  Cohen,  owner. 

SUBJECT — Application  December  11,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  73-14  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  installa¬ 
tion  of  a  sewage  pumping  station. 

PREMISES  AFFECTED — 20  Westport  Street,  south  side, 
2.65  feet  east  of  Barnes  Avenue,  Block  2410,  Lot  80, 
Richmond,  Borough  of  Richmond. 

M.  MILTON  GLASS,  Chairman 


FEBRUARY  25,  1970,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  afternoon,  February  25,  1970,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  10013,  N.  Y.,  on  the 
following  matters : 

523-69-A 

APPLICANT — Hayward  F.  Manice  for  St.  Vincent’s  Medi¬ 
cal  Center,  owner. 
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SUBJECT — Application  September  5,  1969 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system  and  Appeal  from  a  decision  of  the  Bor¬ 
ough  Superintendent  re-  egress,  door,  stairs  etc. 

PREMISES  AFFECTED — 355  Bard  Avenue,  681  Castleton 
Avenue,  northeast  corner,  Block  102,  Lot  1,  West  New 
Brighton,  Borough  of  Richmond. 


645-69-A 

APPLICANT — John  E.  Paggioli  for  Nicholas  A.  DiMarzio, 
owner. 

SUBJECT — Application  October  30,  1969 — filed  pursuant  to 
Section  36  General  City  Law  re-  erection  of  building  not 
fronting  on  legal  street. 

PREMISES  AFFECTED — 20  Milburn  Street,  west  side, 
311.26  feet  north  of  Richmond  Road,  Block  950,  Lot  398, 
New  Dorp,  Borough  of  Richmond. 


896-63-A 

APPLICANT — The  Gillette  Company,  owner. 

SUBJECT — Application  November  15,  1963 — Review  of 
Fire  Department  Regulations  covering  Pressurized  Prod¬ 
ucts.  Foamy  Shaving  Cream,  Adorn  Hair  Spray,  White 
Rain  Hair  Spray  and  Softstyle  Hair  Spray. 


897-63-A 

APPLICANT — Cahill,  Gordon,  Reindel  and  Ohl  for  Col¬ 
gate-Palmolive  Company,  owner. 

SUBJECT — Application  November  15,  1963 — Review  of 
Fire  Department  Regulations  covering  pressurized  products 
(Colgate-Palmolive)  ;  various  pressurized  products. 


898-63-A 

APPLICANT — Cahill,  Gordon,  Reindel  and  Ohl  for  Reefer- 
Galler  Incorporated,  owners. 

SUBJECT — Application  November  15,  1963 — Review  of  Fire 
Department  Regulations  covering  Pressurized  Products 
(Galler’s  various  Insect  Killer,  All  Grass  Cleaner  and  3 
Way  Air  Sanitizer.) 


899-63-A 

APPLICANT — Cahill,  Gordon,  Reindel  and  Ohl  for  The 
Lewy  Chemical  Company,  Incorporated,  owners. 
SUBJECT — Application  November  15,  1963 — Review  of 
Fire  Department  Regulations  covering  Pressurized  Prod¬ 
ucts.  (Frostex  Aerosol,  Moth-Gas  Mothproof er.) 


900-63-A 

APPLICANT — Cahill,  Gordon,  Reindel  and  Ohl  for  Galree 
Products  Company  Incorporated,  owners. 

SUBJECT — Application  November  15,  1963 — Review  of 
Fire  Department  Regulations  covering  Pressurized  Prod¬ 
ucts.  (Galco  Secticides,  etc.) 


688-69-A 

APPLICANT — The  Polish  National  Home  of  The  City  of 
New  York,  Incorporated,  owner. 

SUBJECT — Application  November  21,  1969 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
Sprinkler  System. 

PREMISES  AFFECTED — 21-25  St.  Mark’s  Place,  north 
side,  225  feet  east  of  Third  Avenue,  Block  464,  Lot  48, 
Borough  of  Manhattan. 


741-69-A 

APPLICANT — Proctor  and  Gamble  Manufacturing  Com¬ 
pany,  owner. 

SUBJECT — Application  December  23,  1969 — Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  new  smoking 
area,  2-relocation  of  existing  smoking  area. 

PREMISES  AFFECTED — 3636  Richmond  Terrace,  south 
east  corner  of  Western  Avenue,  Block  1338,  Lot  1,  Port 
Ivory,  Borough  of  Richmond. 


24-70-A 

APPLICANT — Schalk  Chemicals,  Incorporated  for  BFC 
Division  of  Essex  Chemical  Corporation,  owner. 

SUBJECT — Application  January  22,  1970 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of  flam¬ 
mable  mixture  known  as  Speed  Demon  Panel  and  Con¬ 
struction  Adhesive  in  1/10  gallon  foil  lined  Chemtest 
cartridge  without  a  replaceable  top  or  cap  not  in  compli¬ 
ance  with  regulations  of  the  Administrative  Code  of  New 
York  City. 

34-70-A 

APPLICANT — Frank  A.  Vaccaro  for  Alfonso  Bocchino, 
owner. 

SUBJECT — Application  January  13,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  class  4,  frame 
dwelling,  height. 

PREMISES  AFFECTED — 791  Hylan  Boulevard,  west  side, 
546.08  feet  south  of  Roderick  Avenue,  Block  3040,  Lot 
115,  Grasmere,  Borough  of  Richmond. 


41-70-A 

APPLICANT — Greyhound  Lines,  Incorporated,  owner. 

SUBJECT— Application  January  15,  1970 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Fire  Standpipe 
System. 

PREMISES  AFFECTED — 601-659  West  40th  Street,  east 
side  of  12th  Avenue,  Entire  Block,  525-531  11th  Avenue, 
12th  Avenue,  480-494,  600-660  West  41st  Street,  Block 
1088,  Lot  1,  Borough  of  Manhattan. 

M.  MILTON  GLASS,  Chairman 


MARCH  3,  1970,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning  March  3,  1970,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

436-69-BZ 

APPLICANT — Savignano,  Strange  and  Vella  for  Joseph 
Oliveri,  owner. 

SUBJECT — Application  July  22nd  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  district,  at  an  existing 
3  story  building,  the  erection  of  a  one  story  enlargement 
to  the  first  floor  store  that  increases  the  degree  of  non- 
compliance  in  floor  area  ratio  and  the  lot  area  require¬ 
ments. 

PREMISES  AFFECTED — 7016  18th  Avenue,  west  side, 
59  feet,  14 inches  north  of  71st  Street,  Block  6171,  Lot 
47,  Borough  of  Brooklyn. 


634-69-BZ 

APPLICANT— Lichtner  Associates  for  Roleke  and  Cervoni, 
Incorporated,  owner. 
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SUBJECT — Application  October  23,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district  on  a  plot 
with  less  than  the  required  lot  area  and  lot  width,  the 
erection  of  a  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  and  accessory  parking, 
encroaches  on  the  required  front  and  side  yards,  and  pene¬ 
trates  sky  exposure  plane. 

PREMISES  AFFECTED — 63-25  Queens  Midtown  Ex¬ 
pressway,  north  side,  80.44  feet  west  of  64th  Street,  Block 
2366,  Lot  48,  Maspeth,  Borough  of  Queens. 


662-69-BZ 

APPLICANT — Guerino  Salerni  for  33-55  11th  Street  Realty 
Corporation,  owner. 

SUBJECT — Application  November  10,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a  one  story  building  for  use  as  a  warehouse  and  factory. 

PREMISES  _  AFFECTED— 33-41  to  33-57  (33-55  11th 
Street,  official)  11th  Street,  east  side,  140.15  feet  south  of 
33rd  Road,  (33-42  to  33-54  12th  Street),  Block  318,  Lot 
15,  Long  Island  City,  Borough  of  Queens. 


696-69-BZ 

APPLICANT — Buckley  and  Kisseloff  for  1133  Building 
Corporation,  owner ;  Inmont  Corporation,  lessee. 

SUBJECT — Application  December  2,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72.01  (b)  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  C6-6  District,  on  a  plot  with  an 
existing  44  story  office  building,  the  installation  of  an  elec¬ 
tric  sign  that  exceeds  the  permitted  height  above  curb  level. 

PREMISES  AFFECTED — 1133  Avenue  of  the  Americas, 
southwest  corner  of  West  44th  Street,  Block  996,  Lot  29, 
Borough  of  Manhattan. 

733-69-BZ 

APPLICANT — Charles  M.  Spindler  for  Sun  Oil  Company, 
owner. 

SUBJECT — Application  December  12,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  73-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  on  a  plot 
previously  before  the  Board,  the  erection  and  maintenance 
of  an  automotive  service  station  with  accessory  uses. 

PREMISES  AFFECTED— 131-09  Hillside  Avenue,  north¬ 
east  corner  of  131st  Street,  Block  9252,  Lot  28,  Jamaica, 
Borough  of  Queens. 

7-70-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  January  2,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-65  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  at  an  existing 
three  story  telephone  exchange,  the  erection  of  a  fourth 
story  that  increases  the  degree  of  non-compliance  in  floor 
area  ratio  and  creates  non-compliance  with  the  height  and 
setback  requirements. 

PREMISES  AFFECTED — 1070  Bushwick  Avenue,  south¬ 
west  corner  of  Palmetto  Street,  Block  3339,  Lots  23  and 
21,  Borough  of  Brooklyn. 

M.  MILTON  GLASS,  Chairman 

MARCH  6,  1970,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Friday  morning,  March  6,  1970,  at  10  o’clock  at  80  Lafayette 

Street.  9th  floor.  New  York,  N.  Y.  10013  on  the  following 

matters : 


103- 69-SM 

APPLICANT— Plastic  Pipe  Institute  for  U.  S.  Pipe  and 
Foundry  Co.,  Plastics  Division,  owner — plastic  pipe  and 
fittings. 

104- 69-SM 

APPLICANT — Plastic  Pipe  Institute  for  Vistron  Corp., 
Plastex  Division,  owner— plastic  pipe  and  fittings. 

105- 69-SM  ' 

APPLICANT— Plastic  Pipe  Institute  for  Vistron  Corp., 
Plastex  Division,  owner — plastic  pipe  and  fittings. 

106- 69-SM 

APPLICANT — Plastic  Pipe  Institute  for  Precision  Poly¬ 
mers,  Inc.,  owner — plastic  pipe  and  fittings. 

107- 69-SM 

APPLICANT — Plastic  Pipe  Institute  for  Harvel  Plastics, 
Inc.,  owner— plastic  pipe  and  fittings. 

108- 69-SM 

APPLICANT — Plastic  Pipe  Institute  for  Celanese  Plastics 
Co.,  owner — Yardley  pipe  and  fittings. 

132- 69-SM 

APPLICANT — Plastic  Pipe  Institute  for  Evanite  Plastics 
Co.,  owner — plastic  pipe  and  fittings. 

133- 69-SM  " 

APPLICANT — Plastic  Pipe  Institute  for  Carlon  Products 
Division  of  Continental  Oil  Co.,  owner — plastic  pipe  and 
fittings. 

144-69-SM 

APPLICANT  Plastic  Pipe  Institute  for  Amoco  Chemical 
Corp.,  Industrial  Products  Division,  owner — plastic  pine 
and  fittings. 

180- 69-SM 

APPLICANT — Plastic  Pipe  Institute  for  R  &  G  Sloane 
Mfg.  Division,  The  Susquehanna  Corp.,  owner — plastic 
fittings. 

181- 69-SM  ' 

APPLICANT — Plastic  Pipe  Institute  for  R  &  G  Sloane 
Mfg.  Division,  The  Susquehanna  Corp.,  owner — plastic 
pipe  and  fittings. 

255-69-SM 

APPLICANT  Plastic  Pipe  Institute  for  Amoco  Chemicals 
Corp.,  Industrial  Products  Division,  owner — plastic  pipe 
and  fittings. 

305-69-SM  ' 

APPLICANT— Plastic  Pipe  Institute  for  Plastiline,  Inc., 
owner — plastic  pipe  and  fittings. 

383-69-SM 

APPLICANT— Plastic  Pipe  Institute  for  Colonial  Plastics 
Mfg.  Co.,  owner — plastic  pipe  and  fittings. 

M.  MILTON  GLASS,  Chairman 
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MINUTES 


REGULAR  MEETING 

TUESDAY  MORNING,  JANUARY  27,  1970—10  A.M. 

Present :  Chairman  Glass,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 


The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  afternoon  January  13,  1970,  were  ap¬ 
proved  as  printed  in  the  Bulletin  of  January  22,  1970,  Vol. 
55,  No.  4. 


413-39-BZ— Vol.  Ill 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti  for 
Gulf  Oil  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition,  under  Sections 
7c, .  7i  and  7h  of  the  Zoning  Resolution,  permitting  in  a 
residence  and  business  use  district,  the  reconstruction  of 
existing  gasoline  service  station,  part  of  which  is  to  be 
discontinued  and  extension  of  existing  uses  to  include 
motor  vehicles  waiting  to  be  serviced. 

PREMISES  AFFECTED — 9-33  Ocean  Avenue,  east  side, 
38  feet,  11%  inches  south  of  P.  C.  of  Flatbush  Avenue, 
Block  5024,  Lot  29,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  Ill,  on  July  7,  1953,  on  certain  conditions;  and 

Whereas,  the  resolution  was  last  amended  on  September 
30,  1969;  and 

Whereas,  the  applicant  requested  a  further  amendment  of 
the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  7, 
1953,  as  amended  through  September  30,  1969,  by  adding 
thereto : 

“that  this  gasoline  service  station  shall  substantially 
conform  to  revised  drawings  of  proposed  conditions 
marked  ‘Received  January  2,  1970’,  two  sheets,  on  condi¬ 
tion  that  other  than  as  herein  amended  the  resolution 
above  cited  shall  be  complied  with  in  all  respects.”  (B.N. 
3148-69) 


713-41-BZ— Vol.  II 

APPLICANT — Victor  E.  Block  for  Louis  Rifkin,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  November 
10,  1969 — decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition,  under  Section  7h  of  the 
Zoning  Resolution,  permitting  in  a  residence  and  unre¬ 
stricted  use  district,  the  parking  and  storage  of  more  than 
five  motor  vehicles  of  the  pleasure  car  type  only. 

PREMISES  AFFECTED — 1832-1834  Longfellow  Avenue 
and  990  Cross  Bronx  Expressway,  southeast  corner,  Block 
3011,  Lot  30,  Borough  of  The  Bronx. 


APPEARANCES— 

For  Applicant :  Victor  E.  Block. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  July  24,  1959,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  January  27,  1970,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  24, 
1959,  as  amended  through  November  10,  1964,  only  as  to 
the  term  of  variance,  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 

“granted  for  a  term  of  five  years  from  November  10, 
1969,  to  permit  .  .  . ;  on  condition  that  the  fences  comply 
with  Section  25-66  of  the  Zoning  Resolution ;  that  paving 
and  bumpers  comply  with  the  rules  and  regulations  of 
the  Department  of  Buildings;  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects;  and  that  a  new  Certificate  of  Oc¬ 
cupancy  shall  be  obtained.”  (Alt.  236-59) 


706-47-BZ— Vol.  II 


APPLICANT — Ingram  S.  Carner  for  Shall  Oil  Company, 
long  term  lessee ;  Morris  Leibsen,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Sec¬ 
tions  7f,  7 i  and  7h  of  the  Zoning  Resolution,  permitting 
in  a  retail  use.  district,  the  erection  and  maintenance  of 
a  gasoline  service  station,  lubritorium,  car  washing  (non¬ 
automatic),  motor  vehicle  repairs,  office  and  automobile 
showroom  for  Nash  cars  (previously  denied  by  the  Board) 
and  the  parking  and  storage  of  motor  vehicles  on  unbuilt 
upon  portion  of  lot  for  a  term  of  years. 

PREMISES  AFFECTED — 162-16  Union  Turnpike  and 
80-02  to  80-10  164th  Street,  southwrest  corner,  Block  6857, 
Lot  53,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Ingram  S.  Carner. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 


THE  VOTE— 


Affirmative.:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 

0 


THE  RESOLUTION— 

Whereas,  this  application  was.  granted  by  the  Board  as 
Vol.  II,  on  July  7,  1953,  on  certain  conditions;  and 

Whereas,  the  term  of  variance  was  extended  on  May 
28,  1968 ;  and 

Whereas,  the  resolution  was  amended  last  on  May  28, 
1968;  and 

Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  7, 
1953,  as  amended  through  May  28,  1968,  by  adding  thereto: 
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“that  this  gasoline  service  station  may  be  altered  sub¬ 
stantially  as  shown  on  revised  drawings  of  proposed 
conditions  marked  ‘Received  January  22,  1970’,  two 
sheets,  on  condition  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (N.B.  280-53) 

909-52-BZ 

APPLICANT — Ingram  S.  Carner  for  Rosenberg  Asso¬ 
ciates,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  November 
24,  1969 — decision  of  the  Borough  Superintendent ;  previ¬ 
ously  granted  on  condition,  under  Sections  7f  and  7h  of 
the  Zoning  Resolution,  permitting  in  a  retail  use  district, 
the  maintenance  of  a  gasoline  service  station,  lubritorium, 
auto  washing,  storage  and  sale  of  accessories  and  office 
and  the  parking  of  more  than  five  motor  vehicles  waiting 
to  be  serviced. 

PREMISES  AFFECTED — 198-30  Jamaica  Avenue  and 
94-04  199th  Street,  southwest  corner,  Block  10829,  Lot  56, 
Hollis,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Ingram  S.  Carner. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
February  23,  1955,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  January  27,  1970,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  February 
23,  1955,  as  amended  through  November  24,  1964,  only  as 
to  the  term  of  variance,  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  November  24, 
1969,  to  permit  .  .  . ;  on  condition  that  no  temporary 
signs  be  permitted  on  the  premises;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (N.  B.  5259-52) 

426-54-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Benjamin  L.  Levine,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  December  14, 
1969 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Sections  7e  and  7h  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  residence  use  district,  for 
a  term  of  fifteen  years,  the  erection  and  maintenance  of  a 
gasoline  service  station,  lubritorium  car  wash,  motor 
vehicle  repairs,  storage  and  sale  of  accessories  and  office 
and  permitting  the  parking  and  storage  of  motor  vehicles. 
PREMISES  AFFECTED— 78-01  to  78-19  Linden  Boule¬ 
vard,  north  side,  from  79th  Street  to  Sapphire  Street, 
135-33  to  135-39  Sapphire  Street  and  135-32  to  135-40  79th 
Street,  Block  11376,  Lot  23,  Ozone  Park,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 


THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  q 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  14,  1954,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  January  27,  1970,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  14,  1954,  as  amended  through  December  13,  1955,  only 
as  to  the  term  of  variance,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  December  14, 
1969,  to  permit  ...  ;  on  condition  that  this  gasoline 
service  station  shall  conform  to  drawing  filed  with  this 
application  marked  ‘Received  January  23,  1970’,  one 
sheet;  that  other  than  as  herein  amended  the  resolution 
above  cited  shall  be  complied  with  in  all  respects ;  and 
that  a  new  Certificate  of  Occupany  shall  be  obtained.” 
(N.B.  1321-54) 

456-54-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Benjamin  Siegel,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  December  14, 
1969 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7f,  7h  and  7i  of  the 
Zoning  Resolution,  permitting  in  a  business  use  district, 
for  a  term  of  fifteen  years,  the  erection  and  maintenance 
of  a  gasoline  service  station,  lubritorium,  car  washing, 
motor  vehicle  repairs,  storage  and  sale  of  accessories  and 
office,  and  permitting  the  parking  and  storage  of  motor 
vehicles. 

PREMISES  AFFECTED — 7602-7624  Flatlands  Avenue, 
south  side,  from  East  76th  Street  to  East  77th  Street 
901-911  East  76th  Street  and  902-910  East  77th  Street, 
Block  8013,  Lot  1  (formerly  Lots  1,  4,  5,  6  and  8),  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  o 

TLIE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
December  14,  1954,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
January  27,  1970,  after  due  notice  by  publication. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  December 
14,  1954,  as  amended  through  April  12,  1955,  only  as  to 
the  term  of  variance,  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  December  14, 
1969,  to  permit  .  .  .;  on  condition  that  the  sidewalks 
and  curbs  be  repaired  and  reconstructed  in  accordance 
with  the  rules  and  regulations  of  the  Department  of 
Highways ;  that  other  than  as  herein  amended  the  resolu¬ 
tion  above  cited  shall  be  complied  with  in  all  respects  ; 
and  that  a  new  Certificate  of  Occupancy  shall  be  ob¬ 
tained.”  (N.B.  305-54) 


MINUTES 


67-56-BZ 


705-63-BZ 


APPLICANT — A.  L.  Seiden  for  ABP  Roofing  and  Con¬ 
tracting  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition,  under  Section 
7h  of  the  Zoning  Resolution,  permitting  in  a  residence 
use  district,  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED — 102  Madison  Street,  south  side, 
262  feet  west  of  Market  Street,  Block  276,  Lot  38,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Request  to  reopen  and  amend  the 


resolution  denied. 

THE  VOTE  TO  REOPEN  AND  AMEND— 

Affirmative:  .  0 

Negative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
June  26,  1956,  on  certain  conditions;  and 
Whereas,  the  Board  finds  that  the  terms  and  conditions 
of  the  resolution  should  be  complied  with. 

Resolved,  that  the  request  to  reopen  and  amend  the  resolu¬ 
tion  be  and  it  hereby  is  denied.  (B.N.  3765-69) 

69-63-BZ 

APPLICANT — Atkin  and  Bassolino  for  Estate  of  Renato 
Sacchi  and  Michael  De  Gregoria,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition,  under  Section 
73-44  of  the  Zoning  Resolution,  permitting  in  a  C2-1  dis¬ 
trict,  the  reduction  in  the  number  of  required  accessory 
parking  spaces  for  a  proposed  carpet  store  and  showroom. 
PREMISES  AFFECTED — 1903  Bruckner  Boulevard, 
northwest  corner  of  White  Plains  Road,  Block  3 733,  Lot 
1,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Harry  Atkin. 

ACTION  OF  BOARD— Application  reopened  and  resolution 
amended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
April  30,  1963,  on  certain  conditions ;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  September  16,  1969,  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April 
30,  1963,  as  amended  through  September  16,  1969,  by  adding 
thereto : 

“that  the  fences  and  the  curb  cut  shall  substantially  con¬ 
form  to  revised  drawing  of  proposed  conditions  marked 
‘Received  December  19,  1969’,  one  sheet,  on  condition 
that  other  than  as  herein  amended  the  resolution  above 
cited  shall  be  complied  with  in  all  respects.”  (N.B.  1-63) 


APPLICANT — Kenneth  H.  Koons  for  John  Spivey,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
request  to  waive  the  rules  of  procedure  and  extension  of 
time  to  complete  which  expired  January  18,  1967 — decision 
of  the  Borough  Superintendent ;  previously  granted  on  con¬ 
dition,  under  Section  72-21  of  the  Zoning  Resolution,  per¬ 
mitting  in  an  R4  district,  the  erection  of  a  two  story,  one 
family  dwelling  that  encroaches  on  the  required  front  yard 
and  with  a  covered  porch  within  the  front  yard. 

PREMISES  AFFECTED — 4348  Barnes  Avenue,  southeast 
corner  of  Boyd  Avenue,  Block  5049,  Lot  50,  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant:  Kenneth  H.  Koons. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  time  to  complete  work  extended. 

THE  VOTE — 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  Q 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  17,  1963,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  January  18,  1966;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved ',  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  December  17,  1963,  as  amended 
through  January  18,  1966,  only  as  to  the  time  to  complete 
the  work,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“that  substantial  construction  shall  be  completed 
within  one  year  from  the  date  of  this  amended  resolu¬ 
tion.”  (N.B.  512-63) 


1100-64-BZ 


APPLICANT — Leonard  F.  Rothkrug  for  Ciro  Mattiello, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  February  24, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  and  C2-3  district,  the 
construction  and  maintenance  of  a  public  parking  lot  for 
pleasure  type  motor  vehicles. 

PREMISES  AFFECTED— 62-68  Somers  Street,  south 
side,  300  feet  east  of  Rockaway  Avenue.  Block  1542,  Lots 
16,  17,  18  and  20,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 


THE  VOTE— 


Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 

0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
February  24,  1965.  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  January  27,  1970,  after  due  notice  by  publication. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  February 
24,  1965,  as  amended  through  April  4,  1967,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  five  years  from  February  24, 
1970,  to  permit  ...  ;  on  condition  that  the  barbed  wire 
be  removed  from  the  fences ;  that  the  fences  be  made  to 
comply  with  Section  25-66  of  the  Zoning  Resolution; 
that  paving  and  bumpers  comply  with  the  rules  and 
regulations  of  the  Department  of  Buildings;  that  there 
be  no  signs  on  the  premises,  except  those  required  by 
the  licensing  agency ;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Atl.  1582-64) 


661-67-BZ 

APPLICANT — H.  C.  Bernhard  of  Shreve,  Lamb  and  Har¬ 
mon  Associates  for  United  Engineering  Trustees,  Inc., 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  December 
12,  1969 — decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Sections  72-21  and  73- 
641  of  the  Zoning  Resolution,  to  permit  in  a  C6-4  and 
C5-2  district,  the  erection  of  an  enlargement  to  an  office 
building  that  encroaches  on  the  required  rear  yard  and 
penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 335  to  345  East  47th  Street, 
845  to  859  First  Avenue,  northwest  corner,  332  to  346 
East  48th  Street,  Block  1340,  Lot  23,  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  William  H.  Leyh. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  12,  1967,  on  certain  conditions ;  and 

V  iiereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  January  7,  1969,  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  12,  1967,  as  amended  through  January  7,  1969,  only  as 
to  the  time  to  complete  the  work,  so  that  as  amended  this 
portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  December  12,  1969.”  (Alt.  819-67) 


244-69-BZ 

APPLICANT — Arthur  J.  McGee  for  Webster  Schott, 
owner,  Suweb  Corp. 

SUBJECT — Application  May  2,  1969 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-1  and  Cl-2  district,  the 
erection  of  a  one  story  enlargement  to  an  existing  building, 
to  be  used  as  a  factory  that  extends  into  the  Cl-2  district. 


PREMISES  AFFECTED — 50-30  to  50-36  69th  Place,  west 
side,  119.3  feet  north  of  51st  Avenue,  Block  2438,  Lots 
36,  37,  39  and  40,  Elmhurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  Morsellino. 

For  Opposition:  Fred  Maciborkh. 

ACTION  OF  BOARD — Laid  over  to  February  10,  1970, 
at  10  A.M.,  for  decision ;  applicant  to  file  additional  in¬ 
formation  ;  previously  inspected ;  hearing  closed. 

492-69-BZ 

APPLICANT— Backley  and  Kisseloff  for  Catholic  High 
School  Association  of  New  York,  owner;  Contract  Vendee 
Samuel,  Jack,  Lewis  Rudin. 

SUBJECT — Application  August  26,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  C6-6  and  C5-3  district,  the  erection 
of  a  28  story  office  building  that  exceeds  the  permitted 
height  of  the  front  wall  and  tower  coverage  and  en¬ 
croaches  on  the  required  tower  setback  and  rear  yard  on 
the  interior  lot  portion  of  the  plot. 

PREMISES  AFFECTED — 558-562  Lexington  Avenue,  111- 
321  East  50th  Street,  northwest  corner,  Block  1305,  Lot  13, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  J.  Kisseloff. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  February  25,  1970, 
at  10  A.M.,  for  continued  hearing  at  the  request  of  the 
applicant. 

549-69-BZ 

APPLICANT — Arthur  J.  McGee  for  9th  Street  Company, 
owner. 

SUBJECT — Application  September  23,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C6-1  and  R7-2  district,  the 
erection  of  a  28  story  multiple  dwelling  and  store  building 
that  exceeds  the  permitted  floor  area  ratio  and  lot  area 
per  room,  has  less  than  the  required  open  space  ratio  and 
accessory  parking  and  penetrates  the  sky  exposure  plane. 
PREMISES  AFFECTED — 39-45  Third  Avenue,  east  side 
from  East  9th  Street  to  East  10th  Street,  Block  465,  Lots 
1  to  8,  30,  32,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino,  Helen  Barrera,  Stu¬ 
art  Herman  and  Harold  Sussman. 

For  Opposition:  Esther  T.  Rand. 

For  Administration:  Mark  A.  Levine,  City  Planning 
Commission. 

ACTION  OF  BOARD — Laid  over  to  February  17,  1970, 
at  10  A.M.,  for  continued  hearing  at  the  request  of  the 
City  Planning  Commission;  applicant  concurs. 


563-69-BZ 

APPLICANT  Charles  F.  Murphy  for  George’s  Carriers, 
Incorporated,  owner. 

SUBJECT — Application  October  3,  1969— decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  and  R5  district,  the 
enlargement  in  area  of  an  existing  parking  lot  previously 
before  the  Board. 

PREMISES  AFFECTED — 62-39  to  62-55  Forest  Avenue, 
east  side,  218  feet  south  of  Metropolitan  Avenue,  62-44  to 
62-50  60th  Street,  Block  3492,  Lots  25,  28,  55,  and  59 
(28T),  Ridgewood,  Borough  of  Queens. 


it  l 
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APPEARANCES— 

For  Applicant:  Charles  F.  Murphy  and  Richard  George. 
For  Opposition :  Florence  M.  Estling,  Ruth  Orlando,  Rose 
Gassmann,  Lina  Galegki,  Eva  Krug  and  Emma  Frank. 
ACTION  OF  BOARD — Laid  over  to  February  10,  1970,  at 
10  A.M.  for  decision ;  applicant  to  file  revised  drawings 
and  additional  information ;  hearing  closed ;  previously 
inspected. 


564-69-A 

APPLICANT — Charles  F.  Murphy  for  George’s  Carriers, 
Incorporated,  owner. 

SUBJECT — Application  October  3,  1969 — Filed  pursuant 
to  Section  35,  Art.  3  of  the  General  City  Law  re-  park¬ 
ing  lot  in  bed  of  mapped  street. 

PREMISES  AFFECTED— 62-39  to  62-55  Forest  Avenue, 
east  side,  218  feet  south  of  Metropolitan  Avenue,  62-44  to 
62-50  60th  Street,  Block  3492,  Lots  25,  28.  55,  (28T), 
Ridgewood  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Charles  F.  Murphy  and  Richard  George. 

ACTION  OF  BOARD — Laid  over  to  February  10,  1970, 
at  10  A.M.,  for  decision  in  conjunction  with  Cal.  No.  563- 
69-BZ ;  hearing  closed. 


582-69-BZ 

APPLICANT — Benjamin  Zlochower  for  Estate  of  Max 
Sakow,  owner. 

SUBJECT- — Application  October  8,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  two  story  and  basement,  two  family  dwelling  that 
exceeds  the  permitted  floor  area  ratio  and  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room. 
PREMISES  AFFECTED — 2060  Muliner  Avenue,  east 
side,  180  feet  north  of  Brody  Avenue,  Block  4298,  Lot  13, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Benjamin  Zlochower  and  Walter  I.  Sakow. 
For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  10,  1970, 
at  10  A.M.  Applicant  to  submit  additional  information. 
Hearing  continued.  Previously  inspected. 


583-69-BZ 

APPLICANT — Benjamin  Zlochower  for  Estate  of  Max 
Sakow,  owner. 

SUBJECT — Application  October  8,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  two  story  and  basement  two  family  dwelling  that 
exceeds  the  permitted  floor  area  ratio,  and  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room. 
PREMISES  AFFECTED — 2058  Muliner  Avenue,  east 
side,  150  feet  north  of  Brody  Avenue,  Block  4298,  Lot  12, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Benjamin  Zlochower  and  Walter  I.  Sakow. 
For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  10,  1970, 
at  10  A.M.  Hearing  continued  in  conjunction  with  Cal. 
No.  582-69-BZ. 

592-69-BZ 

APPLICANT — Robert  C.  Schnall  and  Judson  E.  Schnall 
for  Bergen  Park  Homes  Incorporated,  owner. 


SUBJECT — Application  October  15,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  one  story  and  basement  one  family  dwelling  that  en¬ 
croaches  on  the  required  side  yards,  has  less  than  the 
required  open  space  ratio  and  with  an  open  porch  within 
the  required  front  yard. 

PREMISES  AFFECTED— 1836  Coleman  Street,  west 
side,  280  feet  south  of  Avenue  R,  Block  8484,  Lot  55, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Robert  C.  Schnall. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  February  3,  1970,  at 
10  A.M.  hearing  closed;  previously  inspected.  Applicant 
to  submit  revised  drawings. 


598-69-BZ 

APPLICANT — Aaron  Halpern  for  James  P.  Clark,  owner. 

SUBJECT — Application  October  20,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-1  district,  on  a  plot  with 
less  than  the  required  lot  area  and  lot  width,  the  erection 
of  a  two  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room  and  encroaches  on  the 
required  side  yard. 

PREMISES  AFFECTED— 17-34  154th  Street,  west  side, 
66.01  feet  south  of  17th  Road,  Block  4704,  Lot  39,  White- 
stone,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Aaron  Halpern. 

For  Opposition :  Burton  Citak,  Ferrante  William,  Glad- 
owski  Frances  and  Gabriele  Teutani. 

ACTION  OF  BOARD — Laid  over  to  February  10,  1970, 
at  10  A.M.  Objectors  to  furnish  additional  information. 
Hearing  continued.  Previously  inspected. 


599-69-BZ 

APPLICANT — Aaron  Halpern  for  James  P.  Clark,  owner. 

SUBJECT — Application  October  20,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-1  district,  on  a  plot  with 
less  than  the  required  lot  area,  the  erection  of  a  two  story, 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio  and  lot 
area  per  room  and  encroaches  on  the  required  side  yard. 

PREMISES  AFFECTED— 151-84  17th  Road,  southwest 
corner  of  154th  Street,  Block  4704,  Lot  40,  Whitestone, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Aaron  Halpern. 

For  Opposition:  Burton  Citak,  Ferrante  William,  Glad- 
owski  Frances  and  Gabriele  Teutani. 

ACTION  OF  BOARD — Laid  over  to  February  10,  1970, 
at  10  A.M.  Objectors  to  furnish  additional  information. 
Hearing  continued.  Previously  inspected. 


600-69-BZ 

APPLICANT — Aaron  Halpern  for  James  P.  Clark,  ~wner. 

SUBJECT — Application  October  20,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-1  district,  on  a  plot  with 
less  than  the  required  lot  area,  the  erection  of  a  two  story, 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio  and  lot 
area  per  room  and  encroaches  on  the  required  side  yard. 
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PREMISES  AFFECTED— 151-80  17th  Road,  south  side. 
50  feet  west  of  154th  Street,  Block  4704,  Lot  42,  White- 
stone,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Aaron  Halpern. 

For  Opposition:  Burton  Citak,  Ferrante  William,  Glad- 
owski  Frances  and  Gabriele  Teutani. 

ACTION  OF  BOARD — Laid  over  to  February  10,  1970, 
at  10  A.M.  Objectors  to  furnish  additional  information. 
Hearing  continued.  Previously  inspected. 


601-69-BZ 

APPLICANT — Leonard  F.  Rothkrug  of  Ford  Leasing  De¬ 
velopment  Company,  owner ;  Banner  Ford,  lessee. 

SUBJECT — Application  October  13,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  and  11-413 
of  the  Zoning  Resolution,  to  permit  in  an  C2-2  and  R5 
district,  on  a  plot  previously  before  the  Board,  in  con¬ 
junction  with  the  erection  of  an  automobile  showroom,  the 
enlargement  in  lot  area  for  used  car  sales  and  accessory 
parking  extending  into  the  R5  district. 

PREMISES  AFFECTED— 2531  to  2547  East  Tremont 
Avenue,  north  side,  57.41  feet  east  of  Lurting  Avenue, 
Block  4069,  Lots  23  and  24,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  10,  1970, 
at  10  A.M.  for  applicant  to  submit  revised  drawings. 
Hearing  continued ;  previously  inspected. 


641-69-BZ 

APPLICANT — A.  H.  Salkowitz  and  Carl  Heimberger  for 
Danshirl  Realty  Corporation,  owner;  Overseas  National 
Airways,  lessee. 

SUBJECT — Application  October  28,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-44 
of  the  Zoning  Resolution,  to  permit  in  an  Ml-1  district, 
the  erection  of  a  one  story  and  basement  office  and  ware¬ 
house  building  that  exceeds  the  permitted  floor  area  ratio 
and  the  reduction  in  the  number  of  accessory  parking 
spaces. 

PREMISES  AFFECTED— 147-39  175th  Street,  east  side, 
100  feet  north  of  148th  Avenue,  Block  13376,  Lot  40, 
Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Carl  Heimberger. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  3,  1970,  at 
10  A.M. ;  hearing  closed.  Laid  over  for  decision.  Applicant 
to  submit  additional  information.  Previously  inspected. 


651-69-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Helen  Marer, 
owner. 

SUBJECT — -Application  November  5,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district  the  erection  of 
a  six  story  multiple  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  the  height  of  the  front  wall  and  lot  area 
per  room,  has  less  than  the  required  open  space  ratio  and 
accessory  parking,  and  encroaches  on  required  front  set¬ 
back. 

PREMISES  AFFECTED — 830  to  832  Magenta  Street, 
southwest  corner  of  Bronxwood  Avenue,  Block  4633,  Lot 
1,  Borough  of  The  Bronx. 


APPEARANCES— 

F or  Applicant :  Leonard  F.  Rothkrug,  Marvin  Fine  and 
Harold  Sussman. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  February  17,  1970,  at 
10  A.M.,  for  continued  hearing;  applicant  to  file  addi¬ 
tional  information.  Previously  inspected. 

652-69-A 

APPLICANT — Leonard  F.  Rothkrug  for  Helen  Marer, 
owner. 

SUBJECT — Application  November  5,  1969 — filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  re-  proposed 
seven  story  Class  A  Multiple  Dwelling  and  proposed  use 
of  top  of  rock. 

PREMISES  AFFECTED — 830  to  832  Magenta  Street, 
southwest  corner  of  Bronxwood  Avenue,  Block  4633,  Lot 
1,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug,  Marvin  Fine  and 
Harold  Sussman. 

ACTION  OF  BOARD — Laid  over  to  February  17,  1970,  at 
10  A.M.,  for  continued  hearing  in  conjunction  with  Cal. 
No.  651-69-BZ. 

335-69-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Titan  Enter¬ 
prises,  Incorporated,  owner;  Kuehne  and  Nagel,  Incor¬ 
porated,  lessee. 

SUBJECT — Application  June  9,  1969— decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  11-413  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  R3-2  district,  on  a 
plot  previously  before  the  Board,  the  erection  of  a  two 
story  building  for  use  as  an  air  freight  terminal. 

PREMISES  AFFECTED — 147-23  Springfield  Lane,  221-21 
149th  Avenue,  northeast  corner,  Block  13435,  Lots  16,  18, 
20,  54,  56,  58,  Springfield  Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Administration :  E.  Gross,  Dept,  of  Commerce ;  Samuel 


Bodian,  Park  Dept. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  o 

Negative:  _  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan .  5 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  September  9,  1969,  after  due  notice  by  publication  in 
the  Bulletin;  laid  over  to  September  23,  1969;  then  to 
September  30,  1969;  then  to  October  15,  1969;  then  to 
November  25,  1969;  then  to  January  6,  1970;  then  to  January 
27,  1970;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  13,  1969,  acting  on  N.B.  Applic.  702/1969,  reads: 

“1.  Proposed  2-story  freight  terminal  and  offices 
with  accessory  parking  in  a  R3-2  District  is  contrary 
to  Sec.  #22-00  of  the  Zoning  Resolution. 

2.  Since  there  is  no  bulk,  off  street  parking,  load¬ 
ing  and  unloading  regulations,  for  a  freight  terminal  in 
an  R3-2  District,  this  matter  must  be  referred  to  the 
B.  S.  &  A.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
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Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  findings  a,  b,  c  &  e  under 
Section  72-21  of  the  Zoning  Resolution ;  and 
Whereas,  the  Board  finds  that  this  is  not  an  appropriate 
case  to  permit  under  Section  11-413  of  the  Zoning  Resolution 
an  increase  in  the  site. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  May  13,  1969  acting  on  N.B.  Applic.  702/1969  Ob¬ 
jection  No.  1  &  2  be  and  it  hereby  is  affirmed  and  that  the 
application  be  and  it  hereby  is  denied. 


470-69-BZ 

APPLICANT — Andrew  Di  Camillo  for  Ricosam  Realty 
Corporation,  owner. 

SUBJECT — Application  August  7,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  district,  in  an  existing 
two  story  building,  the  erection  of  an  enlargement  to  the 
first  floor  store  that  increases  the  degree  of  non-compliance 
in  floor  area  ratio. 

PREMISES  AFFECTED — 7112  13th  Avenue,  west  side, 
80  feet  north  of  72nd  Street,  Block  6177,  Lot  43,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Frank  Sellitto. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass.  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  January  6,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  20,  1970;  then  to  January  27. 
1970 ;  and 

Whereas,  the  decision  of  the  Borough  S’—^rintendent, 
dated  July  31,  1969,  acting  on  Alt.  Apolic.  903/1969,  reads : 

“1.  The  proposed  enlargement  exceeds  the  maxi¬ 
mum  floor  area  for  a  mixed  building  located  in  a  Cl-2 
mapped  in  R5  district  is  contrary  to  Sec.  33-121  of  the 
Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  Jhe  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
a  Cl-2  district,  in  an  existing  two-story  building,  the  erec¬ 
tion  of  an  enlargement  to  the  first  floor  store  that  increases 
the  degree  of  non-compliance  in  floor  area  ratio,  on  condi¬ 
tion  that  all  work  shall  substantially  conform  to  drawings 
filed  with  this  application  and  marked  “Received  August  7 
1969,”  5  sheets,  “October  IS,  1969,”  one  sheet,  and  “Jan¬ 
uary  22,  1970,”  one  sheet ;  that  all  laws,  rules  and  regula¬ 
tions  applicable  shall  be  complied  with,  and  that  substan¬ 
tial  construction  be  completed  within  one  year  from  the  date 
of  this  resolution. 

585-69-BZ 

APPLICANT— Ingram  S.  Carner  for  Nemet  International, 

Incorporated,  owner. 


SUBJECT — Application  October  9,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  73-50  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-1  district,  the  erection  of 
a  two  story  enlargement  to  an  automotive  sales  and  service 
establishment  that  encroaches  on  the  rear  yard  along  a 
district  boundary. 

PREMISES  AFFECTED — 153-03  Hillside  Avenue,  north 
side,  367.19  feet  west  of  Parsons  Boulevard,  Block  9706, 
Lots  69,  72,  75,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Ingram  S.  Carner. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  January  20,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  27,  1970;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  10,  1969,  acting  on  Alt.  Applic.  853/1969, 
reads : 

1.  In  a  C8-1  zone  a  20  foot  rear  yard  is  required, 
proposed  two  story  extension  is  not  a  permitted  obstruc¬ 
tion  in  a  required  rear  yard  Sec.  33-23  and  Sec.  33-26 
Zoning  Resolution. 

2.  In  a  C2-1  zone,  a  rear  lot  line  which  coincides 
with  a  rear  lot  line  of  a  zoning  lot  in  a  residence  dis¬ 
trict  an  open  area  of  30  ft.  shall  be  provided,  such  open 
area  not  to  be  used  for  storage  or  processing  of  any 
kind,  Sec.  33-292  Zoning  Resolution.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  73-50  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Section  73-50  of  the  Zoning  Resolution,  to  permit 
in  a  C8-1  district,  the  erection  of  a  two-story  enlargement 
to  an  automotive  sales  and  service  establishment  that  en¬ 
croaches  on  the  rear  yard  along  a  district  boundary,  on 
condition  that  all  work  shall  substantially  conform  to  draw¬ 
ings  filed  with  this  application  and  marked  “Received  Oc¬ 
tober  9,  1969,”  one  sheet,  and  “January  21,  1970,”  3  sheets; 
on  further  condition  that  there  be  no  openings  in  the  roof, 
and  no  air  conditioning  machinery  within  thirty  feet  of  the 
rear  lot  line ;  that  all  laws,  rules  and  regulations  applicable 
shall  be  complied  with,  and  that  a  Certificate  of  Occupancy 
be  obtained  within  one  year  from  the  date  of  this  resolution. 

605-69-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Cauldwell  Wingate  Company,  Incorporated, 
owner. 

SUBJECT — Application  October  16,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  73-482  and  73- 
49  of  the  Zoning  Resolution,  to  permit  in  a  C6-7(T)  dis¬ 
trict,  at  an  existing  parking  facility,  the  addition  of  roof 
parking  and  the  increase  in  the  number  of  parking  spaces 
that  will  exceed  the  permitted  maximum. 

PREMISES  AFFECTED — 145-155  West  47th  Street,  north 
side,  240  feet  east  of  Broadway,  Block  1000,  Lot  11,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum. 

For  Opposition:  None. 
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ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

N  egative :  . .  0 


THE  RESOLUTION— 

V  hereas,  a  public  hearing  was  held  on  this  application 
on  January  20,  1970,  after  due  notice  by  publication  in 
the  Bulletin;  laid  over  to  January  27,  1970;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  10,  1969,  acting  on  Alt.  Applic.  1230/1969, 
reads : 

“C-l.  Proposed  use  of  roof  for  accessory  parking 
is  contrary  to  Sec.  36-11  of  Z.R. 

C-2.  Proposed  increase  of  parking  spaces  from  225 
granted  under  C.  of  O.  67052  to  261  spaces  is  contrary 
to  Sec.  36-12  and  36-13  of  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

.  ^  hereas,  the  Board  has  determined  that  the  evidence 
m  the  record  supports  the  findings  required  to  be  made 
under  Sections  73-482  and  73-49  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Sections  73-482  and  73-49  of  the  Zoning  Resolution, 
V3  Pfrmit  Ui  a  C6-7  (T)  district,  at  an  existing  parking 
tacility,  the  addition  of  roof  parking  and  the  increase  in 
the  number  of  parking  spaces  that  will  exceed  the  permitted 
maximum,  on  condition  that  all  work  shall  substantially 
conform  to  drawings  filed  with  this  application  and  marked 
Received  October  16,  1969,”  11  sheets,  and  “January  22, 
19/U,  2  sheets;  on  further  condition  that  the  operations 

of  thus  garage  be  so  conducted  that  no  vehicles  obstruct  the 
sidewalks  at  any  time;  that  all  laws,  rules  and  regulations 
applicable  shall  be  complied  with,  and  that  substantial  con¬ 
struction  be  completed  within  one  year  from  the  date  of 
this  resolution. 


635-69-BZ 

Rama>  Proskauer,  Prober  and  Vassalotti  for 
Nicholas  Operating  Corporation,  owner. 

SUBJECT— Application  October  23,  1969— decision  of  the 
borough  Superintendent,  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  and  R3-1  district,  the 
extension  of  an  existing  restaurant,  cabaret  and  catering 
establishment  previously  before  the  Board  to  include  the 
cellar  with  attendant  parking  in  the  open  area. 

PREMISES  AFFECTED — 1048  to  1072  Ocean  Parkway 
west  side  380  feet  south  of  Avenue  J,  1151-1167  East  5th 
Street,  Block  5495,  Lot  870,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  Alice  Davidson. 

For  Administration:  Samuel  Bodian,  Park  Dept. 
ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  . .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
January  13,  1970,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  January  27,  1970;  and 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  15,  1969,  acting  on  Alt.  Applic.  1784/1969, 
reads : 

“1.  On  a  lot  presently  located  in  an  R5  and  partly 
in  an  R3-1  district  previously  subject  of  Board  of  Stand¬ 
ards  and  Appeals  variance  under  Cal.  #344-33-BZ,  the 
proposed  change  of  use  in  the  cellar  from  ‘pastry  baking, 
dish  washing,  boiler  room,  storage  of  tables  and  chairs 
to  catering,  banquet  hall  and  kitchen,’  and  the  change  of 
use  of  open  area  from  ‘parking  of  patrons  cars— no  fee 
to  be  charged  to  attendant  parking  of  patrons  cars — 
fee  to  be  charged  (126  cars)’  are  not  permitted  as  of 
right  and  contrary  to  Sect.  22-00  of  Zoning  Resolution 
and  is  referred  back  to  the  Board  per  Sect.  11-41  Z.R. 

“2.  Proposed  interior  structural  alteration  to  a  non- 
conforming  use  is  contrary  to  Sec.  52-22  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

.  Whereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  11-412  of  the  Zoning  Reso¬ 
lution,  the  extension  of  the  present  use  within  the  building. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  permit  under  Section  11-412  of  the  Zoning  Resolution, 
to.  permit  in  an  R5  and  R3-1  district,  the  extension  of  an 
existing  1  estaurant,  cabaret  and  catering  establishment  previ¬ 
ously  before  the  Board,  to  include  the  cellar  with  attendant 
parking  in  the  open  area,  on  condition  that  all  work  shall  sub¬ 
stantially  conform  to  drawings  filed  with  this  application  and 

™rlfniv,Re,Cei,ved  0ctober  23.  1969”,  7  sheets,  and  “January 
19/U  ,  4  sheets  ;  on  further  condition  that  an  approved 
type  automatic  sprinkler  system  be  installed  throughout  the 
entire  cellar;  that  the  parking  be  without  fee;  that  there  be 
no  curb  cut  on  East  5th  Street ;  that  the  signs  on  the  prem¬ 
ises  be  limited  to  non-illuminated  signs,  not  in  excess  of  a 
total  area  of  150  square  feet;  that  all  laws,  rules  and  regu¬ 
lations  applicable  shall  be  complied  with,  and  that  substantial 
construction  be  completed  within  one  year  from  the  date  of 
this  resolution. 


Adjourned:  12:10  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JANUARY  27,  1970,  2  P.  M. 

Present :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

1429-39-SM 

APPLICANT — Rock-Crete  Products,  Inc.,  owner. 
SUBJECT — Interchanging  of  Calendar  Numbers. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  to  reopen  and  amend 

denied. 

THE  VOTE  TO  REOPEN  AND  AMEND— 

Affirmative :  .  q 

Negative  :  _  Chairman .  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

38-47-SM  ” 

APPLICANT — Bergen  Building  Block,  Inc.,  owner. 
SUBJECT— Interchanging  of  Calendar  Numbers. 
APPEARANCES— 

For  Applicant :  None. 
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ACTION  OF  BOARD — Application  to  reopen  and  amend 


denied. 

THE  VOTE  TO  REOPEN  AND  AMEND— 

Affirmative :  .  0 

Negative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 


383-54-SM 

APPLICANT — Rock-Crete  Products,  Inc.,  owner. 


SUBJECT — Interchanging  of  Calendar  Numbers. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  to  reopen  and  amend 


denied. 

TO  VOTE  REOPEN  AND  AMEND— 

Affirmative  .  0 

Negative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 


960-54-SA — Vols.  I,  II,  III 

APPLICANT — Union  Carbide  Corporation,  Linde  Division, 
owner. 

APPEARANCES— 

For  Applicant:  I.  E.  Willoughby. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
960-54-SA— Vols.  I,  II,  III— Union  Carbide  Corporation, 
Linde  Division,  New  York,  N.  Y.,  requested  that  the  resolu¬ 


tion  adopted  May  3,  1955  as  amended  November  19,  1957, 
September  22,  1959  and  July  23,  1963  under  Calendar  Num¬ 
ber  960-54-SA — Vols.  I,  II,  III  be  reopened  and  amended  so 
as  to  list  new  model  designations. 

PROPOSED  USE:  Storage  and  supply  vessels  for  liquid 
oxygen,  nitrogen  or  argon. 

DESCRIPTION :  The  originally  approved  models  were 
identified  as  the  M-50,  M-60,  M-90,  M-100,  M-310,  AT-25 
92VCC,  93VCC  and  150VCC.  The  M-50  will  be  discon¬ 
tinued. 

The  request  has  been  made  to  permit  the  identification  of 
the  other  models  with  the  letters  VCC  followed  by  the  model 
number  itself  and  then  a  serial  number  for  the  container. 
Thus  the  Model  M-90  would  be  designated  VCC90  with 
serial  number. 

The  capacities  of  all  containers  will  remain  the  same  but 
some  units  will  have  minor  dimensional  changes.  The  mate¬ 
rials  used  for  the  liquid  container  will  be  as  shown  in  the 
following  table.  As  previously,  all  containers  will  meet 
A.  S.  M.  E.  code  requirements. 


LINDE  COLD  CONVERTER  STORAGE  TANKS 


Model  50 


Liquid  Container 

Capacity,  gals.  D 

Material  I 

Outside  Diameter  S 

Thickness  (shell)  C 

Length  O 

A.S.M.E.  Design  Pressure,  N 

psi  T 

Hydrostatic  Test,  Pressure,  I 

psi  N 

Safety  valve  set  U 

Bursting  disc  E 

Outer  Casing  D 


Material 

Outside  Diameter 

Thickness 

Length 

Design  Pressure 

Test  Pressure,  Internal  psi 


90 

100 

310 

780 

868 

2700 

Stainless 

Stainless 

Stainless 

48" 

76"* 

108" 

.250" 

.279" 

.437" 

116)4" 

Sphere 

Sphere 

144 

218 

220 

216 

327)4 

330 

125 

200 

200 

175 

275 

275 

STEEL — all  units 

60" 

102" 

130" 

.312" 

.156"* 

.250" 

133* 

Sphere 

Sphere 

15  psi  external 

— all  units 

About  22)4  psi 

internal — 

plus  helium 

AT-25 

92 

93 

290 

780 

780 

Stainless 

Stainless 

9%  Ni  Steel 

30" 

48" 

48" 

234"* 

.375" 

.281" 

84"* 

116" 

116" 

218* 

219 

219 

330* 

330 

330 

200 

200 

200 

270 

275 

275 

36" 

60" 

60" 

0.187" 

5/ie" 

.25" 

93" 

133"* 

133" 

test — all  units 


*  Dimensional  changes 
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MODEL 

150 

90_ 

310 

AT-25 

60 

Liquid  Container 

Capacity,  gals. 

1300 

780 

2700 

290 

560 

Material 

9%  Ni  Steel 

5083  Alum. 

5083  Alum. 

5083  Alum. 

5083  Alum. 

Outside  Diameter 

54" 

00 

108" 

30" 

42" 

Thickness  (shell) 

.312" 

.5" 

.744"* 

.431" 

.707" 

Length 

159" 

1143/6" 

Sphere 

88" 

102" 

A.S.M.E.  Design 

Pressure,  psi 

217 

145 

220 

220 

270 

Hydrostatic  test, 

Pressure,  psi 

330 

220 

330 

330 

405 

Safety  valve  set 

200 

125 

200 

200 

250 

Bursting  disc 

275 

175 

275 

270 

340 

Outer  Casing 

Material 

STEEL — all  units 

Outside  Diameter 

66" 

60" 

130" 

355/6" 

50" 

Thickness 

.179" 

.25" 

.25" 

.187" 

.187" 

Length 

14'  35^" 

133" 

Sphere 

93" 

Design  Pressure 

15  psi  external — all  units 

Test  Pressure, 

Internal  psi 

About  2 ZYz  psi  internal — 

plus  helium  leak  test — all 

units 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  3,  1955  and  amended 
November  19,  1957,  September  22,  1959  and  July  23,  1963 
under  Calendar  Number  960-54-SA — Vols.  I,  II,  III  be  re¬ 
opened  and  amended  so  as  to  permit  the  addition  of  the  new 
models  in  accordance  with  this  report,  on  condition,  that  all 
installations  comply  with  the  requirements  of  General  Resolu¬ 
tion,  Calendar  Number  1180-65-GR. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 


Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  John  A.  Darts, 

Director, 
Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


924-62-SM 

APPLICANT — Asbestospray  Corporation,  owner. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative  :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 

924-62-SM — Amendment  to  resolution  as  to  additional  fire- 
resistive  columns. 

Asbestospray  Corporation,  Newark,  New  Jersey,  requested 
that  the  resolution  adopted  May  28,  1963  as  amended 
through  September  13,  1966  under  Calendar  Number  924- 
62-SM  be  reopened  and  amended  so  as  to  include  additional 
fire-resistive  columns. 

PROPOSED  USE:  Fireproofing  of  steel  columns. 
DESCRIPTION :  There  has  been  no  change  in  the  material 
(sprayed  asbestos)  nor  in  the  method  of  application  of  the 
material  in  order  to  fireproof  the  columns. 

INSPECTION  &  TEST:  A  series  of  tests  were  conducted 
at  the  Underwriters’  Laboratories  on  14  WF228  steel  col¬ 
umns  under  the  provisions  of  ASTM  El  19. 


One  column  was  protected  with  1A  inches  of  Asbesto¬ 
spray,  applied  directly  to  and  following  the  contour  of  the 
column.  A  second  column  was  protected  with  2%  inches  of 
Asbestospray,  applied  directly  to  and  following  the  contour 
of  the  column.  No  adhesive  was  used  in  either  instance. 

The  wet  density  of  the  fiber  was  22.7  lbs./cu.  ft.  and  dried 
density  11.2  lbs./cu.  ft. 

The  column  protected  with  the  1  A  inches  of  fiber  reached 
the  limiting  temperature  at  2  hrs.  51  minutes  and  the  second 
column  at  4  hrs.  36  minutes. 

The  Underwriters’  Laboratories  also  conducted  an  in¬ 
vestigation  to  determine  the  minimum  applied  thickness  of 
the  sprayed  fiber  in  order  to  attain  a  three  and  four-hour 
fire-resistive  column  protection.  The  investigation  showed 
that  for  a  four-hour  rating,  the  thickness  of  the  fiber  could 
be  reduced  from  2%  inches  to  2  inches  and  for  the  three- 
hour  rating  1  7/16  inches  of  fiber  is  required.  The  complete 
report  of  the  Underwriters’  Laboratories  R3372-16-17  is  on 
file  with  the  record. 

RECOMMENDATION — The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  28,  1963  as 
amended  through  September  13,  1966  under  Calendar  Num¬ 
ber  924-62-SM  be  reopened  and  amended  so  as  to  include 
the  additional  fire-resistive  steel  columns  namely,  two-hour 
fire-resistive  column— protection  VA  inches  of  the  sprayed 
fiber;  three-hour  fire-resistive  column— protection  1  7/16 
inches  of  the  sprayed  fiber;  and  four-hour  fire-resistive  col¬ 
umn — protection  2  inches  of  the  sprayed  fiber.  In  all  instances, 
the  fiber  is  to  be  applied  directly  to  and  following  the  contour 
of  the  column,  on  condition  that  the  requirements  of  the 
resolution  adopted  May  28,  1963  as  amended  Septem¬ 
ber  13,  1966  under  Calendar  Number  924-62-SM  be  corn- 
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plied  with  and  further,  that  all  installations  comply  with  the 
requirements  of  the  Rules  of  the  Board  adopted  under  118- 
68-GR  (Application  and  Protection  of  Sprayed-on  Fire¬ 
proofing). 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  a+  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


464-67-SM 

APPLICANT — United  States  Gypsum  Company,  owner. 
SUBJECT — Additional  fire-resistive  floor/roof  assembly. 
APPEARANCES— 

For  Applicant :  Dan  G.  Kottke. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
464-67-SM — Amendment  to  resolution  as  to  additional  fire 
resistive  floor  and  roof  assembly. 

United  States  Gypsum  Company,  New  York,  requested  that 
the  resolution  adopted  December  3,  1968  under  Calendar 
Number  464-67-SM  be  reopened  and  amended  so  as  to  in¬ 
clude  an  additional  fire-resistive  floor  and  roof  assembly. 

PROPOSED  USE:  Two-hour  fire-resistive  roof  construc¬ 
tion. 

DESCRIPTION :  The  assembly  is  a  roof  and  ceiling  assem¬ 
bly  consisting  of  2  inch  thick  steel-edged  tongue  and  groove 
gypsum  planks  supported  by  steel  joists.  The  gypsum  planks 
are  covered  with  Y  inch  glass  fiber  insulation  board  topped 
with  a  three-ply  built-up  roofing.  The  structure  is  protected 
by  means  of  a  ceiling  of  24  x  48  x  yA  inch  thick  acoustical 
panels  in  an  exposed  grid  system.  Included  in  the  ceiling  is 
an  air  diffuser  and  four  recessed  light  fixtures.  The  air  duct 
opening  not  to  exceed  55  sq.  inches  per  100  sq.  ft.  and  the 
light  fixtures  not  to  exceed  16  sq.  ft.  per  100  sq.  ft.  of  ceiling 
area.  The  construction  is  in  accordance  with  Ill.  I  as  con¬ 
tained  in  Underwriters’  Laboratories  Report  R5403-3  which 
is  on  file  with  the  record. 

INSPECTION  AND  TEST :  A  roof  construction,  as  herein 
described,  was  tested  at  the  Underwriters’  Laboratories  in 
accordance  with  the  requirements  of  ASTM  El  19.  The  con¬ 
struction  successfully  met  the  fire  and  hose  stream  require¬ 
ments  of  a  two-hour  fire-resistive  roof  construction.  The 
complete  report,  Underwriters’  Laboratories  R5403-3,  is  on 
file  with  the  record. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  3,  1968  under 
Calendar  Number  464-67-SM  be  reopened  and  amended  so 
as  to  include  the  additional  two-hour  fire-resistive  roof  con¬ 
struction  as  herein  described  when  installed  in  accordance 


with  Ill.  I  as  contained  in  Underwriters’  Laboratories  Re¬ 
port  R5403-3  which  is  on  file  with  the  record,  on  condition 
that  the  air  duct  opening  shall  not  exceed  55  sq.  inches/100 
sq.  ft.  of  ceiling  area  and  that  the  light  fixtures  shall  not 
exceed  16  sq.  ft./lOO  sq.  ft.  of  ceiling  area  and  further  that 
all  requirements  of  the  resolution  adopted  December  3,  1968 
under  Calendar  Number  464-67-SM  be  complied  with. 

(Sgd.)  John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


762-68-SA 

APPLICANT — Governair  Corporation,  owner;  Bernard 
Leventhal,  agent. 

APPEARANCES— 

For  Applicant :  Bernard  Leventhal. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  Q 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
762-68-SA — Governair  Corporation,  Oklahoma  City,  Okla¬ 
homa,  filed  for  approval  of  the  Governair  Self-Contained  Air- 
Cooled  Air  Conditioning  Unit,  Models  Topline  SCAC- 
A-B-ZF,  under  the  provisions  of  Articles  13,  14  and  15  Build¬ 
ing  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Summer  or  year-round  air  conditioners 
for  outdoor  and  rooftop  installation. 

DESCRIPTION :  I  he  Topline  Air  Conditioners  are  pack¬ 
age  units  consisting  of  a  semi-hermetic  compressor,  air-cooled 
condenser,  receiver  with  pressure  relief  value  and  evaporator 
coil.  Condenser  fan  and  evaporator  fan  for  air  circulation 
are  part  of  the  complete  system.  Refrigerant  charge  is  R-22 
and  nominal  capacities  vary  from  5  to  60  tons. 

The  equipment  is  housed  in  a  galvanized  steel  cabinet  in¬ 
sulated  with  fiberglass.  Removable  panels  are  provided  for 
access.  The  housing  is  finished  in  a  plastic  coating  and  an 
aluminum  paint. 

In  the  Model  SC  AC- A,  supply  and  return  air  connections 
are  on  opposite  sides  of  the  unit  for  cross-flow  of  air. 

In  the  Model  SCAC-B,  supply  and  return  air  connections 
are  on  one  end  of  the  unit  for  an  in-line  air  flow  pattern. 
Duct  connections  are  available  on  the  bottom  of  the  unit. 

For  year-round  use  provision  has  been  made  so  that  a  fur¬ 
nace  section  can  be  connected  to  either  the  A  or  B  model  to 
provide  heated  air. 

This  section  houses  a  Reznor  gas-fired  furnace  Model 
XA,  XB,  XC,  XV  and  XD  previously  approved  by  the  Board 
under  Calendar  Number  449-40-SA.  The  capacities  vary 
from  175,000  to  400,000  BTU  per  hour  input.  For  larger 
units  two  such  furnaces  are  used  for  a  maximum  capacity  of 
800,000  Btu. 

The  Model  SCAC-ZF  is  a  multi-zone  unit  with  duct  con¬ 
nections  arranged  for  cross-flow  air  pattern.  These  models 
are  equipped  with  the  gas-fired  furnace  sections  described 
above. 

INSPECTION  AND  TEST:  All  data,  included  Reznor 
Data  Sheet  SUX-1B  and  Governair  form  67144  marked  “Re¬ 
ceived  Sept.  30.  1968,”  was  examined  by  Ass’t.  Engr.  G.  F. 
Sklenarik  and  found  satisfactory. 
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RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Governair  Self-Contained  Air- 
Cooled  Air  conditioning  Unit,  Models  Topline  SCAC-A-B- 
ZF,  tor  use  in  New  York  City  under  the  provisions  of  Arti¬ 
cles  13,  14  and  15  Building  Code  of  the  City  of  New  York, 
provided  each  unit  shall  bear  a  label,  permanently  affixed, 
reading  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number  762-68- 
SA”. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenariic, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


235-69-SA 

APPLICANT — Kweller  and  Dubin  Associated  for  Marvel 
Manufacturing  Company,  owner. 

APPEARANCES— 

For  Applicant:  Morris  Kweller. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  . .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
235-69-SA— Kweller  and  Dubin  Associates  for  Marvel  Man- 
u f rc t u ring  Company,  San  Antonia,  Texas,  filed  for  approval 
of  the  Marvel  Dry  Cleaning  Machine,  Models  9-0  and  14-0, 
under  the  provisions  of  C26-705.3d,  Building  Code  of  the 
City  of  New  York. 

PROPOSED  USE:  A  non-coin  operated  machine  using 
perchlorethylene  solvent. 

DESCRIPTION :  The  Marvel  Dry  Cleaning  Machine  is 
a  washer-extractor  machine  to  be  used  with  a  separate  ap¬ 
proved  drying  tumbler.  It  is  a  welded  steel  structure  of 
shell  and  base  tank  with  a  safety  type  loading  door  fitted 
with  a  glass  window.  The  washer  basket  is  of  stainless  steel 
and  has  three  lifting  ribs  to  agitate  the  clothing  during  the 
cleaning  cycle.  A  single  two-speed  motor  is  used  for  both 
washer  and  extractor  speeds.  A  button  and  lint  trap  are  also 
provided.  A  Per  Corporation  Filter-Cooker  is  used  in  con¬ 
junction  with  this  equipment.  It  was  previously  approved 
under  Calendar  Number  49-66-SA. 

The  cubic  capacity  of  the  Model  9-0  is  10.3  cubic  feet  and 
of  the  Model  14-0,  14  cubic  feet. 

Solvent  tank  capacity  is  160  gallons  and  wash  and  extract 
speeds  are  36  and  485  RPM  respectively  for  both  models. 
INSPECTION  AND  TEST:  A  Model  9-0  was  inspected 
at  128.  E.  Burnside  Ave.  Bronx  by  Ass’t.  Engr.  G.  F.  Skle- 
narik  in  company  with  Mr.  M.  Kweller  representing  the  ap¬ 
plicant. 

A  cleaning  and  extracting  cycle  was  observed  and  the  unit 
functioned  satisfactorily. 


RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Marvel  Dry  Cleaning  Machine, 
Models  9-0  and  14-0,  for  use  in  New  York  City  when  in¬ 
stalled  in  accordance  with  C26-705.0  Building  Code  of  the 
City  of  New  York.  Each  machine  shall  bear  a  label,  per¬ 
manently  affixed,  reading  “Approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  235-69-SA”. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Num¬ 
ber.  Failure  to  notify  the  Board  of  change  of  ownership, 
change  of  address  or  to  submit  the  annual  affidavit  will  be 
cause  for  revocation  of  approval. 

(Sgd.)  John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenariic, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 

177-58-SA 

APPLICANT — Ames  Iron  Works,  Inc.,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  March  7,  1961,  of  Ames  Iron  Works,  Inc. 
for  Amesteam  Generator  Oil-Gas  Combination,  Models 
R-105  to  R-6004. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative  :  . ’  q 


THE  RESOLUTION— 

Whereas,  the  applicant  for  this  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


178-58-SA 

APPLICANT — Ames  Iron  Works,  Inc.,  owner. 

SUBTECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  3/7/61,  of  Ames  Iron  Works,  Inc.,  for 
Amesteam  Generators,  Gas-fired,  Models  R154  to  R6004. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative  :  . ]  ’  ’  ’  [  ’  ’  ’  q 

THE  RESOLUTION— 

W hereas,  the  report  of  a  Committee  011  Test  reads  : 
Whereas,  the  applicant  for  this  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 
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Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  abve  cited  and  all  subsequent  amend¬ 
ments  thereof. 

179-58-SA 

APPLICANT — Ames  Iron  Works,  Inc.,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  3/7/61,  of  Ames  Iron  Works,  Inc.  for 
Amesteam  Generators,  oil-fired,  Models  R105  to  R6004. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  applicant  for  this  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

225-58-SA 

APPLICANT — The  Vendo  Company,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  date  6/26/62,  for  The  Vendo  Company  for  Vendor 
HB  Coffee  Vending  Machine,  coin-operated. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  applicant  for  this  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


320-58-SM 

APPLICANT — Barclite  Corporation  of  America,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  2/16/60,  of  Barclite  Corporation  of  America 
for  Barclite  translucent  fiberglass  reinforced  panel,  Series 
500  and  600. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited;  and 

Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  address”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


408-58-SM 

APPLICANT — The  Georgia  Company,  Inc.,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  12/2/58,  of  The  Georgia  Company,  Inc.  for 
Drapery  Fabric. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  o 

THE  RESOLUTION— 


Whereas,  the  applicant  for  this  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

752-58-SA 

APPLICANT — Stow  Manufacturing  Company,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  3/1/60,  of  Stow  Manufacturing  Company  for 
Stow  Portable  Space  Heater,  Models  S100,  S140,  S210, 
S300A. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker. 
Commissjoner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  this  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


107-59-SM 

APPLICANT — Bethlehem  Steel  Company,  owner. 
SUBJECT — -Application  for  consideration  to  revoke  ap¬ 
proval,  dated  1/26/60,  of  Bethlehem  Steel  Company  for 
Bethlehem  open  web  steel  joists,  S  series. 

APPEARANCES— 

For  Applicant :  None. 
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ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  this  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  tbe  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


499-59-SM 

APPLICANT — United  States  Plywood  Corporation,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  1  / 5/60,  of  United  States  Plywood  Corpora¬ 
tion  for  Wood-Lobby  Panel. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  this  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  tbe  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

508-59-SM 

APPLICANT — International  Paper  Company,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  7/19/60,  of  International  Paper  Company  for 
Decorative  Wood  Panel. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  ^evoked. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  this  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


97-60-SA 

APPLICANT — Bryant  Manufacturing  Company,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  10/4/60,  of  Bryant  Manufacturing  Company 
for  Bryant  Crystalglas  gas-fired  water  heaters,  Models 
147B,  148,  158. 


APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 
THE  VOTE— 


Affirmative.-  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative :  . 


5 

0 


THE  RESOLUTION— 

W hereas,  the  report  of  a  Committee  on  Test  reads : 

Whereas,  the  representative,  Mr.  Joseph  A.  Mekel, 
Branch  Manager  for  Bryant  Manufacturing  Company  for 
this  product,  examined  the  above  Calendar  Number  with 
Mr.  Thomas  W.  Farricker,  Jr.,  Ass’t.  Architect  of  the  Board, 
on  November  26,  1969  and  indicated  that  this  appliance  is 
no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  subsequent  amend¬ 
ments  thereof. 


249-67-SA  ' 

APPLICANT — Southwest  Manufacturing  Company,  owner; 

York  Wholesalers  Branch  York  Corporation,  agent. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  March  8,  1967  of  Southwest  Manufacturing 
Company  for  Borg-Warner  Attic  Type  Forced  Air 
Furnace,  Model  H-60S-D1,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  applicant  for  this  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  the  York  Corpora¬ 
tion  has  terminated  the  A.G.A.  listing  of  the  Southwest 
Manufacturing  Company  furnace  under  their  brand  name 
and  will  no  longer  market  them  through  York  Wholesalers; 
and 

Whereas,  Southwest  Mfg.  Co.  stated  that  they  are  no 
longer  manufacturing  this  furnace. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


543-68-SA 

APPLICANT — General  Electric  Company  Appliance  & 
Television  Sales  Div.,  for  General  Electric  Co.,  owner; 
E.  D.  Tilin  General  Electric  Co.,  agent. 

SUBJECT — Application  July  3,  1968 — General  Electric 
Zoneline  Air  Conditioners,  various  models,  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Application  dismissed  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  o 


1*1 


i) 

«c* 


V- 


\\  ' 

*■■■.  i 


p: 


H 


J*a 

r.;  » 

r  5 
h"  cl 

•  •»* ;  » 

r.i  •! 

*,  1.  t 

I.  * 


105 


MINUTES 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
543-68-SA — General  Electric  Company  filed  7/3/68  for  ap¬ 
proval  of  various  air  conditioners. 

Letter  from  this  office  September  10,  1969  advising  G.  E. 
that  their  equipment  did  not  require  approval  or  acceptance 
under  C26-1301.4  as  the  size  was  below  the  size  requiring 
approval. 

Requested  G.  E.  to  withdraw. 

Letter  from  G.  E.  9/11/69  stating  that  they  did  not  wish 
to  withdraw. 

Advise  that  the  application  be  dismissed  under  the  pro¬ 
visions  of  C26-1301.4  Building  Code  of  City  of  New  York. 

(Sgd.)  John  A.  Darts, 

Asst.  Engr. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  dismiss  this  application  in  accordance  with  the  above 
report. 


254-68-SM 

APPLICANT — Joseph  Platzker  for  The  Adamite  Company, 
Limited,  owner;  Hercules  Flooring  Company,  agent. 
SUBJECT — Application  April  3,  1968 — Altro  Safety  Floor¬ 
ing  and  Altro  Heavy  Duty  Flooring,  approval  of. 

APPEARANCES— 

For  Applicant:  Jeffrey  Kreiner. 

ACTION  OF  BOARD — Application  imthdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


380-69-A 

APPLICANT — Ingram  S.  Carner  of  Emilie  J.  Caldwell, 
owner ;  Staten  Island  Flooring  Discounts,  Inc.  lessee. 
SUBJECT — Application  June  27,  1969 — Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  tabular  limits 
and  live  load. 

PREMISES  AFFECTED— 181-201  Bay  Street,  south¬ 
east  corner  of  Victory  Boulevard,  Block  497,  Lot  10-25, 
Stapleton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Ingram  S.  Carner. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  27,  1969  on  Alt.  Applic.  242-66,  reads : 

“1.  Proposed  use  of  2nd  floor  as  a  meeting  hall, 
Use  Group  # 6  which  is  a  public  use  is  contrary  to  Sec¬ 
tion  C26-254  A.C.  in  that  it  exceeds  tabular  limits. 

2.  Live  load  of  75#  on  second  floor  for  meeting 
hall  is  contrary  to  Section  C26-344.0e.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  May  27,  1969,  acting  on  Alt.  Applic.  242-66,  Item  No. 


1,  be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  building  shall  sub¬ 
stantially  comply  with  drawings  marked  “Received  June  27, 
1969,”  6  sheets,  “October  9,  1969,”  2  sheets,  and  “October 
14,  1969,”  one  sheet;  on  further  condition  that  Objection  2. 
of  said  decision  of  the  Borough  Superintendent,  be  complied 
with;  and  that  in  all  other  respects,  all  other  applicable  laws, 
rules  and  regulations  be  complied  with. 


447-69-A 

APPLICANT — Thomas  P.  Crinnion  for  Lew  and  Charles 
Mauser,  owners ;  DuRona  Studios,  lessee. 

SUBJECT — Application  July  29,  1969 — appeal  from  an  order 
and  a  decision  of  the  Fire  Commissioner,  re-  sprinkler 
system. 

PREMISES  AFFECTED— 412-416  East  189th  Street, 
southwest  corner  of  Park  Avenue,  Block  3032,  Lot  33, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Thomas  P.  Crinnion. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commissioner, 
dated  April  11,  1968  and  July  29,  1969  on  Order  No.  1510-8, 
reads : 

“1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  cellar,  arranged  and  equipped  as  per 
Ch.  26,  Art.  16,  Adm.  Code.  Ch.  19-161.0a  Adm.  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  April  11,  1968  and  July  29,  1969,  acting  on 
Order  No.  1510-8,  Item  No.  1,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  building  shall  substantially  comply  with  drawings 
marked  “Received  November  25,  1969,”  2  sheets,  and  “Jan¬ 
uary  26,  1970,”  3  sheets ;  on  further  condition  that  a  non¬ 
automatic  sprinkler  system  and  an  automatic  fire  alarm 
system  with  central  office  connection  be  installed  in  the 
cellar ;  on  further  condition  that  no  oil  base  paints  be  used 
or  stored  on  the  premises ;  that  this  modification  be  for  a 
term  of  three  years ;  and  that  in  all  other  respects,  all  other 
applicable  laws,  rules  and  regulations  shall  be  complied 
with. 


693-69-A 

APPLICANT — Richard  I.  Pezenik  for  Pezenik  Realty  Cor¬ 
poration,  owner;  I.  G.  S.  Industries,  Incorporated  (I. 
Greenspan  &  Sons,  Incorporated),  lessee. 

SUBJECT — Application  November  28,  1969 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system 

PREMISES  AFFECTED— 4320  to  4326  Park  Avenue, 
east  side,  75  feet  north  of  East  179th  Street,  Block  3036, 
Lot  4,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Alfred  J.  Pezenik  and  Richard  I.  Pezenik. 
For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  denied. 
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THE  VOTE  TO  GRANT— 

Affirmative:  .  0 

Negative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 


Whereas,  the  order  and  decision  of  the  Fire  Commissioner, 
dated  October  31,  1969  and  November  6,  1969  on  Order  No. 
150-9,  reads : 

“1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  1st  and  2nd  floors,  arranged  and  equipped 
as  per  Ch.  26,  Art.  17,  Adm.  Code.  Ch.  19-161.0a  Adm. 
Code.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied  on  the  grounds  of  the  existence  of 
a  high  fire  load,  poor  access  for  fire  fighting,  poor  house¬ 
keeping  and  hazardous  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  October  31,  1969  and  November  6  1969 
acting  on  Order  No.  150-9,  Objection  No.  1,  be  and  it  hereby 
is  affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


731-69-A 

APPLICANT — William  H.  Byrne  for  Brooklyn  Union  Gas 
Company,  owner. 

SUBJECT — Application  December  12,  1969 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  installation  of 
pumps,  etc. 

PREMISES  AFFECTED — 438  Varick  Avenue,  287-473 
Maspeth  Avenue,  northeast  corner,  Block  2838,  Lot  1, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  William  H.  Byrne  and  M.  Anuskiewicz. 
For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative  :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  . *  *  ”  q 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
December  9,  1969,  reads: 

On  October  27,  1969,  we  advised  you  of  the  action  of 
the  Fire  Commissioner  in  extending  your  approval  to 
continue  operations  of  the  LNG  plant  through  January 
31,  1970,  on  condition  that  all  open  items  and  conditions 
of  the  Board  of  Fire  Prevention  Regulations,  Calendar 
Item  12-69  to  be  complied  with  during  this  period. 

One  of  these  open  items  was  the  requirement  for  ap¬ 
proval  of  the  pumps  being  used  for  LNG  (Liquefied 
Natural  Gas)  service.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  and  the  drawings  submitted  with  this  application 
were  studied  by  the  Board,  and  it  was  determined  that  the 
Appeal  should  be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  December  9,  1969,  be  and  it  hereby  is  modified 
and  that  the  Appeal  be  and  it  hereby  is  granted  on  con¬ 
dition  that  the  work  shall  substantially  comply  with  draw¬ 
ings  marked  “Received  December  24,  1969,”  one  sheet,  Jan¬ 
uary  12,  1970,”  7  sheets;  and  “January  23,  1970,”  one  sheet; 
on  further  condition  that  all  fire  protection  and  detec¬ 
tion  devices  be  in  accordance  with  the  requirements  of  the 


Fire  Commissioner ;  on  further  condition  that  the  following 

criteria  be  observed: 

1.  Pump  shall  be  suitable  for  use  with  flammable 
liquid  (LNG)  and  explosive  atmosphere  (natural  gas- 
air  mixtures)  which  requires  non-sparking  materials, 
electrical  equipment  suita_ble  for  Group  D,  Class  1,  Di¬ 
vision  1,  and  proper  grounding  of  the  final  installation. 

2.  Pump  shall  be  suitable  for  use  at  cryogenic 
temperature  ( — 260°F.)  requiring  use  of  materials  such 
as  aluminum  (ASTM  B209— 1965),  9  percent  Nickel 
Steel  (ASTM  A-353— 1964  and  A-553— 1966),  300 
Series  Stainless  Steel  (Type  304-ASTM,  A-240— 1963), 
Bronze,  etc. 

3.  Pump  shall  be  suitable  for  use  at  the  pressures 
involved,  requiring  proof-testing  at  about  twice  oper¬ 
ating  pressure,  and  a  lubricating  and  seal  system  which 
will  prevent  leakage. 

4.  Pumps  shall  be  suitably  equipped  for  pressure 
relief  with  suitable  provision  for  relief  on  the  discharge 
line  (prior  to  any  stop  valve)  and  a  suction  well  to  be 
provided. 

That  in  all  other  respects,  all  other  applicable  laws,  rules 

and  regulations  shall  be  complied  with. 

896- 63-A 

APPLICANT — The  Gillette  Company,  owner. 

SUBJECT — Application  November  15,  1963 — Review  of 
Fire  Department  Regulations  covering  Pressurized  Prod¬ 
ucts.  Foamy  Shaving  Cream,  Adorn  Hair  Spray,  White 
Rain  Hair  Spray  and  Softstyle  Hair  Spray. 

APPEARANCES— 

For  Applicant :  Everett  I.  Willis  and  Eric  Harris. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  February  25,  1970,  at 
2  P.  M.  Hearing  continued. 

897- 63-A 

APPLICANT — Cahill,  Gordon,  Reindel  and  Ohl  for  Col¬ 
gate-Palmolive  Company,  owner. 

SUBJECT — Application  November  15,  1963 — Review  of 
Fire  Department  Regulations  covering  pressurized  prod¬ 
ucts  (Colgate-Palmolive)  ;  various  pressurized  products. 

APPEARANCES— 

For  Applicant:  Everett  I.  Willis  and  Eric  Harris. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  February  25,  1970,  at 
2  P.  M.  Hearing  continued. 

898- 63-A 

APPLICANT — Cahill,  Gordon,  Reindel  and  Ohl  for  Reefer- 
Galler  Incorporated,  owners. 

SUBJECT— Application  November  15,  1963 — Review  of  Fire 
Department  Regulations  covering  Pressurized  Products. 
(Galler’s  various  Insect  Killer,  All  Glass  Cleaner  and  3 
Way  Air  Sanitizer.) 

APPEARANCES— 

For  Applicant:  Everett  I.  Willis  and  Eric  Harris. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  February  25,  1970,  at 
2  P.  M.  Hearing  continued. 

899- 63-A 

APPLICANT — Cahill,  Gordon,  Reindel  and  Ohl  for  The 
Lewy  Chemical  Company,  Incorporated,  owners. 

SUBJECT — Application  November  15,  1963 — Review  of 
Fire  Department  Regulations  covering  Pressurized  Prod¬ 
ucts.  (Frostex  Aerosol,  Moth-Gas  Mothproofer.) 
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APPEARANCES— 

For  Applicant:  Everett  I.  Willis  and  Eric  Harris. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  February  25,  1970, 
at  2  P.  M.  Hearing  continued. 


900-63-A 

APPLICANT — Cahill,  Gordon,  Reindel  and  Old  for  Galree 
Products  Company  Incorporated,  owners. 

SUBJECT — Application  November  15,  1963 — Review  of 
Fire  Department  Regulations  covering  Pressurized  Prod¬ 
ucts.  (Galco  Secticides,  etc.) 

APPEARANCES— 

For  Applicant :  Everett  I.  Willis  and  Eric  Harris. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  February  25,  1970, 
at  2  P.  M.  Hearing  continued. 


256-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Tysens  Company,  owner. 
SUBJECT — Application  May  8,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy — dry  standpipe  system. 
PREMISES  AFFECTED— 655  Tysens  Lane,  northwest 
corner  of  Mill  Road,  Block  3983,  Lot  1,  New  Dorp,  Bor¬ 
ough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

For  Opposition:  I.  E.  Minkin,  B.  D.  and  R.  A.  Lang,  Jr. 

ACTION  OF  BOARD — Laid  over  to  February  10,  1970, 
at  2  P.  M.  Hearing  continued. 


257- 69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Tysens  Company,  owner. 
SUBJECT — Application  May  8,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy — dry  standpipe  system. 
PREMISES  AFFECTED — 285  Mill  Road,  northwest 
corner  of  Tysens  Lane,  Block  3983,  Lot  1,  New  Dorp, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

For  Opposition :  I.  E.  Minkin,  B.  D.  and  R.  A.  Lang,  Jr. 

ACTION  OF  BOARD — Laid  over  to  February  10,  1970, 
at  2  P.  M.  Hearing  continued. 

258- 69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner, 
OWNER  OF  PREMISES — Tysens  Company,  owner. 
SUBJECT— Application  May  8,  1969— appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy — dry  standpipe  system. 
PREMISES  AFFECTED — 675  Tysens  Lane,  northwest 
corner  of  Mill  Road,  Block  3983,  Lot  1,  New  Dorp, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

For  Opposition:  I.  E.  Minkin,  B.  D.  and  R.  A.  Lang,  Jr. 

ACTION  OF  BOARD — Laid  over  to  February  10,  1970, 
at  2  P.M.  Hearing  continued. 


259-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 


OWNER  OF  PREMISES — Mills  Company,  owner. 
SUBJECT — Application  May  8,  1969 — appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy — dry  standpipe  system, 
and  yard  hydrants. 

PREMISES  AFFECTED — 255  Mill  Road,  west  side,  326 
feet  south  of  Ebbitts  Avenue,  Block  3983,  Lot  45,  New 
Dorp,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  Fire  Dept. 

For  Opposition:  I.  E.  Minkin,  B.  D.  and  R.  A.  Lang,  Jr. 
ACTION  OF  BOARD— Laid  over  to  February  10,  1970, 
at  2  P.M.  Hearing  continued. 


260-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Mills  Company,  owner. 
SUBJECT — Application  May  8,  1969 — appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy — dry  standpipe  system. 
PREMISES  AFFECTED — 245  Mill  Road,  west  side,  326 
feet  south  of  Ebbitts  Avenue,  Block  3983,  Lot  45,  New 
Dorp,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

For  Opposition:  I.  E.  Minkin,  B.  D.  and  R.  A.  Lang,  Jr. 
ACTION  OF  BOARD — Laid  over  to  February  10,  1970, 
at  2  P.M.  Hearing  continued. 


261-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Mills  Company,  owner. 
SUBJECT — Application  May  8,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy — dry  standpipe  system. 
PREMISES  AFFECTED— 265  Mill  Road,  west  side,  326 
feet  south  of  Ebbitts  Avenue,  Block  3983,  Lot  45,  New 
Dorp,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

For  Opposition :  I.  E.  Minkin,  B.  D.  and  R.  A.  Lang,  Jr. 

AC1  ION  OF  BOARD — Laid  over  to  February  10,  1970,  at 
2  P.  M.  Hearing  continued. 

269-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OIH  PREMISES — Cliff  Bay  Corporation. 
SUBJECT— Application  May  17,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  dry  standpipe  system. 
PREMISES  AFFECTED — 20  Cliff  Street,  northeast  corner 
of  Harbor  View  Place  North,  Block  2833,  Lot  31,  Rose- 
bank,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

For  Opposition :  I.  E.  Minkin,  B.  D. 

ACTION  OF  BOARD — Laid  over  to  February  10,  1970,  at 
2  P.  M.  Hearing  continued. 


296-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Herman  Scheiner. 

SUBJECT— Application  May  23,  1969— Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 763  8th  Avenue,  west  side.  50 
feet  south  of  West  47th  Street,  Block  1037,  Lot  34,  Bor¬ 
ough  of  Manhattan. 
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APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  Fire  Dept,  and  William 
Kilgannon. 

ACT  ION  OF  BOARD — Laid  over  to  February  10,  1970,  at 
2  P.  M.  Hearing  continued. 

297-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Sutton  Associates  Incorpo¬ 
rated  c/o  Sol  Goldman. 

SUBJECT— Application  May  23,  1969— Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system 
PREMISES  AFFECTED — 10  Fort  Washington  Avenue, 
southeast  corner  of  West  160th  Street,  Block  2137,  Lot 
70,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  Oh  BOARD — Laid  over  to  February  10,  1970,  at 
2  P.M.  Hearing  continued. 


298-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — H.  Moskowitz  c/o  Morris 
Moskowitz. 

SUBJECT— Application  May  23,  1969— Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system 

PREMISES  AFFECTED — 153  Mercer  Street,  west  side 
150  feet  north  of  Prince  Street,  Block  513,  Lot  36,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  February  10,  1970,  at 
2  P.M.  Hearing  continued. 


299-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  Oh  PREMISES — Mutual  Redevelopment  Houses, 
Incorporated,  owner. 

SUBJECT — Application  May  23,  1969— Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 323-341  Eighth  Avenue,  307- 
311  West  26th  Street,  northwest  corner,  Blocks  750,  751, 
752,  Part  of  Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  February  10,  1970,  at 
2  P.M.  Hearing  continued. 


300-69-A 

APPLICANT- — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Louis  Nesser,  585  5th  Avenue 
Corporation,  owner. 

SUBJECT— Application  May  23,  1969— Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 585  5th  Avenue,  east  side,  80 
feet  north  of  East  47th  Street,  Block  1283,  Lot  4,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  February  10,  1970,  at 
2  P.M.  Hearing  continued. 


324- 69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Marsicano  Foundation  c/o 
Philomena  Marsicano. 

SUBJECT— Application  June  5,  1969— Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 18  West  38th  Street,  south  side 
240  feet  west  of  5th  Avenue,  Block  839,  Lot  58,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

For  Opposition :  John  A.  Cuneo  and  I.  E.  Minkin,  B.  D. 

ACTION  OF  BOARD — Laid  over  to  February  10,  1970, 
at  2  P.M.  Hearing  continued. 

325- 69-A  ~ 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — 239  West  18th  Street  Corpora¬ 
tion. 

SUBJECT— Application  June  5,  1969— Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 239-243  West  18th  Street,  north 
side,  240  feet  east  of  8th  Avenue,  Block  768,  Lot  14,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  February  10,  1970,  at 
2  P.M.  Blearing  continued. 


326-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — 427  Washington  Street  Corpo¬ 
ration. 

SUBJECT — Application  June  3,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 427-429  Washington  Street, 
northeast  corner  of  Vestry  Street,  Block  223,  Lots  21,  22 
and  26,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  February  10,  1970,  at 
2  P.M.  Hearing  continued. 


338-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Jennie  Lever,  et  al. 
SUBJECT— Application  June  11,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 12-1414  Pell  Street,  north  side, 
125  feet  west  of  the  Bowery,  Block  163,  Lot  2,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  February  10,  1970,  at 
2  P.M.  Hearing  continued. 


339-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Frederick  W.  Lundy. 
SUBJECT — Application  June  11,  1969 — appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
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PREMISES  AFFECTED— 3121-3125  Ocean  Avenue,  north¬ 
east  corner  of  Shore  Parkway,  Block  7494,  Lots  72  and  74, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  February  10,  1970 
at  2  P.M.  Hearing  continued. 


340-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Clifford  and  Dorothy  Force. 
SUBJECT — Application  June  11,  1969 — appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 8742  25th  Avenue,  west  side, 
480  feet  south  of  Benson  Avenue,  Block  6878,  Lot  73, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  February  10,  1970 
at  2  P.M.  Hearing  continued. 


341-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — 64  Union  Street  Corporation. 
SUBJECT — Application  June  11,  1969 — appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 64-70  Union  Street,  south  side, 
100  feet  east  of  Van  Brunt  Street,  Block  341,  Lots  9,  10, 
11,  12,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  February  10,  1970 
at  2  P.M.  Hearing  continued. 


342-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Harvey  Levitt. 

SUBJECT — Application  June  11,  1969 — appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 2837  Atlantic  Avenue,  north¬ 
west  corner  of  Schenck  Avenue,  Block  3948,  Lots  34  and 
35,  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  February  10,  1970 
at  2  P.M.  Hearing  continued. 


687-69-A 

APPLICANT — William  H.  Byrne  for  Brooklyn  Union  Gas 
Company,  owner. 

SUBJECT— Application  November  21,  1969 — Appeal  from  a 
decision  of  the  Department  of  Marine  and  Aviation  re¬ 
proposed  customer  tank,  to  be  approved  by  Interstate  Com¬ 
merce  Commission,  test  pressure  for  liquefied  natural  gas 
tanks,  etc. 

PREMISES  AFFECTED— 438  Varick  Avenue,  287-473 
Maspeth  Avenue,  northeast,  Block  2838,  Lot  1,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  William  H.  Byrne  and  Michael  Anus- 
kiewicz. 

ACTION  OF  BOARD — Laid  over  to  February  3,  1970,  at 
2  P.M.  for  decision ;  applicant  to  file  requested  information ; 
hearing  closed.  Previously  inspected. 


703-69-A 

APPLICANT — Harry  Soled  for  Congregation  Bais  Eph¬ 
raim,  owner. 

SUBJECT — Application  December  8,  1969 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  public  use 
(Synagogue)  in  Class  4  building. 

PREMISES  AFFECTED — 2802  Avenue  J,  southeast  cor¬ 
ner  of  East  28th  Street,  Block  7610,  Lot  41,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Harry  Soled. 

ACTION  OF  BOARD — Laid  over  to  February  10,  1970, 
at  2  P.M.  for  decision;  applicant  to  file  revised  drawings; 
previously  inspected ;  hearing  closed. 


Adjourned:  3:15  P.M. 


James  P.  Mulroy,  Secretary 
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^CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  November  25,  1969,  as 
they  appeared  in  Bulletin  49,  Vol.  54  are  hereby  corrected 
to  read  as  follows  : 

551-69-A 

APPLICANT — Harrison  and  Abramovitz  for  Brandeis  Uni¬ 
versity,  owner. 

SUBJECT — Application  September  18,  1969 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Class  3 
building,  change  in  use,  stair  enclosure,  doors  to  stair  en¬ 
closure,  to  egress,  etc. 

PREMISES  AFFECTED — 12  East  77th  Street,  south  side, 
200  feet  east  of  Fifth  Avenue,  Block  1391,  Lot  65,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug  and  John  G.  Schul- 
mann. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  5,  1969  on  Alt.  Applic.  1439-68,  reads : 

“C2)  Converting  from  residential  to  commercial  use 
in  a  Class  III  building  limits  the  use  to  4  stories.  Pro¬ 
posed  occupancy  of  the  5th  floor  is  contrary  to  Sec. 
C26-254  A.  C. 

C3)  Since  the  area  for  dining  room  has  an  occu¬ 
pancy  of  (1)  person  per  10  sq.  ft.  as  per  C26-237.e.b 
which  exceeds  the  one  person  per  50  sq.  ft.  of  Sec.  C26- 
273.b.3  provide  second  means  of  egress  from  area. 

C7)  Proposed  stair  must  comply  with  C26-292  A.  C. 
enclosure  must  comply  with  C26-292  h.,  opening  on  stair 
must  comply  with  C26-292h.2. 

C8)  Doors  to  stair  enclosure  must  swing  in  direc¬ 
tion  of  egress  C26-284  A.  C.” 

C9)  Based  on  acceptance  of  Community  facility  use 
by  the  Superintendent  sleeping  accommodations  arc  not 
permitted  as  per  Sec.  22-14  Z.R. 

and 

W  hereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  condition;  and 

Whereas,  the  sleeping  accommodations  on  the  top  floor 
are  solely  for  the  use  of  a  caretaker;  thus  constituting  a  per¬ 
mitted  accessory  use. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  5,  1969,  acting  on  Alt.  Applic.  1439-68, 
Objection  Nos.  C2,  C3,  C 7,  C8  and  C9  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  substantially  comply  with 
drawings  marked  “Received  November  7,  1969,”  6  sheets, 
and  “November  19,  1969,”  one  sheet;  on  further  condition 
that  the  existing  dumbwaiter  shaft  be  sealed  at  each  story 
with  floor  construction  equivalent  to  the  existing  construc¬ 
tion  in  the  rest  of  the  building;  that  the  automatic  sprinkler 


system  be  as  indicated  on  the  drawings ;  and  that  in  all  other 
respects,  all  other  applicable  laws,  rules  and  regulations 
shall  be  complied  with. 

Correction:  Borough  Superintendent  decision  of  Novem¬ 
ber  5,  1969  inserted  to  correct.  New  matter  shown  in  italics 
above. 


^CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  November  25,  1969,  as 
they  appeared  in  Bulletin  No.  49,  Vol.  54  are  hereby  corrected 
to  read  as  follows : 

451-69-BZ 

APPLICANT — Ingram  S.  Carner  for  Shell  Oil  Company, 
owner. 

SUBJECT — Application  July  31,  1969  decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  the  enlargement 
in  area  of  the  accessory  building  of  an  existing  automotive 
service  station  previously  before  the  Board. 

PREMISES  AFFECTED — 90-01  to  90-11  Myrtle  Avenue, 
northeast  corner  of  Woodhaven  Boulevard,  Block  3883, 
Lot  29,  Glendale,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Ingram  S.  Carner. 

For  Opposition:  Nikola  Schewtshenko  and  Joseph  Zurl. 
ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  . Q 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  25,  1969,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  3,  1969,  acting  on  Alt.  Applic.  755/1969,  reads: 

“1.  Proposed  extension  of  building  contrary  to 
B.  S.  &  A.  Cal.  #307-49-BZ” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
.  Whereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  11-412  of  the  Zoning  Reso¬ 
lution  the  enlargement  of  the  present  building. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  permit  under  Section  11-412  of  the  Zoning  Resolu¬ 
tion,  to  permit  the  enlargement  in  area  of  the  accessory  build¬ 
ing  of  an  existing  automotive  service  station  previously  be¬ 
fore  the  Board,  on  condition  that  all  work  shall  substantially 
conform  to  drawings  filed  with  this  application  marked 
Received,  August  26,  1969,”  two  sheets  and  “July  21,  1969” 
three  sheets,  that  all  laws,  rules  and  regulations  applicable 
shall  be  complied  with,  and  that  substantial  construction  shall 
be  completed  within  one  year  from  the  date  of  this  resolution. 


*  Correction :  In  the  Resolved  portion  above  the  dates  of 
the  drawings  have  been  corrected  as  shown  in  italics. 
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NOTICE 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  repre¬ 
sentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the  hearing 
can  be  entertained  in  view  of  this  publication  and  of  the 
posting  of  the  calendars  on  the  bulletin  board  in  the  offices 
of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly ;  therefore,  no  appeal  or  application  will  be 
held  in  abeyance  by  reason  of  failure  of  the  appellant  or 
applicant  to  file  necessary  data,  or  by  any  other  method  of 
delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  convenience 
in  notifying  property  owners,  they  may  obtain  such  copies 
at  the  office  of  the  Board  of  Standards  and  Appeals,  80 
Lafayette  Street,  9th  floor,  Manhattan,  at  five  cents  each- 
add  postage  payment  if  the  forms  are  forwarded  by  mail. 
Purchase  payment  by  postage  stamps  NOT  ACCEPTABLE. 
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DOCKET 

New  Cases  Filed  Up  to  February  3,  1970 

Cal.  No.  Dept.  Premises  Affected 

69-70-BZ — B.M. — 107  East  38th  Street,  north  side,  155 
feet  east  of  Park  Avenue,  Block  894,  Lot  8,  Borough 
of  Manhattan,  Alt.  986-69  re-  conversion  from  residential 
use  to  commercial  use,  R7-2  District. 


70-70-A — B.M. — 107  East  38th  Street,  north  side,  155 
feet  east  of  Park  Avenue,  Block  894,  Lot  8,  Borough 
of  Manhattan,  Alt.  986-69  re-  egress,  stair,  live  load  and 
commercial  occupancy,  Administrative  Code. 


71-70-A — B.  Bx. — 2386  to  2390  Jerome  Avenue,  east  side, 
117.48  feet  north  of  East  184th  Street,  Block  3188,  Lot 
7,  Borough  of  The  Bronx,  Alt.  448-69  re-  proposal  to 
change  stores  to  church,  Administrative  Code. 


72-70-BZ— B.Q.— 106-20  180th  Street,  177-49  to  177-73 
106th  Road,  northwest  corner,  Block  10334,  Lot  36, 
Jamaica,  Borough  of  Queens,  N.  B.  1562-69  re-  proposed 
warehouse  and  factory,  R4  District. 


73-70-A — F.D. — 60-15  to  60-31  Little  Neck  Parkway, 
northeast  corner  of  61st  Avenue,  Block  8393,  Lot  1, 
Little  Neck,  Borough  of  Queens,  F.  D.  Letter  of  12/29/69 
re-  permit  for  smoking  in  factory,  State  Labor  Law. 


74-70-A — B.Q. — 61-25  155th  Street,  east  side,  127.05  feet 
south  of  Horace  Harding  Expressway,  Block  6746,  Lot 
29,  Flushing,  Borough  of  Queens,  Alt.  1154-69  re-  pro¬ 
posed  change  of  use,  Administrative  Code. 


SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  March  1,  1970 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition,  under  Sections  7f,  7h  and  7i  of  the  Zoning 
Resolution,  permitting  in  a  business  use  district,  the  re¬ 
construction  and  extension  of  existing  gasoline  service 
station  (previously  granted  by  the  Board)  to  include  addi¬ 
tional  uses  of  auto  laundry,  non-automatic  motor  vehicle 
repair  shop  and  the  parking  of  motor  vehicles  waiting  to 
be  serviced. 

PREMISES  AFFECTED — 220-06  Northern  Boulevard, 
south  side,  from  220th  Street  to  220th  Place,  Block  7473, 
Lot  1,  Bayside,  Borough  of  Queens. 


492-69-BZ 

APPLICANT— Buckley  and  Kisseloff  for  Catholic  High 
School  Association  of  New  York,  owner;  Contract  Vendees 
Samuel,  Jack  and  Lewis  Rudin. 

SUBJECT— Application  August  26,  1969— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  C6-6  and  C5-3  district,  the  erection 
of. a  28  story  office  building  that  exceeds  the  permitted 
height  of  the  front  wall  and  tower  coverage  and  en¬ 
croaches  on  the  required  tower  setback  and  rear  yard  on 
the  interior  lot  portion  of  the  plot. 

PREMISES  AFFECTED — 558-562  Lexington  Avenue,  111- 
121  East  50th  Street,  northwest  corner,  Block  1305,  Lot  13 
Borough  of  Manhattan. 

Laid  over  from  January  27,  1970,  for  hearing  at  the  re¬ 
quest  of  the  applicant. 


75-70-BZ — B.Bx. — 3231  White  Plains  Road,  west  side, 
220.03  feet  north  of  Burke  Avenue,  Block  4595,  Lot  40, 
Borough  of  The  Bronx,  N.  B.  402-69  re-  proposed  motor 
vehicle  repair  shop,  C2-2  in  R6  District. 


76-70-BZ — B.M.— 401  to  409  2nd  Avenue,  northwest 
corner  of  east  23rd  Street,  Block  904,  Lots  14,  22  and  24, 
Borough  of  Manhattan,  N.  B.  77-69  re-  bulk,  lot  area, 
FAR,  OSR  and  school  and  residential  uses,  Cl-8,  C6-3 
and  C6-1  District. 


77-70-BZ — -B.Q. — 1820  Everdell  Street,  northwest  corner 
of  Greenport  Road,  Block  15563,  Lot  56,  Far  Rockaway, 
Borough  of  Queens,  N.  B.  540-63  re-  proposed  swimming 
pool,  R5  District. 


78-70-BZ  B.Q. — 107-24  Springfield  Boulevard,  west  side, 
255  feet  north  of  107th  Avenue,  Block  11151,  Lot  15 
Springfield,  Borough  of  Queens,  Alt.  1098-69  re-  pro¬ 
posed  use  of  eating  and  drinking  place,  R3-2  District. 


DtElpM^ATIClNS;  ,D— Department  of  Buildings;  B.B.— Department 
of  Buildmgs,  Brooklyn;  B.M.— Department  of  Buildings,  Manhattan; 
P -W-- ; department  of  Buildings,  Queens;  B.R.— Department  of  Build- 
mgs  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  HD  — 
Health  Department;  F.D. — Fire  Department. 


FEBRUARY  25,  1970,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
IVednesday  morning,  February  25,  1970,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

202-30-BZ — Vol.  II 

APPLICANT— Lama  and  Vassalotti  for  James  E.  Vassa- 
lotti,  owner. 


18-69-BZ— Vol.  II 

APPLICANT — Buckley  and  Kisseloff  for  Emalie  Heckard 
owner;  Chemical  Bank,  Trustee. 

SUBJECT— Application  reopened  January  6,  1970  as  Vol- 
ume  II— decision  of  the  Borough  Superintendent,  under 
^ection  72-21  of  the  Zoning.  Resolution,  to  permit  in  a 
C5-3  district,  on  a  plot  previously  before  the  Board,  the 
erection  of  a  32  story  office  building  that  exceeds  the  per¬ 
mitted  floor  area,  ratio,  encroaches  on  the  initial  setback, 
exceeds  the  permitted  tower  coverage  and  without  the  re¬ 
quired  loading  berth. 

PREMISES  AFFEC1  ED — 489  Fifth  Avenue,  east  side, 
S  f«*4 'outh  Of  East  42nd  Street,  12  East  42nd  Street, 
Block  1276,  Lots  4  and  68,  Borough  of  Manhattan. 


411-69-BZ— Vol.  II 

APPLICANT— Albert  J.  Mario  for  North  Star  Homes, 
Incorporated,  owner. 

SUBJECT— Application  reopened  January  6,  1970  as  Vol- 
ume  II— decision  of  the  Borough  Superintendent,  under 
p.ctl0IJ.  72-2 1  of  the  Zoning  Resolution,  to  permit  in  an 
j.'A.  dlstJlct>  the  erection  of  a  one  story  and  mezzanine 
building  for  use  as  a  warehouse  with  accessory  offices 
loading  and  parking. 

PREMISES  AFFECTED— 120-40  to  120-60  168th  Street, 
northwest  corner  of  Baisley  Boulevard,  Block  12383,  Lot 
17,  Jamaica,  Borough  of  Queens. 


539-69-BZ 


APPR ICANT— Edwin  Storch  for  Sanford  Finkelstein  and 
Llliot  Finkelstein,  owners. 


SUBJECT— Application  September  15,  1969— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  and  Section  666  of  the  City  Charter 
Law  to  permit  in  an  R5  district,  the  erection  of  a  two 
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story  enlargement  to  an  existing  warehouse  with  acces¬ 
sory  offices. 

PREMISES  AFFECTED— 37-42  S8th  Street,  west  side, 
137  feet  north  of  38th  Avenue,  Block  1212,  Lots  32,  35, 
Woodside,  Borough  of  Queens. 


648-69-BZ 

APPLICANT — Savignano,  Strange  and  Vella  for  Frank 
Napodano,  owner;  Gene  LaBella  Memorial  Chapel,  Incor¬ 
porated,  Lessee. 

SUBJECT — Application  October  31,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  73-27  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  district,  the  conversion 
of  an  existing  automotive  service  station  and  factory  to 
a  funeral  establishment  without  the  required  loading  berth. 

PREMISES  AFFECTED— 7402  to  7408  18th  Avenue, 
southwest  corner  of  74th  Street,  Block  6215,  Lots  41  and 
43,  Borough  of  Brooklyn. 


656-69-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Charles  LaBella 
d/b/a  LaBella  Funeral  Home,  owner. 

SUBJECT — Application  November  6,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  construction 
of  an  off-site  accessory  parking  facility  for  a  funeral  estab¬ 
lishment. 

PREMISES  AFFECTED— 2617  to  2623  Harway  Avenue, 
208  to  218  Bay  43rd  Street,  northwest  corner,  Block  6897, 
Lots  1  and  2,  Borough  of  Brooklyn. 


719-69-BZ 

APPLICANT — La  Tourette  Heights,  Incorporated  for 
Lawrence  Cohen,  owner. 

SUBJECT — Application  December  11,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  73-14  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  installa¬ 
tion  of  a  sewage  pumping  station. 

PREMISES  AFFECTED — 20  Westport  Street,  south  side, 
2.65  feet  east  of  Barnes  Avenue,  Block  2410,  Lot  80, 
Richmond,  Borough  of  Richmond. 


568-69-BZ 

APPLICANT — Atkin  and  Bassolino  for  310  East  2nd  Street 
Corporation,  owner. 

SUBJECT — Application  October  7,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl -5  district,  in  an  existiing 
three  story  building,  the  conversion  of  the  second  and 
third  floors  from  residential  use  to  doctors’  offices. 
PREMISES  AFFECTED — 310  East  2nd  Street,  north¬ 
west  corner  to  Avenue  D,  Block  372,  Lot  44,  Borough  of 
Manhattan. 

Laid  over  from  February  3,  1970,  for  continued  hearing; 
previously  inspected. 


633-69-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Carnarsie  Lots 
Corporation,  and  Ellar  Estates  Corporation,  owners. 

SUBJECT — Application  October  23,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-44 
of  the  Zoning  Resolution,  to  permit  in  a  C2-1  and  R4 
district  in  conjunction  with  the  erection  of  a  two  story 
store  and  office  building,  the  reduction  in  the  number  of 
accessory  parking  spaces  and  the  extension  of  the  parking 
area  into  the  residence  district. 


PREMISES  AFFECTED — 9512  to  9514  Avenue  L,  south 
side,  82  ft.  8 1/&  inches  east  of  95th  Street,  1423-1425  East 
95th  Street,  Block  8270,  Lot  38,  Borough  of  Brooklyn. 

Laid  over  from  February  3,  1970  for  the  applicant  to 
furnish  additional  information  and  redesign  the  proposal. 
Hearing  continued. 


705-69-B  Z 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Aetna  Insurance  Company,  owner. 

SUBJECT — Application  December  8,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-68 
of  the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  C5-5  district,  the 
erection  of  a  21  story  office  building  that  exceeds  the 
height  of  the  front  wall  an  the  tower  coverage,  en¬ 
croaches  on  the  required  tower  setback  and  exceeds  the 
permitted  floor  area  ratio. 

PREMISES  AFFECTED— 98  to  106  William  Street, 
southeast  corner  of  John  Street,  Block  68,  Lot  36,  Bor¬ 
ough  of  Manhattan. 

Laid  over  from  February  3,  1970,  the  Board  is  awaiting 
the  action  of  the  City  Planning  Commission  on  this 
matter. 

M.  MILTON  GLASS,  Chairman 

FEBRUARY  25,  1970,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  afternoon ,  February  25,  1970,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  10013,  N.  Y.,  on  the 
following  matters : 

404-67-SM 

APPLICANT — Georgia  Pacific  Corporation,  Bestwall  Gyp¬ 
sum  Division,  owner — one-hour  fire  resistive  load-bearing 
partition  (combustible). 


186-68-SM 

APPLICANT — Donn  Products,  Inc.,  owner — one-hour  fire 
resistive  subdividing  partition. 


214-68-SM 

APPLICANT — Donn  Products,  Inc.,  owner — incombustible 
acoustical  panels  and  systems. 


278-68-SM 

APPLICANT — Canrad  Precisions  Industries,  Inc.,  owner 
— exit  sign. 


338-68-SM 

APPLICANT — Ethical  Display  Corporation,  owner — sup¬ 
plemental  exit  sign. 


340-68-SM 

APPLICANT — Allied  Reproductions,  owner — supplemental 
exit  sign. 


341-68-SM 

APPLICANT — Regent  Sign  Company,  owner — supplemen¬ 
tal  exit  sign. 


373-68-SM 

APPLICANT — Serva-Glow,  Inc.,  owner — supplemental  exit 
sign. 
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523-69-A 

APPLICANT — 'Hayward  F.  Manice  for  St.  Vincent’s  Medi¬ 
cal  Center,  owner. 

SUBJECT — Application  September  5,  1969 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system  and  Appeal  from  a  decision  of  the  Bor¬ 
ough  Superintendent  re-  egress,  door,  stairs  etc. 

PREMISES  AFFECTED — 355  Bard  Avenue,  681  Castleton 
Avenue,  northeast  corner,  Block  102,  Lot  1,  West  New 
Brighton,  Borough  of  Richmond. 


645-69-A 

APPLICANT — John  E.  Paggioli  for  Nicholas  A.  DiMarzio, 
owner. 

SUBJECT — Application  October  30,  1969 — filed  pursuant  to 
Section  36  General  City  Law  re-  erection  of  building  not 
fronting  on  legal  street. 

PREMISES  AFFECTED — 20  Milburn  Street,  west  side, 
311.26  feet  north  of  Richmond  Road,  Block  950,  Lot  398, 
New  Dorp,  Borough  of  Richmond. 


896- 63-A 

APPLICANT — The  Gillette  Company,  owner. 

SUBJECT — Application  November  15,  1963 — Review  of 
Fire  Department  Regulations  covering  Pressurized  Prod¬ 
ucts.  Foamy  Shaving  Cream,  Adorn  Hair  Spray,  White 
Rain  Hair  Spray  and  Softstyle  Hair  Spray. 

897- 63-A  ' 

APPLICANT— Cahill,  Gordon,  Reindel  and  Ohl  for  Col¬ 
gate-Palmolive  Company,  owner. 

SUBJECT — Application  November  15,  1963 — Review  of 
Fire  Department  Regulations  covering  pressurized  products 
(Colgate-Palmolive)  ;  various  pressurized  products. 

898- 63-A  “ 

APPLICANT — Cahill,  Gordon,  Reindel  and  Ohl  for  Reefer- 
Galler  Incorporated,  owners. 

SUBJECT  Application  November  15,  1963 — Review  of  Fire 
Department  Regulations  covering  Pressurized  Products 
(Galler;8  various  Insect  Killer,  All  Grass  Cleaner  and  3 
Way  Air  Sanitizer.) 

899- 63-A  ~ 

APPLICANT— Cahill,  Gordon,  Reindel  and  Ohl  for  The 
Lewy  Chemical  Company,  Incorporated,  owners. 

SUBJECT— Application  November  15,  1963— Review  of 
Fire  Department  Regulations  covering  Pressurized  Prod¬ 
ucts.  (Frostex  Aerosol,  Moth-Gas  Mothproofer.) 

900- 63-A  " 

APPLICANT — Cahill,  Gordon,  Reindel  and  Ohl  for  Galree 
Products  Company  Incorporated,  owners. 

SUBJECT — Application  November  15,  1963 — Review  of 
Fire  Department  Regulations  covering  Pressurized  Prod¬ 
ucts.  (Galco  Secticides,  etc.) 

688-69-A  ' 

APPLICANT — The  Polish  National  Home  of  The  City  of 
New  York,  Incorporated,  owner. 

SUBJECT— Application  November  21,  1969— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
Sprinkler  System. 


PREMISES  AFFECTED — 21-25  St.  Mark’s  Place,  north 
side,  225  feet  east  of  Third  Avenue,  Block  464,  Lot  48, 
Borough  of  Manhattan. 

741-69-A 

APPLICANT — Proctor  and  Gamble  Manufacturing  Com¬ 
pany,  owner. 

SUBJECT — Application  December  23,  1969 — Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  new  smoking 
area,  2-relocation  of  existing  smoking  area. 

PREMISES  AFFECTED — 3636  Richmond  Terrace,  south 
east  corner  of  Western  Avenue,  Block  1338,  Lot  1,  Port 
Ivory,  Borough  of  Richmond. 

24-70-A 

APPLICANT — Schalk  Chemicals,  Incorporated  for  BFC 
Division  of  Essex  Chemical  Corporation,  owner. 

SUBJECT— Application  January  22,  1970— Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of  flam¬ 
mable  mixture  known  as  Speed  Demon  Panel  and  Con¬ 
struction  Adhesive  in  1/10  gallon  foil  lined  Chemtest 
cartridge  without  a  replaceable  top  or  cap  not  in  compli¬ 
ance  with  regulations  of  the  Administrative  Code  of  New 
York  City. 

34-70-A 

APPLICANT — Frank  A.  Vaccaro  for  Alfonso  Bocchino, 
owner. 

SUBJECT — Application  January  13,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  class  4,  frame 
dwelling,  height. 

PREMISES  AFFECTED — 791  Hylan  Boulevard,  west  side, 
546.08  feet  south  of  Roderick  Avenue,  Block  3040,  Lot 
115,  Grasmere,  Borough  of  Richmond. 

41-70-A  “ 

APPLICANT — Greyhound  Lines,  Incorporated,  owner. 

SUBJECT — Application  January  15,  1970 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Fire  Standpipe 
System. 

PREMISES  AFFECTED — 601-659  West  40th  Street,  east 
side  of  12th  Avenue,  Entire  Block,  525-531  11th  Avenue 
12th  Avenue,  480-494,  600-660  West  41st  Street,  Block 
1088,  Lot  1,  Borough  of  Manhattan. 

M.  MILTON  GLASS,  Chairman 


MARCH  3,  1970,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning  March  3,  1970,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

604-26-BZ — Vol.  II 

APPLICANT— Joseph  B.  Lynch  for  Edler  Realty  Cor¬ 
poration,  owner ;  Humble  Oil  and  Refining  Company  long 
term  lessee. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  June  2,  1969 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning 
Resolution,  permitting  in  a  business  use  district,  the  park¬ 
ing  and  storage  of  more  than  five  motor  vehicles 
PREMISES  AFFECTED — 641  Gun  Hill  Road,  north  side 
from  Olinville  Avenue  to  Willett  Avenue,  3500  Olinville 
Avenue  and  3501  Willett  Avenue,  Block  4642,  Lot  1. 
Borough  of  The  Bronx. 
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436-69-BZ 

APPLICANT — Savignano,  Strange  and  Vella  for  Joseph 
Oliveri,  owner. 

SUBJECT — Application  July  22nd  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  district,  at  an  existing 
3  story  building,  the  erection  of  a  one  story  enlargement 
to  the  first  floor  store  that  increases  the  degree  of  non- 
compliance  in  floor  area  ratio  and  the  lot  area  require¬ 
ments. 

PREMISES  AFFECTED — 7016  18th  Avenue,  west  side, 
59  feet,  14)4  inches  north  of  71st  Street,  Block  6171,  Lot 
47,  Borough  of  Brooklyn. 


634-69-BZ 

APPLICANT — Lichtner  Associates  for  Roleke  and  Cervoni, 
Incorporated,  owner. 

SUBJECT — Application  October  23,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district  on  a  plot 
with  less  than  the  required  lot  area  and  lot  width,  the 
erection  of  a  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  and  accessory  parking, 
encroaches  on  the  required  front  and  side  yards,  and  pene¬ 
trates  sky  exposure  plane. 

PREMISES  AFFECTED — 63-25  Queens  Midtown  Ex¬ 
pressway,  north  side,  80.44  feet  west  of  64th  Street,  Block 
2366,  Lot  48,  Maspeth,  Borough  of  Queens. 


662-69-BZ 

APPLICANT — Guerino  Salerni  for  33-55  11th  Street  Realty 
Corporation,  owner. 

SUBJECT — Application  November  10,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a  one  story  building  for  use  as  a  warehouse  and  factory. 

PREMISES  AFFECTED— 33-41  to  33-57  (33-55  11th 
Street,  official)  11th  Street,  east  side,  140.15  feet  south  of 
33rd  Road,  (33-42  to  33-54  12th  Street),  Block  318,  Lot 
15,  Long  Island  City,  Borough  of  Queens. 


696-69-BZ 

APPLICANT — Buckley  and  Kisseloff  for  1133  Building 
Corporation,  owner;  Inmont  Corporation,  lessee. 

SUBJECT — Application  December  2,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72.01  (b)  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  C6-6  District,  on  a  plot  with  an 
existing  44  story  office  building,  the  installation  of  an  elec¬ 
tric  sign  that  exceeds  the  permitted  height  above  curb  level. 

PREMISES  AFFECTED — 1133  Avenue  of  the  Americas, 
southwest  corner  of  West  44th  Street,  Block  996,  Lot  29, 
Borough  of  Manhattan. 


733-69-BZ 

APPLICANT — Charles  M.  Spindler  for  Sun  Oil  Company, 
owner. 

SUBJECT — Application  December  12,  1969— decision  of  the 
Borough  Superintendent,  under  Section  73-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  on  a  plot 
previously  before  the  Board,  the  erection  and  maintenance 
of  an  automotive  service  station  with  accessory  uses. 

PREMISES  AFFECTED — 131-09  Hillside  Avenue,  north¬ 
east  corner  of  131st  Street,  Block  9252,  Lot  28,  Jamaica, 
Borough  of  Queens. 


7-70-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  January  2,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-65  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  at  an  existing 
three  story  telephone  exchange,  the  erection  of  a  fourth 
story  that  increases  the  degree  of  non-compliance  in  floor 
area  ratio  and  creates  non-compliance  with  the  height  and 
setback  requirements. 

PREMISES  AFFECTED — 1070  Bushwick  Avenue,  south¬ 
west  corner  of  Palmetto  Street,  Block  3339,  Lots  23  and 
21,  Borough  of  Brooklyn. 

M.  MILTON  GLASS,  Chairman 


MARCH  3,  1970,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  afternoon,  March  3,  1970,  at  2  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 

following  matters : 

47-70-A 

APPLICANT — Irving  Gershon  of  Emery  Roth  and  Sons 
for  36  Central  Park  South  Corporation,  owner. 

SUBJECT  Application  January  21,  1970 — Filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  for  variance  of 
Section  oO,  subd.  10  of  the  Multiple  Dwelling  Law  re-  lot 
line  windows. 

PREMISES  AFFECTED — 36-38  Central  Park  South,  south 
side,  245  feet  east  of  Avenue  of  the  Americas,  29-37  West 
58th  Street,  Block  1274,  Lots  11,  12,  13,  14,  62  and  64, 
Borough  of  Manhattan. 

52- 70-A 

APPLICANT — Robert  O.  Lowery  for  City  of  New  York, 
owner. 

SUBJECT — Application  January  23,  1970— Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Class  5 
structure— firehouse,  prefabricated  metal  building,  etc. 

PREMISES  AFFECTED — 1689  to  1703  St.  Marks  Avenue, 
northeast  corner  of  Eastern  Parkway,  Block  1455,  Lots 
15,  76,  77,  78  and  80,  Borough  of  Brooklyn. 

53- 70-A 

APPLICANT — Hector  Ferreras  for  Glen  Cannon  Corpora¬ 
tion,  owner. 

SUBJECT — Application  January  26,  1970 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED — 91  Melvin  Avenue,  north  side, 

92.70  feet  east  of  Glen  Street,  Block  2770,  Lot  26,  Travis, 
Borough  of  Richmond. 

54- 70-A 

APPLICANT — Hector  Ferreras  for  Glen  Cannon  Corpora¬ 
tion,  owner. 

SUBJECT — Application  January  26,  1970 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 95  Melvin  Avenue,  north  side, 

132.70  feet  east  of  Glen  Street,  Block  2770,  Lot  24, 
Travis,  Borough  of  Richmond. 

55- 70-A 

APPLICANT — Hector  Ferreras  for  Glen  Cannon  Corpora¬ 
tion,  owner. 
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SUBJECT — Application  January  26,  1970 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED — 99  Melvin  Avenue,  north  side, 
172  feet  east  of  Glen  Street,  Block  2770,  Lot  22,  Travis, 
Borough  of  Richmond. 


56-70-A 

APPLICANT — Hector  Fcrreras  for  Glen  Cannon  Corpora¬ 
tion,  owner. 

SUBJECT — Application  January  26,  1970 — filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 103  Melvin  Avenue,  north  side, 
212.70  feet  east  of  Glen  Street,  Block  2770,  Lot  20,  Travis, 
Borough  of  Richmond. 


57-70-A 

APPLICANT— Hector  Ferreras  for  Glen  Cannon  Corpora¬ 
tion,  owner. 

SUBJECT  Application  January  26,  1970 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 107  Melvin  Avenue,  north  side, 
252.70  feet  east  of  Glen  Street,  Block  2770,  Lot  19,  Travis, 
Borough  of  Richmond. 


58-70-A 

APPLICANT— Hector  Ferreras  for  Glen  Cannon  Corpora¬ 
tion,  owner. 

SUBJECT  Application  January  26,  1970 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 109  Melvin  Avenue,  north  side 
276.35  feet  east  of  Glen  Street,  Block  2770,  Lot  18,  Travis’ 
Borough  of  Richmond. 

M.  MILTON  GLASS,  Chairman 


MARCH  6,  1970,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Friday  morning,  March  6,  1970,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

103-69-SM 

APPLICANT— Plastic  Pipe  Institute  for  U.  S.  Pipe  and 
r  oundry  Co.,  Plastics  Division,  owner— plastic  pipe  and 
fittings. 


104-69-SM  - - 

APPLICANT— PJastic  Pipe  Institute  for  Vistron  Corp, 
Rlastex  Division,  owner — plastic  pipe  and  fittings. 


105- 69-SM 

APPLICANT — Plastic  Pipe  Institute  for  Vistron  Corp., 
Plastex  Division,  owner — plastic  pipe  and  fittings. 

106- 69-SM  ' 

APPLICANT — Plastic  Pipe  Institute  for  Precision  Poly¬ 
mers,  Inc.,  owner— plastic  pipe  and  fittings. 

107- 69-SM  ‘ 

APPLICANT — Plastic  Pipe  Institute  for  Harvel  Plastics, 

Inc.,  owner— plastic  pipe  and  fittings. 

108- 69-SM  ~  ~ 

APPLICANT — Plastic  Pipe  Institute  for  Celanese  Plastics 

Co.,  owner — Yardley  pipe  and  fittings. 

132- 69-SM 

APPLICANT — Plastic  Pipe  Institute  for  Evanite  Plastics 
Co.,  owner — plastic  pipe  and  fittings. 

133- 69-SM  ~ 

APPLICANT  Plastic  Pipe  Institute  for  Carlon  Products 

Division  of  Continental  Oil  Co.,  owner — plastic  pipe  and 

fittings. 

144-69-SM 

APPLICANT— Plastic  Pipe  Institute  for  Amoco  Chemical 
Corp.,  Industrial  Products  Division,  owner — plastic  nine 
and  fittings. 

180- 69-SM 

A?£LIC^P— Plastic  PIpe  Institute  for  R  &  G  Sloane 
Mfg.  Division,  The  Susquehanna  Corp.,  owner — plastic 
fittings. 

181- 69-SM 

APPL^ANT-Flastic  Pipe  Institute  for  R  &  G  Sloane 
Mtg.  Division,  The  Susquehanna  Corp.,  owner — plastic 
pipe  and  fittings. 

255-69-SM 

APPLICANT— Plastic  Pipe  Institute  for  Amoco  Chemicals 
LonU  Industrial  Products  Division,  owner — plastic  pipe 
and  fittings. 

305-69-SM  - - - 

APPLICANT— Plastic  Pipe  Institute  for  Plastiline,  Inc., 
owner — plastic  pipe  and  fittings. 

383-69-SM  - - 

A?£LI£ANT~Plastic  Pipe  Institute  for  Colonial  Plastics 
Mfg.  Co.,  owner— plastic  pipe  and  fittings. 

M.  MILTON  GLASS,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  FEBRUARY  3,  1970,  10  A.M. 

Present:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

859-67-A 

APPLICANT — Charles  M.  Shapiro  and  Sons  for  Hanco 
Holding  Corporation,  owner. 

SUBJECT — Application  September  15,  1967 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  use  of  fabri¬ 
cating  metal  partitions,  sheet  metal  work,  welding,  acces¬ 
sory  spraying  and  paint  drying. 

PREMISES  AFFECTED— 101  East  157th  Street,  800 
River  Avenue,  northeast  corner,  Block  2483,  Lot  1,  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES 
For  Applicant:  None. 

ACTION  OF  BOARD— Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


361-49-BZ 

APPLICANT — Leonard  Lazarus  and  Louis  Aronoff,  own¬ 
ers. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  December 
15,  1969— decision  of  the  Borough  Superintendent ;  previ¬ 
ously  granted  on  condition,  under.  Sections  7f,  7e,  7i  and 
7h  of  the  Zoning  Resolution,  permitting  in  a  residence  and 
business  use  district,  for  a  term  of  years,  the  erection  and 
maintenance  of  a  gasoline  service  station,  lubritorium, 
motor  vehicle  repair  shop,  auto  laundry,  storage,  sale  of 
auto  accessories,  office,  and  permitting  the  parking  of  more 
than  five  motor  vehicles  waiting  to  be  serviced  and  with 
curb  cuts  more  than  the  permitted  distance  from  the  inter¬ 
section. 

PREMISES  AFFECTED — 74-01  to  74-13  Eliot  Avenue  and 
60-69  to  60-77  74th  Street,  northeast  corner  and  60-76 
75th  Street,  Block  2844,  Lots  46  and  49,  Maspeth,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant :  Leonard  Lazarus. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative.:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  1,  1949,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
February  3,  1970,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  1,  1949,  as  amended  through  June  28,  1966  only  as  to 
the  term  of  variance,  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 

‘granted  for  .  a  term  of  ten  years  from  December  15, 
1969,  to  permit  .  ,  . ;  on  condition  that  a  copy  of  the  orig¬ 


inal  resolution,  as  amended,  and  a  certified  copy  of  the 
drawings  as  approved  by  the  Board  shall  be  permanently 
posted  in  the  office  of  this  gasoline  service  station ;  that 
other  than  as  herein  amended  the  resolution  above  cited 
shall  be  complied  with  in  all  respects ;  and  that  a  new 
Certificate  of  Occupancy  shall  be  obtained.”  (N.B. 
630-49) 

187-52-BZ — Vol.  II 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Gulf  Oil  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  25, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted. on  condition,  under  Sections  7 A,  7e,  7i  and  7h  of 
the  Zoning  Resolution,  permitting  in  a  local  retail  use  dis¬ 
trict,  the  erection  and  maintenance  of  a  gasoline  service 
station,  lubritorium,  car  washing,  motor  vehicle  repairs, 
with  parking  and  storage  of  motor  vehicles  on  unbuilt 
upon  portion  of  lot  with  a  curb  cut  more  than  the  permit¬ 
ted  distance  from  the  intersection,  for  a  term  of  years. 

PREMISES  AFFECTED — 221-10  Hempstead  Avenue  and 
102-23  to  102-37  221st  Street,  southeast  corner,  Block 
11157,  Lot  5,  Queens  Village,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  January  25,  1955,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  February  3,  1970,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
21,  1952,  as  amended  through  May  8,  1956,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  January  25,  1970, 
to  permit  on  condition  that  a  copy  of  the  original 

resolution,  as  amended,  and  a  certified  copy  of  the  draw¬ 
ings  as.  approved  by  the  Board  shall  be  permanently 
posted  in  the  office  of  this  gasoline  service  station ;  that 
other  than  as  herein  amended  the  resolution  above  cited 
shall,  be  complied  with  in  all  respects ;  and  that  a  new 
Certificate  of  Occupancy  shall  be  obtained.”  (Alt. 
406-56) 

129-58-BZ 

APPLICANT — Atkin  and  Bassolino  for  Charon  Associates, 
owner. 

SUBJECT— Application  for  consideration — reopening  for 
request  to  waive  the  rules  of  procedure  and  extension  of 
term  of  variance  which  expired  July  14,  1969 — decision  of 
the.  Borough  Superintendent;  previously  granted  on  con¬ 
dition,  under.  Section  7h  of  the  Zoning  Resolution,  permit¬ 
ting  in  a  residence  use  district,  the  maintenance  of  a  park¬ 
ing  lot  for  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — 3510  Putnam  Place  and  288 
East  211th  Street,  southeast  corner,  Block  3356,  Lot  10, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Robert  Bassolino. 
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ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
January  20,  1959,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  February  3,  1970,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  January  20,  1959,  as  amended 
through  July  14,  1 964,  only  as  to  the  term  of  the  variance, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 
“granted  for  a  term  of  five  years  from  July  14,  1969,  to 
permit  on  condition  that  the  fences  be  made  50% 

opaque;  that  the  entire  surface  of  the  lot  be  paved  and 
bumpers  installed  in  accordance  with  the  rules  and  regu¬ 
lations  of  the  Department  of  Buildings ;  that  the  gates 
be  kept  closed,  except  for  the  passage  of  vehicles;  that 
the  sidewalks  be  paved  for  their  entire  width  in  accord¬ 
ance  with  the  rules  and  regulations  of  the  Department 
of  Highways ;  that  other  than  as  herein  amended  the  reso¬ 
lution  above  cited  shall  be  complied  with  in  all  re¬ 
spects  ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained”.  (Alt.  719-57) 


656-68-BZ 

APPLICANT — Charles  M.  Spindler  for  Micari  Gas  Sta¬ 
tion,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  14, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl -2  district,  the  enlargement 
in  area  and  reconstruction  of  an  automotive  service  station 
with  accessory  uses  and  accessory  signs. 

PREMISES  AFFECTED — 1638-1650  86th  Street,  southeast 
corner  of  Bay  13th  Street,  Block  6364,  Lot  38,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affii  mative.:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  . .  0 

THE  RESOLUTION— 

Whereas  this  application  was  granted  by  the  Board  on 
January  14,  1969,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
an<^  a™end  the  resolution  adopted  on  January 
14,  1969,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

that  substantial  construction  shall  be  completed  within 
one  year  from  January  14,  1970.”  (N.B.  613-68) 

629-68-BZ  " 

APPLICANT— Irwin  Emerman  for  Ralph  Grindi,  owner. 


SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  December  10, 
1969 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of 
a  second  floor  enlargement  to  a  one  family  dwelling  that 
will  exceed  the  permitted  floor  area  ratio,  have  less  than 
the  required  open  space  ratio  and  encroach  on  the  required 
rear  yard. 

PREMISES  AFFECTED — 2044  East  3rd  Street,  west  side, 
180  feet  north  of  Avenue  T,  Block  7105,  Lot  176,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Irwin  Emerman. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
December  10,  1968,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  10,  1968,  only  .as  to  the  time  to  complete  the  work,  so 
that  as  amended  this  portion  of  the  resolution  shall  read: 
“that  substantial  construction  shall  be  completed  within 
one  year  from  December  10,  1969.”  (Alt.  941-68) 

734-68-BZ 


APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Alice  Mueller,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension,  of  time  to  complete  which  expired  January  21, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  73-211  and  73-212  of 
the  Zoning  Resolution,  to  permit  in  a  C2-2  district,  the 
reconstruction  of  an  automotive  service  station  with  ac¬ 
cessory  uses  and  accessory  signs  previously  before  the 
Board. 

PREMISES  AFFECTED— 156-31  to  156-43  (156-33  offi¬ 
cial)  Cross  Bay  Boulevard,  east  side  90  feet  north  of  157th 
Avenue,  Block  14148,  Lot  45,  Howard  Beach,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 


Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 

0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
January  21,  1969,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
21,  1969,  only  as  to  the  time  to  complete  the  work,  so  that 
as  amended  this  portion  of  the  resolution  shall  read: 

that  substantial  construction  shall  be  completed  within 
one  year  from  January  21,  1970.”  (N.B.  1231-68) 
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744-68-BZ 

APPLICANT — Max  Siegel  Associates  for  Sea  Isle  Asso¬ 
ciates,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  7, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  at  an  existing 
senior  citizens  residence,  the  erection  of  a  five-story  en¬ 
largement  that  creates  a  non-compliance  in  floor  area  ratio. 

PREMISES  AFFECTED — 3900  Shore  Parkway,  south¬ 
east  corner  of  Knapp  Street,  Block  8843,  Lot  164,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  M.  Hronec. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
January  7,  1969,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
7,  1969,  only  as  to.  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

that  substantial  construction  shall  be  completed  within 
one  year  from  January  7,  1970.”  (Alt.  2135-68) 


1044-67-BZ 

APPLICANT — Jerome  W.  Perlstein  for  21-29  44th  Road, 
Incorporated,  owner. 

SUBJECT — Application  November  30,  1967 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  an  R5  district,  the  erection  of 
a  one  story  and  basement  enlargement  to  an  existing  fac¬ 
tory,  storage  and  office  building. 

PREMISES  AFFECTED — 12-12  Astoria  Boulevard,  south 
side,  96.97  feet  east  of  12th  Street,  Block  512,  Lot  4, 
Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Jerome  W.  Perlstein,  Seymour  Schuman 
and  Morton  S.  Cahn. 

For  Opposition :  Mary  Dougherty,  Barbara  Rountry  and 
James  F.  Drinane. 

ACTION  OF  BOARD — Laid  over  to  February  17,  1970,  at 
10  A.M.  for  further  consideration  and  continued  hearing; 
applicant  to  file  additional  financial  information  and  spe¬ 
cific  use ;  previously  inspected. 


419-69-BZ 

APPLICANT  Raymond  J.  Irrera  for  Orazio  Amaru, 
owner. 

SUBJECT— Application  July  14,  1969— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412  of  the  Zoning 
Resolution,,  to  permit  in  a .  Cl-2  and  R5  district,  the  en- 
largement  in  area  of  a  public  parking  lot  previously  before 
the  Board  that  creates  a  non-compliance  on  the  adjoin¬ 
ing  lot. 


PREMISES  AFFECTED — 42-02  31st  Avenue,  southeast 
corner  of  42nd  Street,  Block  692,  Lots  36  and  40,  Long 
Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Raymond  J.  Irrera,  Joseph  Amaru  and 
Orazio  Amaru. 

For.  Opposition :  Gertrude  M.  Wilhelm,  Nicholas  Jorillas, 
Filomena  Kogut  and  Ethel  Specker. 

ACTION  OF  BOARD — Laid  over  to  February  17,  1970,  at 
10  A.M..,  for  continued  hearing;  applicant  to  clarify  situ¬ 
ation  with  respect  to  Lots  50  and  47 ;  previously  inspected. 

548-69-BZ 

APPLICANT — Arthur  J.  McGee  for  Charles  F.  Harding 
and  Harry  Bell,  owners ;  American  Oil  Company,  lessee. 
SUBJECT — Application  September  23,  1969 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the  erec¬ 
tion  of  an  automotive  service  station  with  accessory  uses 
and  accessory  signs. 

PREMISES  AFFECTED — 1 07-10  Astoria  Boulevard, 
southeast  corner  of  107th  Street,  Block  1694,  Lots  1,  2, 
6  and  9,  Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino,  Harry  Bell  and 
Frank  H.  Koenig. 

For.  Opposition :  David  Fleming,  John  Booker,  Alfred 
Gilmer,  William  Hubbert,  Henry  Kencher  and  Angelo 
Barbedo. 

ACTION  OF  BOARD — Laid  over  to  February  17,  1970,  at 
10  A.M.  for  continued  hearing;  previously  inspected. 


568-69-BZ 

APPLICANT — Atkin  and  Bassolino  for  310  East  2nd 
Street  Corporation,  owner. 

SUBJECT — Application  October  7,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-5  in  an  R7-2  district,  in  an 
existing  three  story  building,  the  conversion  of  the  second 
and  third  floors  from  residential  use  to  doctors’  offices. 

PREMISES  AFFECTED — 310  East  2nd  Street,  northwest 
corner  of  Avenue  D,  Block  372,  Lot  44,  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Robert  Bassolino  and  Emanuel  Pariser. 
For  Opposition :  None. 

ACTION  OF  BOA.RD — Laid  over  to  February  25,  1970,  at 
10  A.M.  for  continued  hearing;  previously  inspected. 


590-69-BZ 

APPLICANT — Charles  F.  Murphy  for  James  Bergen, 
owner. 

SUBJECT  Application  October  10,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection  of 
a  one  story  building  for  use  as  a  contractors  establish¬ 
ment. 

PREMISES  AFFECTED — 50-06  38th  Street,  southwest 
corner  of  Greenpomt  Avenue,  Block  234,  Lot  13,  Long 
Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Hugh  P.  Fox  and  James  M.  Bergen 
For  Opposition:  Robert  Farrell. 

BOARD — Laid  over  to  February  10,  1970,  at 
10  A  M.  for  consideration  and  decision;  previously  in¬ 
spected;  hearing  closed. 
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593-69-BZ 

APPLICANT — Charles  M.  Spindler  for  Mutual  Benefit  Life 
Insurance,  Incorporated  and  Carmine  J.  Panzera,  owners; 
Shell  Oil  Company,  lessee. 

SUBJECT — Application  October  15,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and 
73-11  (g)  of  the  Zoning  Resolution,  to  permit  in  a  C2-2  dis¬ 
trict,  the  enlargement  in  lot  area  and  reconstruction  of  an 
automotive  service  station  with  accessory  uses  previously 
before  the  Board. 

PREMISES  AFFECTED — 108-13  Atlantic  Avenue,  north¬ 
west  corner  of  108th  Street,  Block  9315,  Lots  23,  29,  Rich¬ 
mond  Hill,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler  and  Carmine  J. 
Panzera. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  10,  1970,  at 
10  A.  M.  for  decision;  applicant  to  file  revised  drawings; 
previously  inspected;  hearing  closed. 


606-69-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Delma  Engineer¬ 
ing  Corporation,  owner. 

SUBJECT — Application  October  21,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl -4  district,  in  conjunction 
with  the  construction  of  an  intermediate  floor,  the  change 
in  occupancy  from  theatre  to  an  apparel  manufacturing 
establishment. 

PREMISES  AFFECTED — 2345  Hughes  Avenue,  south¬ 
west  corner  of  East  186th  Street,  Block  3073,  Lot  20, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  17,  1970,  at 
10  A.M.,  for  continued  hearing;  applicant  to  file  revised 
drawings  and  additional  information ;  previously  inspected. 

633-69-BZ  ' 

APPLICANT — Leonard  F.  Rothkrug  for  Carnarsie  Lots 
Corporation,  and  Ellar  Estates  Corporation,  owners. 

SUBJECT  Application  October  23,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-44 
of  the  Zoning  Resolution,  to  permit  in  a  C2-1  and  R4 
district,  in  conjunction  with  the  erection  of  a  two  story 
store  and  office  building,  the  reduction  in  the  number  of 
accessory  parking  spaces  and  the  extension  of  the  park¬ 
ing  area  into  the  residence  district. 

PREMISES  AFFECTED — 9512  to  9514  Avenue  L,  south 
side,  82  ft.  8lA  inches  east  of  95th  Street,  1423-1425  East 
95th  Street,  Block  8260,  Lot  38,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug  and  Louis  Rosen¬ 
berg. 

Opposition :  Monroe  Cohen,  Giacomo  Castronovo, 
Emma  Tice,  Frances  Zaccheo,  Regina  Ward,  Josephine 
Lizzio,  Blanche  Goldberg,  Lillian  Anello,  John  Cassara 
and  others. 

ACTION  OF  BOARD — Laid  over  to  February  25,  1970  at 
10  A.  M.  The  applicant  is  to  furnish  additional  informa¬ 
tion  and  revised  plans.  Hearing  continued. 

637-69-BZ  " 

APPLICANT— Edwin  Storch  for  Alfred  Mastramaura, 
owner. 


SUBJECT — Application  October  24,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  Ml-1  district,  the  conversion  of 
an  existing  two  story  building  from  a  factory  to  a  two 
family  dwelling. 

PREMISES  AFFECTED — 24-02  Pacific  Street,  south  side, 
7 0.V/2  feet  east  of  Sackman  Street,  Block  1444,  Lot  13, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Edwin  Storch. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  17,  1970, 
at  10  A.  M.  The  applicant  is  to  furnish  the  information 
requested.  Hearing  continued. 

705-69-BZ 

APPLICAN T — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Aetna  Insurance  Company,  owner. 

SUBJECT  Application  December  8,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-68 
of  the  Zoning  Resolution  and  Section  666  of  the  New  York- 
City  Charter,  to  permit  in  a  C5-5  district,  the  erection  of 
a  _1  story  office  building  that  exceeds  the  height  of  the 
front  wall  and  the  tower  coverage,  encroaches  on  the  re¬ 
quired  tower  setback  and  exceeds  the  permitted  floor  area 
ratio. 

PREMISES  AFFECTED — 98  to  106  William  Street,  south¬ 
east  corner  of  John  Street,  Block  68,  Lot  36,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum,  Sylvan  Law¬ 
rence,  Richard  Roth,  Lewis  Davis  and  Irwin  Miller. 
For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  February  25,  1970, 
at  10  A.M.,  continued  hearing;  previously  inspected.  Ap¬ 
plicant  to  submit  approval  of  Special  Permit  by  City  Plan¬ 
ning  Commission. 

842-68-BZ 

APPLICANT  Max  Siegel  Associates  for  Derwood  Realty 
Corporation,  owner. 

SUBJEC  r  Application  November  6,  1968 — decision  of  the 
Borough  Superintendent,  under  Section  72-01  (b)  and 
73-62  of  the  Zoning  Resolution  and  Section  666  of  the 
New  York  City  Charter,  to  permit  in  an  R7-1  and  C8-3 
district,  in  an  existing  six  story  multiple  dwelling,  the 
conversion  of  the  doctor’s  offices  in  the  cellar  to  apart¬ 
ments  that  increases  the  degree  of  non-compliance  in  floor 
area  ratio,  open  space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 910-916  Sheridan  Avenue,  east 
side,  175  feet  south  of  East  163rd  Street,  Block  2454,  Lot 
11,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  John  M.  Hronec. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  Q 


700-69-A 

APPLICANT — Max  Siegel  Associates  for  Derwood  Realty 
Corporation,  owner, 


MINUTES 


SUBJECT — Application  December  5  1969 — filed  pursuant  to 
Section  310  of  the  Multiple  Dwelling  Law  for  variation 
of  Section  34  of  the  Multiple  Dwelling  Law  re-  cellar 
apartments. 

PREMISES  AFFECTED — 910  to  916  Sheridan  Avenue, 
east  side,  175  feet  south  of  East  163rd  Street,  Block  2454, 
Lot  11,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  John  M.  Hronec. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


558-69-BZ 

APPLICANT — Joseph  De  Chiara  for  Jaabpon  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  September  26,  1969 — decision  of 
the  Borough  Superintendent,  under  Sections  73-44  and  73- 
48  of  the  Zoning  Resolution,  to  permit  in  a  C4-1  and  C8-1 
district,  in  conjunction  with  the  construction  of  a  shopping 
center,  the  reduction  in  the  number  of  accessory  parking 
spaces  and  the  increase  in  the  size  of  the  group  parking 
area. 

PREMISES  AFFECTED — 2875  Richmond  Avenue,  east 
side,  from  Yukon  to  Independence  Avenue,  Block  2460,  Lot 
98,  New  Springville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Joseph  De  Chiara. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  ^public  hearing  was  held  on  this  application  on 
January  20,  1970,  after  due  notice  by  publication  in  the  Bul¬ 
letin  ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  1st,  1969,  acting  on  N.  B.  Applic.  143/1968, 
reads : 

“L  Reduction  of  required  number  of  parking  spaces 
for  uses  in  parking  category  B-l,  for  buildings  indicated 
on  plans  as  Block  3,  4  and  5,  is  permitted  by  special 
permit  of  the  Board  of  Standards  and  Appeals  under 
Section  73-44  of  the  Zoning  Resolution. 

2.  Proposed  accessory  group  parking  facility  with 
more  than  150  spaces  is  referred  to  the  Board  of  Stand¬ 
ards  and  Appeals  for  special  permit  under  Section  73-48 
of  the  Zoning  Resolution.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made  under 
Sections  73-44  and  73-48  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Sections  73-44  and  73-48  of  the  Zoning  Resolution, 
to  permit  in  a  C4-1  and  C8-1  district,  in  conjunction  with  the 
construction  of  a  shopping  center,  the  reduction  in  the  num¬ 
ber  of  accessory  parking  spaces  and  the  increase  in  the  size 
of  the  group  parking  area,  on  condition  that  all  work  shall 


substantially  conform  to  drawings  filed  with  this  application 
and  marked  “Received  September  26,  1969,”  one  sheet,  “De¬ 
cember  8,  1969,”  one  sheet,  and  “January  28,  1970,”  one 
sheet;  on  further  condition  that  the  paving  and  drainage  of 
the  parking  area  comply  with  the  provisions  of  the  Zoning 
Resolution  and  all  other  regulations  pertaining  thereto ;  that 
all  laws,  rules  and  regulations  applicable  shall  be  complied 
with,  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 


592-69-BZ 

APPLICANT — Robert  C.  Schnall  and  Judson  E.  Schnall 
for  Bergen  Park  Homes  Incorporated,  owner. 

SUBJECT — Application  October  15,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  one  story  and  basement  one  family  dwelling  that 
encroaches  on  the  required  side  yards,  has  less  than  the 
required  open  space  ratio  with  an  open  porch  within 
the  required  front  yard. 

PREMISES  AFFECTED — 1836  Coleman  Street,  west  side, 
280  feet  south  of  Avenue  R,  Block  8484,  Lot  55,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Robert  C.  Schnall. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  o 


THE  RESOLUTION— 

Whereas,  ajmblic  hearing  was  held  on  this  application  on 
January  .27,  1970,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  February  3,  1970  ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  15,  1969,  acting  on  N.  B.  Applic.  349/1969, 
reads : 

“1.  Provide  (2)  5'  0"  side  yards  as  per  Section 
23-48  Z.  R. 

2.  Proposed  building  is  deficient  in  open  space,  con¬ 
trary  to  Section  23-141  Z.  R. 

3.  Proposed  open  porch  in  required  front  yard  is 
not  a  permitted  obstruction  and  is  contrary  to  Section 
23-45  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  72-21  of  the  Zoning  Resolution,  and  that  the 
applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  R3-2  district,  the  erection  of  a  one-story  and 
basement  one-family  dwelling  that  encroaches  on  the  re¬ 
quired  side  yards,  has  less  than  the  required  open  space  ratio 
and  with  an  open  porch  within  the  required  front  yard,  on 
condition  that  all  work  shall  substantially  conform  to  draw¬ 
ings  filed  with  this  application  and  marked  “Received  Oc¬ 
tober  15,  1969,”  one  sheet,  and  “January  30,  1970,”  3  sheets; 
that  all  laws,  rules  and  regulations  applicable  shall  be  com¬ 
plied  with,  and  that  substantial  construction  be  completed 
within  one  year  from  the  date  of  this  resolution. 


MINUTES 


641-69-BZ 


APPLICANT — A.  H.  Salkowitz  and  Carl  Heimberger  for 
Danshirl  Realty  Corporation  owner;  Overseas  National 
Airways,  lessee. 

SUBJECT — Application  October  28,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-44 
of  the  Zoning  Resolution,  to  permit  in  an  Ml-1  district, 
the  erection  of  a  one  story  and  basement  office  and  ware¬ 
house  building  that  exceeds  the  permitted  floor  area  ratio 
and  the  reduction  in  the  number  of  accessory  parking 
spaces. 

PREMISES  AFFECTED — 147-39  175th  Street,  east  side, 
100  feet  north  of  148th  Avenue,  Block  13376,  Lot  40, 
Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Carl  Heimberger. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 


Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 

0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  January  27,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  3,  1970;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  14,  1969,  acting  on  N.  B.  Applic.  825/1969 
reads : 


.  "I-  F.  A.  R.  proposed  is  in  excess  of  maximum  per¬ 
mitted  F.  A.  R.  specified  in  Sect.  43-12  Z.  R. 

2.  Secure  Special  Permit  of  B.  S.  &  A.  in  accord¬ 
ance  w/provisions  of  Section  73-44.  (Reduction  of  spaces 
for  uses  in  parking  requirement  Category  Bl)  as  re¬ 
quired  by  Section  44-21  Z.  R.” 


and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the.  Zoning  Resolution,  and  that  the  appli- 
ca}F  ?s  therefore  entitled  to  relief  on  the  grounds  of  practi¬ 
cal  difficulty  and/or  unnecessary  hardship;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-44  of  the  Zoning  Resolution. 


Resolved,  that  the  Board  of  Standards  and  Appeals  doe: 
hereby  make  each  and  every  one  of  the  required  finding' 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and.  that  the  application  be  and  it  hereby  is  qrantec 
under  Section  72-21  of  the  Zoning  Resolution,  and  that  the 
Board  does  hereby  make  the  required  findings  and  grant' 
a  Special  Permit  under  Section  73-44  of  Zoning  Resolution 
to  pernut  m  an  Ml-1  district,  the  erection  of  a  one-story 
and  basement  office  and  warehouse  building  that  exceeds  the 
permitted  floor  area  ratio  and  the  reduction  in  the  number 
of  accessory  parking  spaces,  on  condition  that  all  work  shall 
substantially  conform  to  drawings  filed  with  this  application 
and  marked  Received  October  28,  1969,”  4  sheets,  and  “Jan¬ 
uary  29,  19/0,  4  sheets;  on  further  condition  that  a  certified 
copy  of  a  recorded  covenant  made  by  Porter  Road  Realtv 
Corporation  and  Danshirl  Realty  Corporation,  with  respect 
to  the  property  for  which  the  parking  is  to  be  devoted,  be 
hied  with  the  Commissioner  of  Buildings  and  this  Board 

on  i<Y7n°rm  suJ3mFted  and  marked  “Received  January 
29,  1970  ;  on  further  condition  that  the  Certificate  of  Oc¬ 
cupancy  carry  the  notation  that  in  the  event  of  a  change  of 
use  of  the  office  space  for  the  proposed  building  to  other 
than  a  use  requiring  category  Bl  parking  under  the  Zon¬ 


ing  Resolution,  no  new  Certificate  of  Occupancy  shall  be 
issued  until  the  deficiency  in  parking  is  provided ;  that  all 
laws,  rules  and  regulations  applicable  shall  be  complied  with, 
and  that  substantial  construction  be  completed  within  one 
year  from  the  date  of  this  resolution. 

Adjourned:  12:45  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  FEBRUARY  3,  1970,  2  P.M. 

Present:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 


1163-BZY — Vol.  VI,  2522-BZY — Vol.  VII,  2768-BZY— 
Vol.  VII,  3609-BZY— Vol.  VII,  4233-BZY— Vol.  VII 
and  4429-BZY— Vol.  VII 

AC1  ION  OF  BOARD — Time  to  complete  construction 
extended. 

THE  VOTE— 

Affirmative.:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  o 

THE  RESOLUTION— 


Whereas,  the  Board  finds  that  in  each  of  these  cases  the 
applicant  has  met  the  requirements  of  Section  11-324  of  the 
Zoning  Resolution  for  an  additional  extension  of  time  to 
complete  construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Reso¬ 
lution,  for  minor  development,  the  extension  of  time  to  com¬ 
plete  construction  to  December  15,  1970. 


1176-BZY— Vol.  VI 


ACTION  OF  BOARD — Time  to  complete  construction  ex¬ 
tended. 


THE  VOTE— 


Affirmative.:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 

0 


THE  RESOLUTION— 

Whereas,  the  Board  finds  that  the  applicant  has  met 
the  requirements  of  Section  11-324  of  the  Zoning  Resolu¬ 
tion  for  an  additional  extension  of  time  to  complete  con¬ 
struction. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Reso¬ 
lution,  for  minor  development,  the  extension  of  time  to  com¬ 
plete  construction  to  December  15,  1970,  on  condition  that 
the  Board  will  not  entertain  any  future  applications  for 
extension  under  this  section  of  the  Zoning  Resolution. 


1687-BZY— Vol.  VI 

ACTION  OF  BOARD — Time  to  complete  construction  ex¬ 
tended. 

THE  VOTE— 

Affirmative:  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

Negative :  . 0 

Absent:  Chairman  Glass  .  1 


124 


MINUTES 


THE  RESOLUTION— 

Whereas,  the  Board  finds  that  the  applicant  has  met  the 
requirements  of  Section  11-324  of  the  Zoning  Resolution 
for  an  additional  extension  of  time  to  complete  construc¬ 
tion. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Reso¬ 
lution,  for  minor  development,  the  extension  of  time  to 
complete  construction  to  December  15,  1970. 


1688-BZY — Vol.  VI 

ACTION  OF  BOARD— Time  to  complete  construction  ex¬ 
tended. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

Negative:  .  0 

Absent :  Chairman  Glass  .  1 

THE  RESOLUTION— 


Whereas,  the  Board  finds  that  the  applicant  has  met  the 
requirements  of  Section  11-234  of  the  Zoning  Resolution  for 
an  additional  extension  of  time  to  complete  construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Reso¬ 
lution,  for  minor  development,  the  extension  of  time  to  com¬ 
plete  construction  to  December  15,  1970. 


607-69-A 

APPLICANT — Peter  W.  Diffendale  for  Anthony  Vavas, 
owner. 

SUBJECT — Application  October  21,  1969 — filed  pursuant  to 
Section  36  General  City  Law  re-  erection  of  building  not 
fronting  on  legal  street. 

PREMISES  AFFECTED — 244  Bayview  Avenue,  west  side, 
243.58  feet  north  of  Vail  Avenue,  Block  6742,  Lot  34, 
Princes  Bay,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Anthony  Vavas. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  20,  1969  on  N.  B.  Applic.  1938-68,  reads: 

“1.  The  street  giving  access  to  the  building  is  not 
duly  placed  on  the  official  map  of  the  City  of  New  York 
and  therefore  no  certificate  of  occupancy  can  be  issued 
as  per  Art.  3,  Sec.  36  of  the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  October  20,  1969,  acting  on  N.  B.  Applic.  1938-68,  Ob¬ 
jection  No.  1  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  building  shall  substantially  comply  with  drawings 
marked  “Received,  December  4,  1969,”  one  sheet,  and  “Jan¬ 
uary  28,  1970,”  one  sheet ;  on  further  condition  that  the 
waiver  of  sidewalk  and  curb  installation  granted  by  the 
Department  of  Highways  under  date  of  July  17,  1969,  be 


subject  to  the  understanding  that  the  responsibility  for  in¬ 
stalling  sidewalks  remains  with  the  property  owner  and  they 
must  be  installed  at  the  direction  of  the  Department  of 
Highways  whenever  it  so  decides;  and  that  all  other  ap¬ 
plicable  laws,  rules  and  regulations  shall  be  complied  with. 


624-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  on  legal  street. 

PREMISES  AFFECTED — 205  Malone  Avenue,  north  side, 
104  feet  east  of  Pendale  Street,  Block  4726,  Lot  9,  Oak- 
wood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  L.  Lieberman  and  S.  Wohl. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  3,  1969  on  N.  B.  Applic.  232-69,  reads: 

“1.  No  C.  of  O.  can  be  issued  for  a  bldg,  which 
fronts  on  a  street  not  duly  placed  on  the  official  map 
(Art.  Ill,  Sec.  36  of  the  General  City  Law).” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  3,  1969,  acting  on  N.  B.  Applic.  232-69,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle 
of  the  street  shall  be  in  accordance  with  the  standards  of  the 
Department  of  Highways ;  that  street  trees  be  planted  in 
front  of  these  premises  in  accordance  with  the  regulations 
of  the  Department  of  Parks ;  that  a  Certificate  of  Occu¬ 
pancy  may  be  issued  when  the  buildings  are  completed  to 
the  satisfaction  of  the  Borough  Superintendent,  substantially 
as  shown  on  the  drawings  marked  “Received  October  22, 
1969,”  2  sheets ;  and  on  further  condition  that  all  other  ap¬ 
plicable  laws,  rules  and  regulations  shall  be  complied  with. 


625-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 201  Malone  Avenue,  north  side, 
60  feet  east  of  Pendale  Street,  Block  4726,  Lot  11,  Oak- 
wood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  L.  Lieberman  and  S.  Wohl. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 
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THE  RESOLUTION— 

YV  hereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  3,  1969  on  N.  B.  Applic.  231-69,  reads: 

“1.  No  C.  of  O.  can  be  issued  for  a  bldg,  which 
fronts  on  a  street  not  duly  placed  on  the  official  map 
(Art.  Ill,  Sec.  36  of  the  General  City  Law).” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  3,  1969,  acting  on  N.  B.  Applic.  231-69,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle 
of  the  street  shall  be  in  accordance  with  the  standards  of 
the  Department  of  Highways ;  that  street  trees  be  planted  in 
front  of  these  premises  in  accordance  with  the  regulations 
of  the  Department  of  Parks ;  that  a  Certificate  of  Occupancy 
may  be  issued  when  the  buildings  are  completed  to  the 
satisfaction  of  the  Borough  Superintendent,  substantially 
as  shown  on  the  drawings  marked  “Received  October  22, 
1969,”  2  sheets ;  and  on  further  condition  that  all  other 
applicable  laws,  rules  and  regulations  shall  be  complied  with. 


626-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 209  Malone  Avenue,  north  side, 
148  feet  east  of  Pendale  Street,  Block  4726,  Lot  6,  Oak- 
wood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  L.  Lieberman  and  S.  Wohl. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  3,  1969  on  N.B.  Applic.  233-69,  reads : 

“1.  No  C.  of  O.  can  be  issued  for  a  bldg,  which 
fronts  on  a  street  not  duly  placed  on  the  official  map 
(Art.  Ill,  Sec.  36  of  the  General  City  Law).” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  3,  1969,  acting  on  N.B.  Applic.  233-69,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle 
of  the  street  shall  be  in  accordance  with  the  standards  of 
the  Department  of  Highways;  that  street  trees  be  planted 
in  front  of  these  premises  in  accordance  with  the  regulations 
of  the  Department  of  Parks ;  that  a  Certificate  of  Occupancy 
may  be.  issued  when  the  buildings  are  completed  to  the 
satisfaction  of  the  Borough  Superintendent,  substantially  as 
shown  on  the  drawings  marked  “Received  October  22,  1969,” 
2  sheets;  and  on  further  condition  that  all  other  applicable 
laws,  rules  and  regulations  shall  be  complied  with. 


627-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 215  Malone  Avenue,  north  side, 
192  feet  east  of  Pendale  Street,  Block  4726,  Lot  4,  Oak- 
wood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  L.  Lieberman  and  S.  Wohl. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  3,  1969  on  N.  B.  Applic.  234-69,  reads : 

“1.  No  C.  of  O.  can  be  issued  for  a  bldg,  which 
fronts  on  a  street  not  duly  placed  on  the  official  map 
(Art.  Ill,  Sec.  36  of  the  General  City  Law).” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  3,  1969,  acting  on  N.  B.  Applic.  234-69,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb  and  curb  cut  and  pavement  to  the 
middle  of  the  street  shall  be  in  accordance  with  the  stand¬ 
ards  of  the  Department  of  Highways;  that  street  trees  be 
planted  in  front  of  these  premises  in  accordance  with  the 
regulations  of  the  Department  of  Parks ;  that  a  Certificate 
of  Occupancy  may  be  issued  when  the  buildings  are  com¬ 
pleted  to  the  satisfaction  of  the  Borough  Superintendent, 
substantially  as  shown  on  the  drawings  marked  “Received 
October  22,  1969,”  2  sheets ;  on  further  condition  that  all 
other  applicable  laws,  rules  and  regulations  shall  be  com¬ 
plied  witli. 

628-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  on  legal  street. 

PREMISES  AFFECTED — 219  Malone  Avenue,  north  side, 
236  feet  east  of  Pendale  Street,  Block  4726,  Lot  1,  Oak- 
wood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  L.  Lieberman  and  S.  Wohl. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  3,  1969  on  N.  B.  Applic.  235-69,  reads: 

“1.  No  C.  of  O.  can  be  issued  for  a  bldg,  which 
fronts  on  a  street  not  duly  placed  on  the  official  map 
(Art.  Ill,  Sec.  36  of  the  General  City  Law).” 
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and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  3,  1969,  acting  on  N.  B.  Applic.  235-69,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle 
of  the  street  shall  be  in  accordance  with  the  standards  of  the 
Department  of  Highways;  that  street  trees  be  planted  in 
front  of  these  premises  in  accordance  with  the  regulations 
of  the  Department  of  Parks ;  that  a  Certificate  of  Occu¬ 
pancy  may  be  issued  when  the  buildings  are  completed  to  the 
satisfaction  of  the  Borough  Superintendent,  substantially  as 
shown  on  the  drawings  marked  “Received  October  22,  1969,” 
2  sheets ;  and  on  further  condition  that  all  other  applicable 
laws,  rules  and  regulations  shall  be  complied  with. 


629-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 389  Montreal  Avenue,  northeast 
corner  of  Pendale  Street,  Block  4725,  Lot  19,  Oakwood, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  L.  Lieberman  and  S.  Wohl. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  7,  1969  on  N.B.  Applic.  599-67,  reads : 

“1.  No  C.  of  O.  can  be  issued  for  a  bldg,  which 
fronts  on  a  street  not  duly  placed  on  the  official  map 
(Art.  Ill,  Sec.  36  of  the  General  City  Law).” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  October  7,  1969  acting  on  N.B.  Applic.  599-67,  Objec¬ 
tion  No.  1  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle 
of  the  street  shall  be  in  accordance  with  the  standards  of  the 
Department  of  Highways ;  that  street  trees  be  planted  in 
front  of  these  premises  in  accordance  with  the  regulations 
of  the  Department  of  Parks ;  that  a  certificate  of  occupancy 
may  be  issued  when  the  building  is  completed  to  the  satis¬ 
faction  of  the  Borough  Superintendent  in  substantial  con¬ 
formity  with  the  drawings  marked  “Received,  October  22, 
1969,  two  sheets,”  and  on  further  condition  that  all  applicable 
laws,  rules  and  regulations  be  complied  with. 


630-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 


SUBJECT — Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 393  Montreal  Avenue,  north 
side,  30.96  feet  east  of  Pendale  Street,  Block  4725,  Lot  18, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  L.  Lieberman  and  S.  Wohl. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative  :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  7,  1969  on  N.  B.  Applic.  600-67,  reads: 

“1.  No  C.  of  O.  can  be  issued  for  a  bldg,  which 
fronts  on  a  street  not  duly  placed  on  the  official  map 
(Art.  Ill,  Sec.  36  of  the  General  City  Law).” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  7,  1969  acting  on  N.  B.  Applic.  600-67,  Ob¬ 
jection  No.  1  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle 
of  the  street  shall  be  in  accordance  with  the  standards  of 
the  Department  of  Highways ;  that  street  trees  be  planted  in 
front  of  these  premises  in  accordance  with  the  regulations 
of  the  Department  of  Parks ;  that  a  certificate  of  occupancy 
may  be  issued  when  the  building  is  completed  to  the  satis¬ 
faction  of  the  Borough  Superintendent  in  substantial  con¬ 
formity  with  the  drawings  marked  “Received,  October  22, 
1969,  two  sheets,”  and  on  further  condition  that  all  applicable 
laws,  rules  and  regulations  be  complied  with. 


631-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 397  Montreal  Avenue,  north 
side,  61.92  feet  east  of  Pendale  Street,  Block  4725,  Lot  17, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  L.  Lieberman  and  S.  Wohl. 

ACTION  OF  BOARD — -Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  7,  1969  on  N.  B.  Applic.  601-67,  reads: 

“1.  No  C.  of  O.  can  be  issued  for  a  bldg,  which 
fronts  on  a  street  not  duly  placed  on  the  official  map 
(Art.  Ill,  Sec.  36  of  the  General  City  Law).” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
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the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  October  7,  1969  acting  on  N.  B.  Applic.  601-67,  Objec¬ 
tion  No.  1  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City 
Law,  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  sidewalk,  curb,  curb  cut  and  pavement 
to  the  middle  of  the  street  shall  be  in  accordance  with  the 
standards  of  the  Department  of  Highways ;  that  street  trees 
be  planted  in  front  of  these  premises  in  accordance  with  the 
regulations  of  the  Department  of  Parks ;  that  a  certificate  of 
occupancy  may  be  issued  when  the  building  is  completed  to 
the  satisfaction  of  the  Borough  Superintendent  in  substan¬ 
tial  conformity  with  the  drawings  marked  “Received,  Octo¬ 
ber  22,  1969,”  two  sheets,  and  on  further  condition  that  all 
applicable  laws,  rules  and  regulations  be  complied  with. 


632-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 399  Montreal  Avenue,  north 
side,  92.08  feet  east  of  Pendale  Street,  Block  4725,  Lot  16, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  L.  Lieberman  and  S.  Wohl. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  . . .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  7th,  1969  on  N.  B.  Applic.  602-67,  reads  : 

“L  No  C.  of  O.  can  be  issued  for  a  bldg,  which 
fronts  on  a  street  not  duly  placed  on  the  official  map 
(Art.  Ill,  Sec.  36  of  the  General  City  Law).” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  October  7,  1969  acting  on  N.  B.  Applic.  602-67,  Objec¬ 
tion  No.  1  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle 
of  the  street  shall  be  in  accordance  with  the  standards  of  the 
Department  of  Highways;  that  street  trees  be  planted  in 
front  of  these  premises  in  accordance  with  the  regulations 
of  the  Department  of  Parks ;  that  a  certificate  of  occupancy 
may  be  issued  when  the  building  is  completed  to  the  satis¬ 
faction  of  the  Borough  Superintendent  in  substantial  con¬ 
formity  with  the  drawings  marked  “Received,  October  22, 
1969,”  two  sheets,  and  on  f  urther  condition  that  all  applicable 
laws,  rules  and  regulations  be  complied  with. 


661-69-A 

APPLICANT — Aaron  N.  Kiff  of  Kiff,  Voss  and  Franklin — 
The  office  of  York  and  Sawyer  for  St.  Luke’s  Hospital, 
owner. 

SUBJECT — Application  October  29,  1969 — Appeal  to  a  de¬ 
cision  of  the  Fire  Commissioner  re-  installation  of  Liquid 
Oxygen  Storage  tank,  etc. 


PREMISES  AFFECTED — 411  West  113th  Street,  north 
side,  130  feet  3  inches  west  of  Morningside  Drive,  Block 
1866,  Lot  Part  of  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Aaron  H.  Shopses,  Edward  Franklin  and 
Ralph  E.  Williams. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
September  10,  1969  and  October  8,  1969  and  January  28, 
1970  on  Account  No.  S  134288,  reads : 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner  dated  September  10,  1969,  October  8,  1969,  and  Jan¬ 
uary  28,  1970,  acting  on  Account  No.  S  134288,  and  as  further 
amplified  by  a  letter  to  the  Board  from  the  Chief  in  charge 
of  the  Division  of  Fire  Prevention,  dated  January  28,  1970, 
be  and  it  hereby  is  modified,  and  that  the  appeal  be  and  it 
hereby  is  granted,  on  condition  that  the  work  shall  substan¬ 
tially  comply  with  drawings  marked,  “Received,  October  29, 
1969,”  one  sheet,  and  ‘January  30,  1970,’  nine  sheets,  on 
further  condition  that  this  variance  be  for  a  term  of  five 
years,  and  that  in  all  other  respects  all  other  applicable  laws, 
rules  and  regulations  shall  be  complied  with. 

687-69-A 

APPLICANT — William  H.  Byrne  for  Brooklyn  Union  Gas 
Company,  owner. 

SUBJECT — Application  November  21,  1969 — Appeal  from 
a  decision  of  the  Department  of  Marine  and  Aviation  re¬ 
proposed  customer  tank,  to  be  approved  by  Interstate 
Commerce  Commission,  test  pressure  for  liquefied  natural 
gas  tanks,  etc. 

PREMISES  AFFECTED — 438  Varick  Avenue,  287-473 
Maspeth  Avenue,  northeast,  Block  2838,  Lot  1,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  William  H.  Byrne  and  Michael  Anuskie- 
wicz. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  o 


TFIE  RESOLUTION— 

Whereas,  the  decision  of  Department  of  Marine  and  Avia¬ 
tion,  dated  November  14,  1969  on  Applic.  No.  650937 
Amend.  F.  D.  Folder  W800303,  reads : 

“a.  C19-91.o-d  requires  that  the  container  (tank) 
shall  be  approved  by  the  Interstate  Commerce  Commis¬ 
sion  or  the  Fire  Commissioner;  since  1938  such  container 
approval  has  been  given  by  the  Board  of  Standards  and 
Appeals. 

b.  C19-91.o-c,  while  requiring  an  original  and  pe¬ 
riodic  five  year  test  of  the  container,  does  not  contain  any 
specific  requirement  for  the  test  pressure  for  liquefied 
natural  gas  tanks.” 
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and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  and 

Whereas,  the  Board  has  examined  the  drawings  and  spe¬ 
cifications  and  other  pertinent  information  submitted  with 
this  application,  and  it  was  determined  that  the  appeal  should 
be  granted  under  certain  conditions ; 

Resolved,  that  the  decision  of  the  Department  of  Marine 
and  Aviation,  dated  November  14,  1969,  acting  on  Applica¬ 
tion  No.  650937,  and  Amend.  F.  D.  Folder  W800303,  items  a. 
and  b.,  be  and  it  is  hereby  modified  and  that  the  appeal  be 
and  it  hereby  is  granted,  on  condition  that  the  installation 
shall  conform  substantially  with  the  drawings  and  specifica¬ 
tions  filed  herewith,  marked  “Received,  January  23,  1970,” 
three  sheets ;  on  further  condition  that  the  six  conditions 
given  in  the  Fire  Department  communication  received  on 
January  26,  1970,  and  the  two  conditions  in  the  Fire  Depart¬ 
ment  communication  received  on  February  3,  1970,  be  com¬ 
plied  with ;  on  further  condition  that  all  fire  detection  and 
extinguishment  equipment  and  arrangements  be  to  the  satis¬ 
faction  of  the  Fire  Commissioner ;  and  that  the  minimum 
thicknesses  of  the  inner  vessel  and  the  construction  of  the 
tanks  meet  the  ASME  code  for  a  pressure  vessel ;  and  that 
in  all  other  respects,  all  other  applicable  laws,  rules  and 
regulations  shall  be  complied  with. 


720-69-A 

APPLICANT — Hector  Ferreras  for  Vincent  Commisso, 
owner. 

SUBJECT — Application  December  12,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 214  Cambridge  Ave.,  west  side, 
44  feet  south  of  Auburn  Avenue,  Block  1525,  Lot  47, 
Westerleigh,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Hector  Ferreras. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  10,  1969  on  N.  B.  Applic.  77-65,  reads: 

“1.  Certificate  of  Occupancy  will  not  be  issued  as 
the  street  giving  access  to  this  new  building  is  not  in¬ 
cluded  in  the  official  map  of  the  City  of  New  York  and 
is  contrary  to  Art.  Ill,  Paragraph  36,  of  the  General  City 
Law  as  amended.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  December  10,  1969  acting  on  N.  B.  Applic.  77-65,  Ob¬ 
jection  No.  1  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  work  shall  substantially  comply  with  drawings 
marked  “Received,  December  12,  1969,”  two  sheets;  on 
further  condition  that  all  other  applicable  laws,  rules  and 
regulations  shall  be  complied  with. 


721-69-A 

APPLICANT — Hector  Ferreras  for  Arthur  Pollaci,  owner. 


SUBJECT — Application  December  12,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 218  Cambridge  Avenue,  west 
side,  88  feet  south  of  Auburn  Avenue,  Block  1525,  Lot  51, 
Westerleigh,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Hector  Ferreras. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  10,  1969  on  N.  B.  Applic.  78-65,  reads : 

“1.  Certificate  of  Occupancy  will  not  be  issued  as 
the  street  giving  access  to  this  new  building  is  not  in¬ 
cluded  in  the  official  map  of  the  City  of  New  York  and 
is  contrary  to  Art.  Ill,  Paragraph  36,  of  the  General 
City  Law  as  amended.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  December  10,  1969  acting  on  N.  B.  Applic.  78-65,  Ob¬ 
jection  No.  1  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  work  shall  substantially  comply  with  drawings 
marked  “Received,  December  12,  1969,”  two  sheets ;  on 
further  condition  that  all  other  applicable  laws,  rules  and 
regulations  shall  be  complied  with. 


722-69-A 

APPLICANT — Hector  Ferreras  for  Bugene  Acca,  owner. 
SUBJECT — Application  December  12,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 243  Cambridge  Avenue,  east 
side,  300  feet  south  of  Auburn  Avenue,  Block  1524,  Lot  26, 
Westerleigh,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Hector  Ferreras. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  10,  1969  on  N.  B.  Applic.  81-65,  reads : 

“1.  Certificate  of  Occupancy  will  not  be  issued  as 
the  street  giving  access  to  this  new  building  is  not  in¬ 
cluded  in  the  official  map  of  the  City  of  New  York  and 
is  contrary  to  Art.  Ill,  Paragraph  36,  of  the  General 
City  Law  as  amended.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  December  10,  1969  acting  on  N.  B.  Applic.  81-65, 
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Objection  No.  1  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  work  shall  substantially  comply  with  drawings 
marked  “Received,  December  12,  1969,”  two  sheets;  on 
further  condition  that  all  other  applicable  laws,  rules  and 
regulations  shall  be  complied  with. 

723-69-A 

APPLICANT — Hector  Ferreras  for  Vincent  De  Luca, 
owner. 

SUBJECT — Application  December  12,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 236  Cambridge  Avenue,  west 
side,  220  feet  south  of  Auburn  Avenue,  Block  1525,  Lot  57, 
Westerleigh,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Hector  Ferreras. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  10,  1969  on  N.  B.  Applic.  138-63,  reads : 

“1.  Certificate  of  Occupancy  will  not  be  issued  as 
the  street  giving  access  to  this  new  building  is  not  in¬ 
cluded  in  the  official  map  of  the  City  of  New  York  and 
is  contrary  to  Art.  Ill,  Paragraph  36  of  the  General  City 
Law  as  amended.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  December  10,  1969  acting  on  N.  B.  Applic.  138-63, 
Objection  No.  1  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  work  shall  substantially  comply  with  drawings 
marked  “Received,  December  12,  1969,”  two  sheets ;  on 
further  condition  that  all  other  applicable  laws,  rules  and 
regulations  shall  be  complied  with. 


724-69-A 

APPLICANT — Hector  Ferreras  for  Anthony  Curtschio, 
owner. 

SUBJECT — Application  December  12,  1969— filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 250  Cambridge  Avenue,  west 
side,  380  feet  south  of  Auburn  Avenue,  Block  1525,  Lot 
64,  Westerleigh,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Hector  Ferreras. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  10,  1969  on  N.B.  Applic.  769-64,  reads : 


“1.  Certificate  of  Occupancy  will  not  be  issued  as 
the  street  giving  access  to  this  new  building  is  not 
included  in  the  official  map  of  the  City  of  New  York 
and  is  contrary  to  Art.  Ill,  Paragraph  36  of  the 
General  City  Law  as  amended.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  December  10,  1969,  acting  on  N.B.  Applic.  769-64, 
Objection  No.  1  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  work  shall  substantially  comply  with 
drawings  marked  “Received  December  12,  1969,”  two  sheets ; 
on  further  condition  that  all  other  applicable  laws,  rules  and 
regulations  shall  be  complied  with. 


725-69-A 

APPLICANT — Hector  Ferreras  for  John  Carbonaro, 
owner. 

SUBJECT — Application  December  12,  1969 — filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 250  Auburn  Avenue,  south¬ 
west  corner  of  Cambridge  Avenue,  Block  1525,  Lot  44, 
Westerleigh,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Hector  Ferreras. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  10,  1969  on  N.B.  Applic.  76-66,  reads: 

“1.  Certificate  of  Occupancy  will  not  be  issued  as 
the  street  giving  access  to  this  new  building  is  not  in¬ 
cluded  in  the  official  map  of  the  City  of  New  York  and 
is  contrary  to  Art.  Ill,  Paragraph  36  of  the  General 
City  Law  as  amended.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  December  10,  1969,  acting  on  N.B.  Applic.  76-66, 
Objection  No.  1,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  work  shall  substantially  comply  with 
drawings  marked  “Received,  December  12,  1969,”  two  sheets; 
on  further  condition  that  all  other  applicable  laws,  rules  and 
regulations  shall  be  complied  with. 


726-69-A 

APPLICANT — Hector  Ferreras  for  Vincent  Calderola, 
owner. 

SUBJECT — Application  December  12,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 222  Cambridge  Avenue,  west 
side,  132  feet  south  of  Cambridge  Avenue,  Block  1525,  Lot 
53,  Westerleigh,  Borough  of  Richmond. 
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APPEARANCES— 

For  Applicant:  Hector  Ferreras. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  . . .  5 

Negative:  . — .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  10,  1969  on  N.B.  Applic.  79-65,  reads: 

“1.  Certificate  of  Occupancy  will  not  be  issued 
as  the  street  giving  access  to  this  new  building  is  not 
included  in  the  Official  Map  of  the  City  of  New  York 
and  is  contrary  to  Art.  Ill,  Paragraph  36,  of  the  Gen¬ 
eral  City  Law  as  amended.” 

Wpiereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  December  10,  1969,  acting  on  N.B.  Applic.  79-65, 
Objection  No.  1,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  work  shall  substantially  comply  with 
drawings  marked  “Received,  December  12,  1969,”  two  sheets; 
on  further  condition  that  all  other  applicable  laws,  rules  and 
regulations  shall  be  complied  with. 


735-69-A 

APPLICANT — Stephen  J.  Murphy  for  Glen  Oaks  Com¬ 
pany,  owner;  Dan’s  Supreme  Market,  lessee. 

SUBJECT — Application  December  15,  1969 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 259-01  Union  Turnpike,  north 
side,  300  feet  west  of  260th  Street,  Block  8513,  Lots  2 
and  4,  Glen  Oaks,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  S.  S.  Murphy. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD —  Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . . . 

Negative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  . 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  November  18,  1969  on  Order  No.  68-7161, 
reads : 

“1.  Install  an  approved  automatic  sprinkler 
throughout  cellar 

OR 

Non-Automatic  throughout  cellar  with  thermostatic 
alarm  to  a  central  station  arranged  and  equipped  as 
per  Chapt.  26,  Art.  16,  Admin.  Code.  09-161. 0a  Adm. 
Code.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied  on  the  grounds  of  the  existence  of 
a  high  fire  load,  inadequate  ventilation,  poor  housekeeping, 
and  inaccessibility  for  fire  fighting; 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  November  18,  1969,  acting  on  Order  No  68-7161, 
Objection  No.  1  be  and  it  hereby  is  affirmed  and  that  the 
appeal  be  and  it  hereby  is  denied. 


594-69-A 

APPLICANT — Surrey  Karasik,  Greene  and  Seham  for  E 
and  M  Land  Corporation,  owner. 

SUBJECT — Application  October  16,  1969- — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprin¬ 
kler  system. 

PREMISES  AFFECTED— 324  Canal  Street,  south  side, 
150  feet  west  of  Broadway,  Block  210,  Lot  10,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Max  Landau. 

ACTION  OF  BOARD — Laid  over  to  February  17,  1970,  at 
2  P.M.  at  the  request  of  the  applicant. 


608-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 64  Brook  Avenue,  south  side, 
326.6  feet  east  of  Hylan  Boulevard,  Block  4728,  Lot  85, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Louis  Lieberman  and  Stanley  Wohl. 

ACTION  OF  BOARD— Laid  over  to  February  17,  1970,  at 
2  P.M.  for  continued  hearing;  applicant  to  obtain  expres¬ 
sion  from  the  Office  of  Staten  Island  Development  as  to 
their  position. 


609- 69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 72  Brook  Avenue,  south  side, 
400.40  feet  east  of  Hylan  Boulevard,  Block  4728,  Lot  88, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Louis  Lieberman  and  Stanley  Wohl. 

0  ACTION  OF  BOARD— Laid  over  to  February  17,  1970,  at 
2  P.M.  for  continued  hearing;  applicant  to  obtain  expres¬ 
sion  from  the  Office  of  Staten  Island  Development  as  to 
their  position. 

610- 69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 78  Brook  Avenue,  west  side, 
476.36  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  92, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  L.  Lieberman  and  S.  Wohl. 

ACTION  OF  BOARD — Laid  over  to  February  17,  1970,  at 
2  P.M.  for  continued  hearing ;  applicant  to  obtain  expres¬ 
sion  from  the  Office  of  Staten  Island  Development  as  to 
their  position. 

611- 69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 
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SUBJECT — Application  October  22,  1969 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 82  Brook  Avenue,  west  side, 
552.32  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  98, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  L.  Lieberman  and  S.  Wohl. 

ACTION  OF  BOARD — Laid  over  to  February  17,  1970,  at 
2  P.M.  for  continued  hearing;  applicant  to  obtain  expres¬ 
sion  from  the  Office  of  Staten  Island  Development  as  to 
their  position. 


612-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT— Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 88  Brook  Avenue,  west  side, 
602.48  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  101, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  L.  Lieberman  and  S.  Wohl. 

ACTION  OF  BOARD — Laid  over  to  February  17,  1970,  at 
2  P.M.  for  continued  hearing;  applicant  to  obtain  expres¬ 
sion  from  the  Office  of  Staten  Island  Development  as  to 
their  position. 


613-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 94  Brook  Avenue,  west  side, 
673.10  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  105, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  L.  Lieberman  and  S.  Wohl. 

ACTION  OF  BOARD — Laid  over  to  February  17,  1970,  at 
2  P.M.  for  continued  hearing;  applicant  to  obtain  expres¬ 
sion  from  the  Office  of  Staten  Island  Development  as  to 
their  position. 


614-69-A 

APPLICANT — -Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 130  Brook  Avenue,  west  side, 
1107.49  feet  south  of  Hyland  Boulevard,  Block  4728,  Lot 
126,  Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  L.  Lieberman  and  S.  Wohl. 

ACTION  OF  BOARD — Laid  over  to  February  17,  1970,  at 
2  P.M.  for  continued  hearing;  applicant  to  obtain  expres¬ 
sion  from  the  Office  of  Staten  Island  Development  as  to 
their  position. 


615-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 


SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 136  Brook  Avenue,  west  side, 
1151.49  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  128, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  L.  Lieberman  and  S.  Wohl. 

ACTION  OF  BOARD — Laid  over  to  February  17,  1970,  at 
2  P.M.  for  continued  hearing;  applicant  to  obtain  expres¬ 
sion  from  the  Office  of  Staten  Island  Development  as  to 
their  position. 


616-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 144  Brook  Avenue,  west  side, 
1218.82  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  131, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  L.  Lieberman  and  S.  Wohl. 

ACTION  OF  BOARD — Laid  over  to  February  17,  1970,  at 
2  P.M.  for  continued  hearing;  applicant  to  obtain  expres¬ 
sion  from  the  Office  of  Staten  Island  Development  as  to 
their  position. 


617-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT— Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 100  Brook  Avenue,  west  side, 
757.18  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  107, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  L.  Lieberman  and  S.  Wohl. 

ACTION  OF  BOARD — Laid  over  to  February  17,  1970,  at 
2  P.M.  for  continued  hearing;  applicant  to  obtain  expres¬ 
sion  from  the  Office  of  Staten  Island  Development  as  to 
their  position. 


618-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 104  Brook  Avenue,  west  side, 
810.97  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  109, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  L.  Lieberman  and  S.  Wohl. 

ACTION  OF  BOARD — Laid  over  to  February  17,  1970,  at 
2.  P.M.  for  continued  hearing;  applicant  to  obtain  expres¬ 
sion  from  the  Office  of  Staten  Island  Development  as  to 
their  position. 


619-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 
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SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 108  Brook  Avenue,  west  side, 
864.75  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  112, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  L.  Lieberman  and  S.  Wohl. 

ACTION  OF  BOARD — Laid  over  to  February  17,  1970,  at 
2  P.M.  for  continued  hearing;  applicant  to  obtain  expres¬ 
sion  from  the  Office  of  Staten  Island  Development  as  to 
their  position. 

620-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 114  Brook  Avenue,  west  side, 
918.54  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  115, 
Oakwood.  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  L.  Lieberman  and  S.  Wohl. 

ACTION  OF  BOARD — Laid  over  to  February  17,  1970, 
at  2  P.M.  for  continued  hearing;  applicant  to  obtain  ex- 
sion  from  the  Office  of  Staten  Island  Development  as  to 
their  position. 


621-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 118  Brook  Avenue,  west  side, 
972.33  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  118, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  L.  Lieberman  and  S.  Wohl. 

ACTION  OF  BOARD — Laid  over  to  February  17,  1970,  at 
2  P.M.  for  continued  hearing ;  applicant  to  obtain  expres¬ 
sion  from  the  Office  of  Staten  Island  Development  as  to 
their  position. 


622-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT— Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 122  Brook  Avenue,  west  side, 
1026.12  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot 
121,  Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  L.  Lieberman  and  S.  Wohl. 


ACTION  OF  BOARD — Laid  over  to  February  17,  1970,  at 
2  P.M.  for  continued  hearing;  applicant  to  obtain  expres¬ 
sion  from  the  Office  of  Staten  Island  Development  as  to 
their  position. 


623-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 126  Brook  Avenue,  west  side, 
1066.82  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot 
123,  Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  L.  Lieberman  and  S.  Wohl. 

ACTION  OF  BOARD — Laid  over  to  February  17,  1970,  at 
2  P.M.  for  continued  hearing;  applicant  to  obtain  expres¬ 
sion  from  the  Office  of  Staten  Island  Development  as  to 
their  position. 


679-69-A 

APPLICANT — Leonard  F.  Rothkrug  for  Kings  Plaza  Shop¬ 
ping  Center  of  Avenue  U,  Incorporated  and  Kings  Plaza 
Shopping  Center  of  Flatbush  Avenue,  Incorporated,  owner. 

SUBJECT — Application  of  November  14,  1969 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  escalators. 

PREMISES  AFFECTED — 2483  to  2571  Flatbush  Avenue, 
5102  to  5130  Avenue  U,  southeast  corner,  Block  8470,  Lot 
Part  of  1,  54,  55,  62,  99,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Laid  over  to  February  17,  1970,  at 
2  P.M.  at  the  request  of  the  applicant  for  corrected 
drawings. 


695-69-A 

APPLICANT — Donald  D.  Fisher  for  M.  Rickey  Marder 
and  Libbie  Elan  Marder  d/b/a  19  West  45th  Street  Realty 
Company,  owners;  Edward  A.  Sargavy  and  Julius  Soko- 
lick,  lessee. 

SUBJECT — Application  November  26,  1969 — appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 17  to  19  West  45th  Street, 
north  side,  234  feet  6  inches  west  of  5th  Avenue,  Block 
1261,  Lot  27,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Donald  D.  Fisher  and  Allen  W.  Hausman. 
For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  February  10,  1970, 
at  2  P.M.  for  decision ;  hearing  closed.  Applicant  to  amend 
drawings  and  to  furnish  information  on  the  term  of  the 
lease  involved. 

Adjourned:  3:40  P.M. 

James  P.  Mulroy,  Secretary 
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RULES  OF  PROCEDURE 


89-27-SR 

Rules  of  Procedures  of  the  Board  of  Standards  and  Appeals  adopted  February  15,  1927,  amended  December  2, 
1930,  April  14,  1931,  June  13,  1933,  April  30,  1935  and  revised  September  22,  1959,  effective  October  28,  1959,  and 
further  amended  June  2,  1967. 


ARTICLE  I— PUBLIC  HEARING 

1.  Regular  sessions  designated  as  public  hearings  of  the 
Board  of  Standards  and  Appeals  shall  be  held  on  Tuesday 
of  each  week  at  10  A.M.  and  2  P.M.,  and  such  additional 
sessions  on  days  to  be  set  by  the  Board  and  as  may  be 
deemed  necessary  to  facilitate  the  work  of  the  Board. 

2.  Sessions  shall  be  devoted  to  hearings  on  applications 
for  variances  of  the  Zoning  Resolution ;  appeals  from  admin¬ 
istrative  orders  or  decisions ;  applications  for  variances  of 
the  Labor  Law,  Multiple  Dwelling  Law  or  Multiple  Dwell¬ 
ing  Code ;  applications  pursuant  to  the  General  City  Law ; 
applications  for  approval  of  appliances,  materials  and  meth¬ 
ods  of  construction  and  consideration  of  rules  and  such 
other  matters  coming  before  the  Board.  Such  sessions  shall 
be  published  in  the  Bulletin  of  the  Board  of  Standards  and 
Appeals. 

3.  Special  sessions  may  be  called  by  the  Chairman  or  at 
the  request  of  three  Commissioners,  provided  that  notice  is 
given  to  each  Commissioner  at  least  twenty-four  hours 
before  the  time  set  for  such  such  session. 

4.  All  hearing  sessions  shall  be  open  to  the  public. 

5.  A  quorum  of  the  Board  of  Standards  and  Appeals  shall 
consist  of  three  Commissioners. 

6.  The  Commissioners  of  the  Board  shall  attend  sessions 
in  person,  except  that,  during  absence  or  disability,  a  substi¬ 
tute  may  act  as  provided  by  law. 

ARTICLE  II— CASES  BEFORE  THE  BOARD 

1.  Every  application  under  the  Zoning  Resolution,  every 
administrative  appeal,  every  application  pursuant  to  General 
City  Law,  Multiple  Dwelling  Law  or  Multiple  Dwelling- 
Code  or  Labor  Law,  and  every  application  for  approval  of 
any  materials,  appliances  or  methods  of  construction  shall 
be  made  to  the  Board  on  the  forms  provided,  and  shall  in¬ 
clude  the  data  required  in  such  forms  as  to  supply  all 
information  necessary  for  a  clear  understanding  by  the 
Board,  the  Director  and  the  staff.  The  statements  of  essen¬ 
tial  information  made  by  the  applicant  and  the  determination 
of  the  Board  in  each  case  will  be  incorporated  in  a  resolution 
formally  adopted  and  published  in  the  Bulletin  of  the  Board. 
Officials,  who  are  charged  with  the  enforcement  of  the  laws, 
ordinances  and  rules  relating  to  buildings  in  the  City  of 
New  York  shall  be  bound  by  resolutions  and,  before  granting 
a  permit  or  taking  any  other  action,  shall  see  that  there  are 
no  misstatements  as  to  facts  and  that  the  conditions  of  the 
resolution  are  observed.  Any  administrative  official  discover¬ 
ing  any  misstatement  of  essential  information  is  required  to 
notify  the  Board,  in  order  that  it  may  take  such  actions  as 
the  circumstances  require. 

2.  Any  communication  purporting  to  be  an  application  or 
appeal  shall  be  regarded  as  a  mere  notice  of  intention  to  seek 
relief  and  shall  have  no  force  or  effect  until  it  is  made  in 
the  form  required,  except  as  provided  in  Article  VI. 

3.  Upon  receipt  of  any  such  communication,  the  writer 
shall  be  supplied  with  the  proper  forms  for  presenting  his 
application  or  appeal  and  shall  file  the  proper  form  and  fur¬ 
nish  all  necessary  data  within  thirty  (30)  days  of  the  date  of 
the  order  or  decision  appealed  from,  except  as  provided  in 
Article  VI.  Before  such  appeal  or  application  is  docketed  and 
Calendar  number  assigned,  he  shall  pay  the  prescribed  fee. 

4.  A  copy  of  each  administrative  appeal  form  required 
by  this  article  shall  be  forwarded  by  the  applicant,  im¬ 
mediately  upon  compliance  with  Subdivision  3  of  this 
article, _  to  the  administrative  official  from  whose  order  or 
determination  the  appeal  is  made.  When  such  application  is 
filed  pursuant  to  the  General  City  Law,  a  copy  of  each  appli¬ 


cation  and  plans  relative  thereto  shall  simultaneously  be 
served  on  the  President  of  the  Borough  in  which  the 
premises  are  located.  Proof  of  such  service  shall  be  filed 
with  the  Board. 

5.  At  the  public  hearing  of  a  case  before  the  Board,  the 
applicant  shall  first  present  the  argument  in  support  of  the 
case  and  those  in  objection  shall  follow.  To  maintain  orderly 
procedure,  each  side  shall  proceed  without  interruption  by 
the  other. 

6.  Every  person  before  the  rostrum  shall  abide  by  the 
order  and  direction  of  the  Chairman.  Discourteous  or  dis¬ 
orderly  conduct  shall  be  regarded  as  a  breach  of  his 
privileges  and  shall  be  dealt  with  as  the  Chairman  deems 
proper.  Subject  to  the  direction  of  the  Board,  the  Director 
shall  enforce  these  rules  and  supervise  the  Sergeant  at  Arms 
in  maintaining  order  and  decorum  in  the  hearing  room  and 
lobbies  during  all  public  hearings. 

7.  Commissioners  shall  not  proceed  to  question  or  discuss 
an  issue,  put  a  motion  or  offer  a  resolution  until  they  shall 
have  addressed  the  Chairman  and  shall  have  been  recognized 
by  him.  During  the  progress  of  the  roll  call,  no  Commis¬ 
sioner  shall  leave  his  seat. 

ARTICLE  III— THE  CALENDAR 

1.  Each  case  filed  in  the  proper  form,  with  the  required 
data,  shall  be  numbered  serially  except  that,  when  a  new  case 
is  filed  for  the  same  premises  as  a  disposed-of-case  and  the 
Board  so  directs,  the  original  calendar  number  may  be  used 
and,  in  addition,  the  case  shall  be  termed  Volume  I,  II,  or 
III,  etc.,  as  the  case  may  be. 

The  Calendar  numbers  shall  begin  anew  on  January  1st 
of  each  year,  and  shall  be  hyphenated  with  the  number  of 
the  year  and  the  initials  indicating  the  character  of  the  case. 

2.  As  soon  as  a  case  is  filed  and  fee  is  paid,  it  shall  receive 
a  calendar  number,  be  placed  on  the  docket  and  referred 
to  the  examiners  for  review.  When  the  examiners  find  that 
the  applicant  has  properly  completed  his  application  or  ap¬ 
peal,  the  applicant  shall  be  notified  of  the  date  on  which 
his  case  will  be  set  for  public  hearing. 

3.  Each  case,  other  than  the  Special  Order  cases,  shall  be 
listed  by  Calendar  number  and  premises  in  the  Hearing 
Calendar  printed  in  the  Bulletin  of  the  Board,  under  the 
title  of  the  respective  proceedings  and  the  date  for  which 
such  case  has  been  set. 

4.  The  Special  Order  cases  shall  consist  of  applications 
for  any  extension  of  the  time  to  complete  the  work,  for  any 
extension  of  the  term  of  the  variance,  for  the  restoration 
of  a  case  to  the  docket,  for  any  amendment  to  the  resolution 
or  for  any  other  action  in  any  matter  coming  before  the 
Board. 

ARTICLE  IV— DISPOSITION  OF  CASES 

1.  The  fiinal  determination  of  any  application  or  appeal 
before  the  Board  shall  be  in  the  form  of  a  resolution  either 
reversing,  varying  or  modifying  the  order,  requirement,  de¬ 
cision  or  determination  appealed  from,  granting  the  ap¬ 
plication  or  appeal  or  affirming  the  order  or  decision  and 
denying  the  application  or  appeal,  or  dismissing  the  applica¬ 
tion  or  appeal  for  lack  of  jurisdiction  or  prosecution.  The 
concurring  vote  of  three  Commissioners  shall  be  necessary 
to  a  decision.  If  a  resolution  fail  to  receive  three  votes  in 
favor  of  the  application,  the  action  will  be  deemed  equivalent 
to  a  denial  and  a  resolution  denying  such  application  or 
appeal  shall  be  formally  entered  on  the  record  unless  there 
be  a  Commissioner  absent  at  the  roll  call  and  the  vote  of  the 
absentee  added  to  the  number  of  votes  for  the  application 
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would  be  equal  to  three,  in  which  case  the  matter  will  be  laid 
over  for  consideration  and  final  determination. 

2.  With  the  consent  of  the  Board,  any  applicant  may  with¬ 
draw  his  application  or  appeal  at  any  time  prior  to  deter¬ 
mination  thereon,  but,  if  a  motion  has  been  made,  and  be 
pending,  such  motion  shall  have  precedence. 

3.  No  application  or  appeal  which  has  been  dismissed  or 
denied  can  be  considered  again  except  on  a  motion  adopted 
to  reconsider  the  vote  or  to  restore  to  the  Calendar. 

4.  No  request  for  a  re-hearing  will  be  granted  unless  sub¬ 
stantial  new  evidence  be  submitted  or  an  application  be  filed 
under  a  different  provision  of  the  law.  If,  on  motion  of  a 
Commissioner,  adopted  by  three  affirmative  votes,  the  re¬ 
quest  is  granted,  the  case  shall  be  put  on  the  docket  and 
calendared  for  rehearing. 

In  all  cases  the  request  for  rehearing  shall  be  in  writing, 
reciting  the  reasons  for  the  request,  and  shall  be  accom¬ 
panied  by  the  necessary  data  and  diagrams.  Such  request 
shall  be  filed  with  the  Director  who  shall  set  a  date  when 
the  request  for  restoration  to  the  Calendar  shall  be  sub¬ 
mitted  to  the  Board,  of  which  date  the  person  making  the 
request  shall  be  notified. 

5.  The  Board  may,  on  the  motion  of  any  Commissioner, 
review  any  decision  that  it  has  made  and  may  reverse  or 
modify  such  decision,  but  no  such  review  shall  prejudice  the 
rights  of  any  person  who  has  in  good  faith  acted  thereon 
before  it  is  reversed  or  modified. 

ARTICLE  V— ZONING  APPLICATIONS 

1.  No  application  for  a  variance  or  modification  of  the 
provisions  of  the  Zoning  Resolution  shall  be  entertained  by 
the  Board  except  in  a  specific  case,  and  from  an  order,  re¬ 
quirement,  decision  or  determination  made  by  the  Commis¬ 
sioner  of  Buildings  or  any  Borough  Superintendent  of  the 
Department  of  Buildings,  on  the  ground  that  the  proposed 
plan  or  use  violates,  the  Zoning  Resolution,  except  when  the 
Board  has  original  jurisdiction. 

2.  No  such  application  shall  be  entertained  unless  the 
application  is  filed  within  thirty  (30)  days  from  the  date  of 
the  action  of  the  Commissioner  of  Buildings  or  any  Borough 
Superintendent  of  the  Department  of  Buildings. 

3.  Every  application  shall  be  made  on  Form  BZ  and  shall 
be  accompanied  by  all  the  data  required  by  such  forms,  and 
shall  be  considered  subject  to  such  rules  as  the  Board  has 
adopted  or  may  adopt  under  the  Zoning  Resolution. 

4.  As  soon  as  any  application  is  completed  by  the  filing  of 
the  data  required  in  Form  BZ  and  payment  of  the  pre¬ 
scribed  fee,  the  case  shall  receive  a  calendar  number.  After 
a  review  of  the  application  by  the  Examiner,  the  applicant 
shall  be  notified  by  the  Director  on  Form  6CC  of  the  date 
set  for  the  Public  Hearing,  which  shall  be  at  least  thirty 
(30)  days  after  the  mailing  of  said  notice.  With  this 
notice,  the  applicant  shall  be  supplied  with  an  official  copy  of 
Form  7NO,  which  he  is  required  to  send,  NOT  LESS 
THAN  TWENTY  (20)  DAYS  PRIOR  TO  THE  DATE 
OF  SUCH  HEARING,  to  every  property  owner  entitled  to 
notice  of  the  application.  Five  (5)  days  prior  to  such  hear¬ 
ing  date,  the  applicant  must  file  a  verified  statement  that  he 
has  so  notified  each  such  property  owner  either  by  personal 
service  or  by  registered  or  certified  mail.  Not  less  than  four¬ 
teen  (14)  days  notice  of  the  said  hearing  shall  be  given  by 
publication  in  the  Bulletin  of  the  Board. 

5.  On  the  date  set  for  the  Public  Hearing,  the  applicant, 
owner,  his  architect,  engineer,  agent  or  attorney  shall  state 
his  case;  then  the  opposition  shall  be  heard,  and  both  shall 
have  an  opportunity  for  rebuttal. 

6.  Any  application  that  has  been  denied  after  a  Public 
Hearing  cannot  be  reheard  except  on  new  material  facts 
or  under  a  different  section  of  the  Zoning  Resolution. 

7.  Property  owners  in  the  affected  area  of  the  zoning 
application  may  appear  at  the  Public  Hearing  and  voice  their 
objections  in  person,  or  by  agent  or  attorney.  Each  person 
shall  give  his  or  her  name  after  being  recognized  by  the 


Chairman,  the  block  and  lot  of  the  property  owned  by  him 
or  her  and  then  briefly  state  his  or  her  objections.  In  lieu 
of  a  personal  appearance,  or  by  an  agent  or  attorney,  he 
may  file  his  or  her  views  in  writing  on  Form  9C,  which  is 
obtainable  at  the  offices  of  the  Board.  Briefs  will  be  accepted 
only  if  filed  at  least  five  (5)  days  before  the  Public  Hear¬ 
ing. 

ARTICLE  VI— APPEALS 

1.  No  appeal  from  any  order,  requirement,  decision  or 
determination  of  the  Commissioner  of  Buildings,  or  any 
Borough  Superintendent  of  the  Department  of  Buildings  or 
the  Fire  Commissioner  or  from  any  rule  or  regulation  re¬ 
lating  to  the  construction,  alteration,  demolition,  structural 
changes,  equipment,  occupancy  or  use  of  any  building  or 
structure  or  premises  under  the  Charter  or  the  General 
City  Law  or  any  other  law  under  which  the  Board  has 
jurisdiction  shall  be  entertained  unless  such  appeal  is  filed 
on  Form  A  with  all  the  data  required  in  such  form,  within 
thirty  (30)  days  from  the  date  of  the  order,  requirement,  de¬ 
cision  or  determination,  appealed  from,  except  that  minor  ap¬ 
peals  from  orders  or  decisions  may  be  filed  on  Form  A  ac¬ 
companied  by  a  written  description  of  the  premises  and  a 
copy  of  the  order  or  decision.  What  constitutes  minor  appeals 
from  orders  or  decisions  shall  be  determined  by  the  Director. 

ARTICLE  VII— LABOR  LAW  VARIANCES 

1.  No  application  for  a  variance  of  the  Labor  Law,  or  of 
any  rule  adopted  thereunder,  affecting  the  demolition,  con¬ 
struction  or  alteration  of  buildings,  exits  therefrom,  the 
installation  of  fixtures  or  apparatus,  as  authorized  by 
Section  666  of  Chapter  27  of  the  New  York  City  Charter, 
shall  be  entertained  unless  it  is  made  on  Form  A,  with  all 
the  data  required  on  such  form  within  thirty  (30)  days  of 
the  date  of  the  administrative  order. 

ARTICLE  VIII— MATERIALS,  APPLIANCES 
AND  METHODS  OF  CONSTRUCTION 

1.  No  application  for  and  approval  of  a  material,  appliance 
or  method  of  construction  shall  be  entertained  unless  it  is 
filed  on  Form  SA/SM,  with  all  the  data  required. 

ARTICLE  IX— ADOPTION  OF  RULES 

1.  No  application  for  the  adoption  or  amendment  to  any 
of  the  rules  of  the  Board  shall  be  entertained  unless  the 
application  is  made  in  writing. 

2.  No  proposed  rule  or  regulation  or  amendment  thereto, 
originating  with  the  Board  or  submitted  to  the  Board  for 
adoption,  shall  be  published  in  the  Bulletin,  until  such  publi¬ 
cation  is  authorized  by  at  least  three  (3)  Commissioners. 

3.  No  resolution  of  the  Board  of  Standards  and  Appeals 
adopting  or  amending  any  rule  or  regulation  under  Section 
666  of  the  Charter  or  any  other  law  shall  be  adopted  unless 
such  proposed  rule  or  regulation  shall  have  been  published  in 
the  Bulletin  of  the  Board  for  at  least  ten  days  prior  to  a 
public  hearing  thereon.  Three  (3)  affirmative  votes  of  the 
Board  shall  be  necessary  for  the  adoption  of  such  resolution. 
No  such  rule  shall  become  effective  until  twenty  (20)  days 
after  publication  in  the  Bulletin. 

ARTICLE  X— ADOPTION  OF  OTHER 
RESOLUTIONS 

1.  Every  resolution  of  the  Board  of  Standards  and  Ap¬ 
peals  suggesting  changes  or  amendments  to  the  law  and 
every  resolution  not  otherwise  provided  for,  shall  require 
at  least  three  (3)  affirmative  votes  for  its  adoption. 

ARTICLE  XI— INSPECTIONS 

1.  In  any  case  in  which  the  Board  may  deem  it  necessary, 
inspection  of  the  premises  in  question  may  be  ordered  by 
the  Board.  Inspection  in  connection  with  zoning  applica¬ 
tions  and  administrative  appeals  shall  be  made  by  a  Commit¬ 
tee  of  not  less  than  two  (2)  Commissioners  and  they  shall 
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report  their  findings  to  the  Board  at  any  executive  session, 
prior  to  the  public  hearing  at  which  the  vote  will  be  cast. 
The  committee  may  include  the  Director  and/or  a  staff 
engineer  as  designated  by  the  Board.  Any  Commissioner  of 
the  Board  shall  be  included  in  the  Committee,  upon  his  re¬ 
quest. 

ARTICLE  XII— TESTS 

1.  The  five  (S)  Commissioners  of  the  Board  shall  consti¬ 
tute  the  Supervisory  Committee  on  materials,  appliances  and 
methods  of  construction.  In  any  case  in  which  a  test  is 
required,  the  Director  shall  order  such  test  of  any  material, 
appliance  or  method  of  construction.  Such  tests  shall  be  con¬ 
ducted  according  to  the  rules  adopted  by  the  Board,  or  direc¬ 
tives  of  the  Supervisory  Committee,  and  in  accordance  with 
the  requirements  of  law  for  the  use  of  such  material,  ap¬ 
pliance  or  method  of  construction.  Tests  shall  be  conducted 
in  the  presence  of  such  member  of  the  engineering  staff  as 
the  Director  may  designate.  In  lieu  of  the  above,  tests  made 
of  the  material,  appliance  or  method  of  construction,  by  a 
recognized  standard  testing  laboratory,  City  or  State  depart¬ 
ment,  may  be  acceptable,  but  the  Board  reserves  the  right 
to  be  represented  at  tests  by  a  member  of  the  Engineering 
Staff  or  Board  or  any  other  person  designated  by  the  Super¬ 
visory  Committee.  The  complete  report  of  such  tests  shall 
be  made  to  the  Board  in  writing. 

2.  All  expenses,  including  laboratory  and  traveling  ex¬ 
penses,  of  such  tests  shall  be  borne  by  the  applicant  and  no 
cost  of  such  tests  shall  be  borne  by  the  Board. 

3.  Three  (3)  affirmative  votes  of  the  Board  shall  be 
necessary  for  the  approval  of  such  material,  appliance  or 
method  of  construction. 

ARTICLE  XIII— EXTENSIONS 

Applications  for  extension  of  time  in  which  to  obtain 
permit,  complete  the  work  and/or  obtain  a  Certificate  of 
Occupancy  shall  be  filed  not  more  than  thirty  (30)  days 
prior  to  nor  more  than  thirty  (30)  days  subsequent  to  the 
expiration  date. 

Applications  for  extension  of  the  term  of  variance  or 
special  permits  shall  be  filed  not  more  than  one  (1)  year 
prior  to  nor  more  than  thirty  (30)  days  subsequent  to  the 
expiration  date  of  each  variance  or  special  permit. 

ARTICLE  XIV— RECORDS 

1.  All  applications  and  appeals  shall  be  on  the  required 
forms,  and  all  communications,  reports,  etc.,  relating  thereto 
shall  be  on  sheets  approximately  8^4  inches  by  11  inches  in 
size.  Plans  shall  be  on  sheets  inches  by  11  inches  or 
double  thereof  unless  otherwise  accepted  by  the  Director. 
After  final  disposition,  all  applications  and  appeals  and  other 
papers  appertaining  thereto  shall  be  suitably  bound  and  in¬ 
dexed  and  filed  numerically  in  cabinets.  All  applications  and 
appeals,  shall  upon  application  to  the  clerk  in  charge,  be 
accessible  to  the  public  at  all  reasonable  hours. 

2.  All  drawings  shall  be  properly  titled,  numbered,  dimen¬ 
sioned,  dated,  and  otherwise  shall  conform  with  the  instruc¬ 
tion  sheet.  No  drawings  shall  be  accepted  unless  they  bear 
the  seal  of  a  registered  architect  or  licensed  professional 
engineer. 

ARTICLE  XV— THE  BULLETIN 

1.  The  Bulletin  of  the  Board  of  Standards  and  Appeals 
shall  be  published  each  week  except  during  recess.  It  shall 
contain : 

(1)  Directory  of  the  Board. 

(2)  Docket  of  cases  filed  since  the  last  publication  of 
the  Bulletin. 

(3)  The  Hearing  Calendar. 

(4)  Notice  of  Hearing  on  proposed  rules  or  the  amend¬ 
ment  of  rules. 

(5)  An  abstract  of  the  minutes  of  each  meeting,  includ¬ 
ing  a  brief  statement  of  the  action  in  each  case, 


with  the  roll  call  thereon  and  the  full  text  of  the 
resolutions  adopted. 

(6)  Index  of  rules  adopted. 

(7)  Such  other  information  as  may  be  of  value  to  the 
public  and  within  the  scope  of  the  work  of  the 
Board. 

2.  The  preparation  and  editing  of  material  for  the  Bulletin 
shall  be  in  charge  of  such  members  of  the  staff  as  shall  be 
designated  by  the  Director. 

3.  The  Bulletin  of  the  Board  of  Standards  and  Appeals  is 
the  official  publication  of  the  Board  in  accordance  with  Sec¬ 
tion  665  of  the  New  York  City  Charter.  Notice  of  hearings 
published  in  such  Bulletin  constitutes  required  legal  notice. 

ARTICLE  XVI— OFFICERS 

1.  The  Chairman,  or  in  his  absence,  the  Vice-Chairman 
shall  preside  at  all  sessions.  The  Chairman,  or  in  his  ab¬ 
sence,  the  Vice  Chairman,  may  designate  another  Commis¬ 
sioner  of  the  Board  to  preside  and  perform  the  duties  of 
the  Chair  at  public  sessions  or  hearings.  If  the  Chairman  and 
Vice  Chairman  are  absent  and  a  quorum  is  present,  they 
shall  choose  a  presiding  officer  from  among  their  number. 

2.  The  Chairman,  subject  to  these  rules,  shall  decide  all 
points  of  order  or  procedure,  at  public  hearings,  unless 
otherwise  directed  by  a  majority  of  the  Board  in  session 
at  that  time. 

3.  The  Chairman  shall,  subject  to  these  rules,  designate  the 
Commissioners  of  the  Board  to  make  inspections  and,  unless 
otherwise  directed  by  the  vote  of  three  (3)  Commissioners 
of  the  Board,  shall  appoint  any  committee  that  may  be 
deemed  necessary,  except  as  otherwise  provided  in  Article 
XI. 

4.  The  Chairman,  any  Commissioner  and  the  Director 
shall  report  at  executive  sessions  all  pertinent  official  trans¬ 
actions  that  do  not  otherwise  come  to  the  attention  of  the 
Board. 

5.  Administrative  authority  is  vested  in  the  Director,  who 
shall,  subject  to  these  rules,  transact  all  administrative  busi¬ 
ness  of  the  Board,  engage  the  necessary  employees  and 
direct  the  work  of  the  office.  Official  correspondence  relating 
to  administrative  matters  shall  be  signed  by  the  Director. 
All  official  correspondence  relating  to  any  matters  pending 
before  the  Board  on  the  Hearing  Calendar  shall  be  signed 
by  the  Chairman  or  a  member  of  the  Board  or  staff  desig¬ 
nated  by  him.  Incoming  official  correspondence  may  be  sent 
to  the  Chairman,  the  Commissioners  and/or  the  Director. 

6.  Subject  to  these  rules  and  the  supervision  of  the 
Director,  the  Chief  Clerk  shall  have  charge  of  all  accounts 
and  shall  see  that  the  files  and  indices  are  kept  in  proper 
order  and  up  to  date  and  generally  supervise  the  clerical 
work  of  the  office  force. 

7.  Subject  to  these  rules  and  the  supervision  of  the  Direc¬ 
tor,  the  Engineering  Staff  shall  examine  and  report  on  all 
applications  and  appeals,  prepare  proposed  rules  or  revised 
rules  assigned  to  them  by  the  Director,  and  shall  report  on 
the  desirability,  reasons  and  necessity  for  action.  They  shall 
supervise  and  witness  the  tests  conducted  under  the  aupices 
of  the  Board. 

8.  A  complete  stenographic  record  of  the  transactions  at 
public  sessions  shall  be  made  for  the  files,  and  there  shall  be 
prepared  after  each  meeting  for  publication  in  the  Bulletin 
the  abstract  of  the  minutes  which  are  to  appear  in  such  Bul¬ 
letin.  Verbatim  transcripts  of  the  record  or  any  part  thereof 
may  be  made  as  directed  by  the  Chairman  or  the  Director. 

ARTICLE  XVII— RULES  OF  PROCEDURE 

1.  Amendments  to  these  Rules  of  Procedure  may  be  made 
by  the  Board  of  Standards  and  Appeals  at  any  public  hear¬ 
ing,  provided  notice  of  such  amendment  has  been  given  to 
each  Commissioner  of  the  Board  at  least  three  (3)  days  prior 
to  such  session,  either  in  writing  or  by  publication  in  the 
Bulletin.  Any  Rule  of  Procedure  may  be  suspended  at  any 
session  by  the  concurring  vote  of  three  (3)  Commissioners. 
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FILING  FEES 

EFFECTIVE— AUGUST  25,  1969 
LOCAL  LAW  44  OF  1969 

A  LOCAL  LAW  to  repeal  and  reenact  section 
666-1.0  of  the  administrative  code  of  the  city 
of  New  York,  in  relation  to  the  payment  of  fees 
in  connection  with  the  filing  of  applications 
with  the  board  of  standards  and  appeals. 

Be  it  enacted  by  the  Council  as  follozvs: 

Section  1.  Section  666-1.0  of  the  administrative  code 
of  The  City  of  New  York,  as  last  amended  by  local  law 
number  seventy-seven  of  The  City  of  New  York  of  the 
year  nineteen  hundred  sixty-three,  is  hereby  repealed  and 
reenacted  as  follows: 

§666-1.0  Fees. — The  fees  hereinbelow  set  forth  shall 
be  charged  for  the  following  applications,  appeals  and 
reviews: 

1.  a.  Application  for  approval  of  materials, 

appliances  and  methods  or  variances  of  construc¬ 
tion  . 150.00 

b.  Application  for  amendment  of  prior  ap¬ 
proval  of  materials,  appliances  and 

methods  or  variances  of  construction  . .  100.00 

2.  Application  for  any  variance  and  special 
permit  under  the  zoning  resolution  with  respect 
to: 

a.  One,  two  and  three  family  dwellings  . . .  50.00 

b.  Other  buildings  and  structures: 

(1)  10,000  square  feet  or  less  of  floor 

area  .  100.00 

(2)  In  excess  of  10,000  but  not  more 

than  20,000  square  feet  of  floor  area  150.00 

(3)  In  excess  of  20,000  but  not  more 

than  50,000  square  feet  of  floor  area  200.00 

(4)  In  excess  of  50,000  square  feet  of 


floor  area  .  250.00 

c.  Junk  yards,  parking  lots,  automotive 
service  stations  and  other  similar  uses: 

(1)  10,000  square  feet  or  less  of  lot 

area  .  100.00 


(2)  In  excess  of  10,000  but  not  more 


than  20,000  square  feet  of  lot  area  150.00 

(3)  In  excess  of  20,000  square  feet  of 

lot  area  . . . . .  200.00 

d.  Application  for  amendment  of  variance 

or  special  permit  previously  granted 
under  paragraph  a,  b  and  c  of  subdivi¬ 
sion  2  of  this  section  .  100.00 

e.  Application  for  an  extension  of  time  in 
which  to  comply  with  the  conditions 
imposed  in  the  previous  resolution  of 

the  board  of  standards  and  appeals  . . .  50.00 

f.  Application  for  extension  of  time  to 

complete  construction  pursuant  to  sec¬ 
tions  11-32  and  11-33  of  the  zoning  reso¬ 
lution  of  the  City  of  New  York .  25.00 


3.  Appeals  from  or  application  for  review  of 

any  order,  requirement  or  determination  of  the 
commissioner  of  buildings  or  of  any  borough 
superintendent  of  buildings  of  the  department  of 
buildings  or  of  the  fire  commissioner  or  any 
rule  or  regulation  or  amendment  or  repeal 
thereof  made  by  the  fire  commissioner  or  the 
commissioner  of  marine  and  aviation  .  50.00 

4.  Application  filed  for  variation  of  the  provi¬ 
sions  of  the  multiple  dwelling  law,  or  labor  law, 
and  application  filed  pursuant  to  the  general 

city  law  . .  50.00 

5.  Exemptions — a.  The  provisions  of  this  section  shall 
not  apply  if  the  owner  of  the  premises  affected  by  the 
application,  appeal  or  review,  be  a  corporation,  or  asso¬ 
ciation  organized  and  operated  exclusively  for  religious, 
charitable  or  educational  purposes,  or  for  one  or  more 
such  purposes,  no  part  of  the  net  earnings  of  which 
enures  to  the  benefit  of  any  private  individual  and  pro¬ 
vided  that  the  premises  affected  are  to  be  used  exclu¬ 
sively  by  such  corporation  or  association  for  one  or 
more  such  purposes. 

b.  The  provisions  of  this  section  shall  not  apply  if 
a  municipal  department  or  agency  of  the  city  is 
the  applicant  or  appellant  before  the  board  of 
standards  and  appeals. 

§  2.  This  local  law  shall  take  effect  immediately. 
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NOTICE 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  repre¬ 
sentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the  hearing 
can  be  entertained  in  view  of  this  publication  and  of  the 
posting  of  the  calendars  on  the  bulletin  board  in  the  offices 
of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will  be 
held  in  abeyance  by  reason  of  failure  of  the  appellant  or 
applicant  to  file  necessary  data,  or  by  any  other  method  of 
delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  convenience 
in  notifying  property  owners,  they  may  obtain  such  copies 
at  the  office  of  the  Board  of  Standards  and  Appeals,  80 
Lafayette  Street,  9th  floor,  Manhattan,  at  five  cents  each- 
add  postage  payment  if  the  forms  are  forwarded  by  mail. 
Purchase  payment  by  postage  stamps  NOT  ACCEPTABLE. 
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CALENDAR  NUMBER  482-69-BZ 

NOTICE  OF  PETITION  AND  PETITION 
SERVED  ON  THE  BOARD  OF  STANDARDS 
AND  APPEALS. 

On  February  11,  1970,  Notice  of  Petition  and  Petition  was  served 
on  the  Board  by  Harold  S.  Kohn  and  Roger  W.  Kohn,  attorneys  for 
petitioner,  Slavko  Brnic,  owner,  seeking  a  review  of  the  Board’s  denial 
on  January  13?  1970  of  the  application,  based  on  a  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning  Resolution 
and  Section  666  of  the  New  York  City  Charter,  to  permit  in  an  RS 
district,  the  enlargement  in  floor  area  and  reconstruction  of  a  plumbing 
contractor’s  establishment;  Calendar  Number  482-69-BZ;  Premises 
34-58  to  34-62  9th  Street,  west  side,  14.74  feet  north  of  35th  Avenue, 
Block  323,  Lot  52,  Astoria,  Borough  of  Queens. 


CONTENTS 


Notice  of  Petition  and  Petition  Served  on  the  Board  of 
Standards  and  Appeals. 

Docket. 

Notice  of  Hearing  of  Calendar. 

Minutes  of  Regular  Meeting,  Tuesday  Morning,  Febru¬ 
ary  10,  1970,  Affecting  Calendar  Numbers — 1071-40- 
BZ— Vol.  II,  90-43-BZ,  364-54-BZ,  892-66-A— Vol.  II, 
774-68-BZ,  815-68-BZ,  872-68-BZ,  446-69-BZ,  244-69- 
BZ,  534-69-BZ,  581-69-BZ,  584-69-BZ,  601-69-BZ,  663- 
69-BZ,  734-69-BZ,  563-69-BZ,  564-69-A,  582-69-BZ, 
583-69-BZ,  590-69-BZ,  593-69-BZ,  598-69-BZ,  599-69- 
BZ,  600-69-BZ,  646-69-BZ,  706-69-BZ,  707-69-A. 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  Febru¬ 
ary  10,  1970,  Affecting  Calendar  Numbers — 385-BZY — 
Vol.  VI,  1590-BZY— Vol.  VII,  4059-BZY— Vol.  VII, 
1556-BZY— Vol.  VI,  and  3541-BZY— Vol.  VI  through 
3560-BZY— Vol.  VI,  2300-BZY— Vol.  VI,  2548-BZY— 
Vol.  VI  and  2549-A-BZY— Vol.  VI,  1905-BZY— Vol. 
VI,  984-57-SA,  73-60-SA,  825-60-SM,  227-63-SA,  694- 
64-SM,  1025-66-SM,  439-67-SM,  973-67-SM,  142-68-SA, 
215-68-SA,  586-69-SA,  697-69-SA,  37-58-SM,  57-58-SM, 
709-58-SM,  256-59-SM,  511-59-SA,  695-69- A,  703-69-A, 
728-69- A,  737-69- A,  739-69-A,  256-69-A,  257-69-A,  258- 
69- A,  259-69-A,  260-69-A,  261-69-A,  269-69-A,  296-69-A, 
297-69-A,  298-69-A,  299-69-A,  300-69-A,  324-69-A,  324- 
69-A,  326-69- A,  338-69-A,  339-69-A,  340-69-A,  341-69-A 
and  342-69-A,  256-69-A,  257-69-A,  258-69-A,  259-69-A, 
260-69-A,  261-69-A,  269-69-A,  296-69-A,  297-69  A,  298- 
69-A,  299-69-A,  300-69-A,  324-69-A,  325-69-A,  326-69-A, 
338-69-A,  339-69-A,  340-69-A,  341-69-A,  342-69-A,  730- 
69-A,  732-69-A. 
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CALENDAR 


DOCKET 

New  Cases  Filed  Up  to  February  10,  1970 
Cal.  No.  Dept.  Premises  Affected 


91-70-BZ — B.Bx. — 51  to  65  East  161st  Street,  northeast 
corner  of  River  Avenue,  Block  2484,  Lot  5,  Borough  of 
The  Bronx,  Alt.  306-68  re-  proposed  change  of  use,  eat¬ 
ing  and  drinking  establishment,  Cl-4  District. 


50-70-BZ — B.Bx. — 1264  Boston  Road,  east  side,  140  feet 
south  of  East  169th  Street,  Block  2663,  Lot  22,  Borough 
of  The  Bronx,  N.B.  502-69  re-  proposed  firehouse,  side 
yard,  rear  yard,  R6  District. 


51-70-A — B.Bx.- — -1264  Boston  Road,  east  side,  140  feet 
south  of  East  169th  Street,  Block  2663,  Lot  22,  Borough 
of  The  Bronx,  N.B.  502-69  re-  Class  5  Building,  thick¬ 
ness  of  steel,  Administrative  Code. 


79-70-BZ- — B.M.- — 310  West  End  Avenue,  southeast  cor¬ 
ner  of  West  75th  Street,  Block  1166,  Lot  61,  Borough  of 
Manhattan,  Alt.  1830-68  re-  proposed  office,  R10  District. 


80-70-A — F.D. — 4026  to  4034  White  Plains  Road,  north¬ 
east  corner  of  East  227th  Street,  Block  4841,  Lot  44,  Bor¬ 
ough  of  The  Bronx,  F.D.  Order  2606-6  re-  sprinkler  sys¬ 
tem,  Administrative  Code. 


81-70-SM — Kerotest  Manufacturing  Corporation,  Kero- 
test  Model  1  Valve,  Manufactured  by  Kerotest  Manufac¬ 
turing  Corporation,  Material. 


82-70-BZ — B.R. — 141  Browning  Avenue,  north  side,  160 
feet  west  of  Bogert  Avenue,  Block  918,  Lot  166,  Todt 
Hill,  Borough  of  Richmond,  N.B.  7-70  re-  FAR,  OSR  and 
widths  of  side  yards,  Rl-2  District. 


83-70-BZ- — B.B. — 507  Evergreen  Avenue,  northeast  cor¬ 
ner  of  Putnam  Avenues,  Block  3375,  Lot  9,  Borough  of 
Brooklyn,  Alt.  2374-69  re-  proposed  change  of  use  and 
structural  alterations,  R6  District. 


84-70-BZ — B.B. — 5102  to  5130  Avenue  U,  2483  to  2451 
Flatbush  Avenue  southeast  corner,  Block  8470,  Lots  1 
55  and  62,  Borough  of  Brooklyn,  E.S.  268-69,  E.S.  269-69, 
E.S.  276-69, .  E.S.  277-69,  E.S.  278-69  re-  sign,  surface 
area  and  height  of  sign,  M3-1  District. 


APPLICATION  FOR  EXTENSION  OF  TIME  TO 
PERMIT  COMPLETION  OF  CONSTRUCTION 
(Filed  pursuant  to  Section  11-324) 

1246-BZY — Vol.  VII — B.B. — 65  Court  Street,  N.B.  907- 

61. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


MARCH  3,  1970,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning  March  3,  1970,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

604-26-BZ— Vol.  II 

APPLICANT — Joseph  B.  Lynch  for  Edler  Realty  Cor¬ 
poration,  owner;  Humble  Oil  and  Refining  Company,  long 
term  lessee. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  June  2,  1969 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning 
Resolution,  permitting  in  a  business  use  district,  the  park¬ 
ing  and  storage  of  more  than  five  motor  vehicles. 
PREMISES  AFFECTED — 641  Gun  Hill  Road,  north  side, 
from  Olinville  Avenue  to  Willett  Avenue,  3500  Olinville 
Avenue  and  3501  Willett  Avenue,  Block  4642,  Lot  1, 
Borough  of  The  Bronx. 


436-69-BZ 


85-70-SM— The  Lattimer-Stevens  Company,  Lockwinj 
Body  Brass  Core  Stopcocks,  Model  Nos.  2111( 
2.1 112,  21116,  21118  and  21120,  Manufactured  by  The  Lat 
timer-Stevens  Company,  Material. 


86-70-BZ— B.B.— 225  to  233  Johnson  Avenue,  north  sid< 
125  feet  west  of  Bushwick  Avenue,  Block  3063,  Lots  2< 
23,  26  and  28,  Borough  of  Brooklyn,  Alt.  2074-69  re-  prc 

^So^e-nlargement>  loading  berths  and  parking,  R6  an 
Cl-3  District. 


87-70-BZ— B.R.— 1855  Hylan  Boulevard,  west  side,  182.65 
feet  south  of  Naughton  Avenue,  Block  3548,  Lot  18 
Grant  City,  Borough  of  Richmond,  Alt.  265-69  re-  nro- 

cT 2^ n'd  ^rF  D ist r ic t  aUtomobile  showroom,  ground  sign, 


88-70-SM  Flintkote  Company,  Trimwall  Movable  Parti- 
tion,  1  hour  rated  movable  partition,  Manufactured  by 
Flintkote  Company,  Material. 


89-70-SM— Lecourtenay  Company,  Centrifugal  Fire 
Pumps— Model  Nos.  5LTF,  6MF-3-4-5  Stgs  6B5F 
5MB/F-2,  Stg.,  6B7F,  8B8F,  8BA8F.  Manufactured  by 
Lecourtenay  Company,  Material. 


90-70-BZ— B.M. — 35  to  41  Madison  Avenue.  24  to  40  East 
-6th  Street,  southeast  corner,  Block  855,  Lots  1,  32,  37 
and  39,  Borough  <?f  Manhattan,  N.B.  118-69  re-  tower 
and  rear  yard,  C5-3  District. 


APPLICANT — Savignano,  Strange  and  Vella  for  Joseph 
Oliveri,  owner. 

SUBJECT — Application  July  22nd  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl -2  district,  at  an  existing 
3  story  building,  the  erection  of  a  one  story  enlargement 
to  the  first  floor  store  that  increases  the  degree  of  non- 
compliance  in  floor  area  ratio  and  the  lot  area  require¬ 
ments. 

PREMISES  AFFECTED— 7016  18th  Avenue,  west  side, 
59  feet,  14-)4  inches  north  of  71st  Street,  Block  6171,  Lot 
47,  Borough  of  Brooklyn. 


634-69-BZ 

APPLICANT  Lichtner  Associates  for  Roleke  and  Cervoni, 
Incorporated,  owner. 

SUBJECT  Application  October  23,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district  on  a  plot 
with  less  than  the  required  lot  area  and  lot  width,  the 
erection  of  a  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  and  accessory  parking, 
encroaches  on  the  required  front  and  side  yards,  and  pene¬ 
trates  sky  exposure  plane. 

PREMISES  AFFECTED — 63-25  Queens  Midtown  Ex- 
presswuy,  north  side,  80.44  feet  west  of  64th  Street,  Block 
2366,  Lot  48,  Maspeth,  Borough  of  Queens. 
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662-69-BZ 

APPLICANT — Guerino  Salerni  for  33-55  11th  Street  Realty 
Corporation,  owner. 

SUBJECT — Application  November  10,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a  one  story  building  for  use  as  a  warehouse  and  factory. 

PREMISES  AFFECTED— 33-41  to  33-57  (33-55  11th 
Street,  official)  11th  Street,  east  side,  140.15  feet  south  of 
33rd  Road,  (33-42  to  33-54  12th  Street),  Block  318,  Lot 
15,  Long  Island  City,  Borough  of  Queens. 


696-69-BZ 

APPLICANT — Buckley  and  Kisseloff  for  1133  Building 
Corporation,  owner;  Inmont  Corporation,  lessee. 

SUBJECT — Application  December  2,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72.01  (b)  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  C6-6  District,  on  a  plot  with  an 
existing  44  story  office  building,  the  installation  of  an  elec¬ 
tric  sign  that  exceeds  the  permitted  height  above  curb  level. 

PREMISES  AFFECTED — 1133  Avenue  of  the  Americas, 
southwest  corner  of  West  44th  Street,  Block  996,  Lot  29, 
Borough  of  Manhattan. 


733-69-BZ 

APPLICANT — Charles  M.  Spindler  for  Sun  Oil  Company, 
owner. 

SUBJECT — Application  December  12,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  73-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  on  a  plot 
previously  before  the  Board,  the  erection  and  maintenance 
of  an  automotive  service  station  with  accessory  uses. 

PREMISES  AFFECTED — 131-09  Hillside  Avenue,  north¬ 
east  corner  of  131st  Street,  Block  9252,  Lot  28,  Jamaica, 
Borough  of  Queens. 


7-70-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  January  2,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-65  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  at  an  existing 
three  story  telephone  exchange,  the  erection  of  a  fourth 
story  that  increases  the  degree  of  non-compliance  in  floor 
area  ratio  and  creates  non-compliance  with  the  height  and 
setback  requirements. 

PREMISES  AFFECTED — 1070  Bushwick  Avenue,  south¬ 
west  corner  of  Palmetto  Street,  Block  3339,  Lots  23  and 
21,  Borough  of  Brooklyn. 


244-69-BZ 

APPLICANT— Arthur  J.  McGee  for  Webster  Schott, 
owner,  Suweb  Corp. 

SUBJECT — Application  May  2,  1969 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-1  and  Cl-2  district,  the 
erection  of  a  one  story  enlargement  to  an  existing  building, 
to  be  used  as  a  factory  that  extends  into  the  Cl-2  district. 

PREMISES  AFFECTED — 50-30  to  50-36  69th  Place,  west 
side,  119.3  feet  north  of  51st  Avenue,  Block  2438,  Lots 
36,  37,  39  and  40,  Elmhurst,  Borough  of  Queens. 

Hearing  closed. 

M.  MILTON  GLASS,  Chairman 


MARCH  3,  1970,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  March  3,  1970,  at  2  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

1246— BZY— Vol.  VII— B.B.— 65  Court  St.— N.B.  907-61 


47-70-A 

APPLICANT — Irving  Gershon  of  Emery  Roth  and  Sons 
for  36  Central  Park  South  Corporation,  owner. 

SUBJECT — Application  January  21,  1970 — Filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  for  variance  of 
Section  30,  subd.  10  of  the  Multiple  Dwelling  Law  re-  lot 
line  windows. 

PREMISES  AFFECTED— 36-38  Central  Park  South,  south 
side,  245  feet  east  of  Avenue  of  the  Americas,  29-37  West 
58th  Street,  Block  1274,  Lots  11,  12,  13,  14,  62  and  64, 
Borough  of  Manhattan. 


52-70-A 

APPLICANT — Robert  O.  Lowery  for  City  of  New  York, 
owner. 

SUBJECT — Application  January  23,  1970 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Class  5 
structure — firehouse,  prefabricated  metal  building,  etc. 

PREMISES  AFFECTED— 1689  to  1703  St.  Marks  Avenue, 
northeast  corner  of  Eastern  Parkway,  Block  1455,  Lots 
15,  76,  77,  78  and  80,  Borough  of  Brooklyn. 


53-70-A 

APPLICANT — Hector  Ferreras  for  Glen  Cannon  Corpora¬ 
tion,  owner. 

SUBJECT — Application  January  26,  1970 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED — 91  Melvin  Avenue,  north  side, 
92.70  feet  east  of  Glen  Street,  Block  2770,  Lot  26,  Travis, 
Borough  of  Richmond. 


54-70-A 

APPLICANT — Hector  Ferreras  for  Glen  Cannon  Corpora¬ 
tion,  owner. 

SUBJECT — Application  January  26,  1970 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 95  Melvin  Avenue,  north  side, 
132.70  feet  east  of  Glen  Street,  Block  2770,  Lot  24, 
Travis,  Borough  of  Richmond. 


55-70-A 

APPLICANT — Hector  Ferreras  for  Glen  Cannon  Corpora¬ 
tion,  owner. 

SUBJECT — Application  January  26,  1970 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED — 99  Melvin  Avenue,  north  side, 
172  feet  east  of  Glen  Street,  Block  2770,  Lot  22,  Travis, 
Borough  of  Richmond. 


56-70-A 

APPLICANT — Hector  Ferreras  for  Glen  Cannon  Corpora¬ 
tion,  owner. 

SUBJECT — Application  January  26,  1970 — filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 
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PREMISES  AFFECTED — 103  Melvin  Avenue,  north  side, 
212.70  feet  east  of  Glen  Street,  Block  2770,  Lot  20,  Travis, 
Borough  of  Richmond. 


57-70-A 

APPLICANT — Hector  Ferreras  for  Glen  Cannon  Corpora¬ 
tion,  owner. 

SUBJECT — Application  January  26,  1970 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 107  Melvin  Avenue,  north  side, 
252.70  feet  east  of  Glen  Street,  Block  2770,  Lot  19,  Travis, 
Borough  of  Richmond. 


58-70-A 

APPLICANT — Hector  Ferreras  for  Glen  Cannon  Corpora¬ 
tion,  owner. 

SUBJECT — Application  January  26,  1970 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 109  Melvin  Avenue,  north  side, 
276.35  feet  east  of  Glen  Street,  Block  2770,  Lot  18,  Travis, 
Borough  of  Richmond. 

M.  MILTON  GLASS,  Chairman 


MARCH  6,  1970,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Friday  morning,  March  6,  1970,  at  10  o’clock  at  80  Lafayette 

Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 

matters : 

103- 69-SM 

APPLICANT — Plastic  Pipe  Institute  for  U.  S.  Pipe  and 
Foundry  Co.,  Plastics  Division,  owner — plastic  pipe  and 
fittings. 

104- 69-SM  ~ 

APPLICANT — Plastic  Pipe  Institute  for  Vistron  Corp., 
Plastex  Division,  owner — plastic  pipe  and  fittings. 

105- 69-SM 

APPLICANT — Plastic  Pipe  Institute  for  Vistron  Corp., 
Plastex  Division,  owner — plastic  pipe  and  fittings. 

106- 69-SM 

APPLICANT — Plastic  Pipe  Institute  for  Precision  Poly¬ 
mers,  Inc.,  owner — plastic  pipe  and  fittings. 

107- 69-SM 

APPLICANT— Plastic  Pipe  Institute  for  Harvel  Plastics, 
Inc.,  owner — plastic  pipe  and  fittings. 

108- 69-SM 

APPLICANT — Plastic  Pipe  Institute  for  Celanese  Plastics 
Co.,  owner — Yardley  pipe  and  fittings. 

132- 69-SM 

APPLICANT — Plastic  Pipe  Institute  for  Evanite  Plastics 
Co.,  owner — plastic  pipe  and  fittings. 

133- 69-SM 

AP?LI.CANT— Plastic  Pipe  Institute  for  Carlon  Products 
Division  of  Continental  Oil  Co.,  owner — plastic  pipe  and 
fittings. 


144-69-SM 

APPLICANT — Plastic  Pipe  Institute  for  Amoco  Chemical 
Corp.,  Industrial  Products  Division,  owner — plastic  pipe 
and  fittings. 

180- 69-SM 

APPLICANT — Plastic  Pipe  Institute  for  R  &  G  Sloane 
Mfg.  Division,  The  Susquehanna  Corp.,  owner — plastic 
fittings. 

181- 69-SM 

APPLICANT — Plastic  Pipe  Institute  for  R  &  G  Sloane 
Mfg.  Division,  The  Susquehanna  Corp.,  owner — plastic 
pipe  and  fittings. 

255-69-SM 

APPLICANT — Plastic  Pipe  Institute  for  Amoco  Chemicals 
Corp.,  Industrial  Products  Division,  owner — plastic  pipe 
and  fittings. 

305-69-SM 

APPLICANT — Plastic  Pipe  Institute  for  Plastiline,  Inc., 
owner — plastic  pipe  and  fittings. 

383-69-SM 

APPLICANT — Plastic  Pipe  Institute  for  Colonial  Plastics 
Mfg.  Co.,  owner — plastic  pipe  and  fittings. 

M.  MILTON  GLASS.  Chairman 


MARCH  10,  1970,  10  A.M. 

NOTICE  IS  HEARBY  GIVEN  of  a  public  hearing 

Tuesday  morning,  March  10,  1970,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 

following  matters : 

457-56-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Jacob  Blei  and 
Kate  Trachtman,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
request  to  waive  the  rules  of  procedure  and  extension  of 
term  of  variance  which  expired  December  17,  1968 — deci¬ 
sion  of  the  Borough  Superintendent ;  previously  granted  on 
condition,  under  Sections  7e  and  7h  of  the  Zoning  Resolu¬ 
tion,  permitting  the  premises  to  be  occupied  for  the  loading 
and  unloading  of  material  manufactured  in  the  adjoining 
building  on  Lot  10  and  for  parking  and  storage  of  motor 
vehicles. 

PREMISES  AFFECTED — 152-154  India  Street,  south  side, 
150  feet  east  of  Manhattan  Avenue,  Block  2541,  Lots  12 
and  13,  Borough  of  Brooklyn. 

536-59-BZ 

APPLICANT — Elliot  Saltzman  for  Estate  of  Moe  Kappel, 
Jerome  Kappel,  Executor. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  5, 
1970— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  manufacturing  use  district,  the  change 
in  use  of  that  portion  of  the  present  building  now  used  as 
a  garage,  to  manufacturing,  storage,  distribution  and  sale 
of.  metal  doors,  bucks  and  kalamein  doors,  using  power 
driven  woodworking  tools,  arc  welding  tools  and  paint 
spraying. 

PREMISES  AFFECTED — 34-52  Kosciusko  Street,  south 
side,  312  feet  east  of  Bedford  Avenue,  Block  1783,  Lot  23 
Borough  of  Brooklyn. 
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683-69-BZ 

APPLICANT — Franklin  E.  Tretter  for  Beekman  Staff 
Residence,  owner. 

SUBJECT — Application  November  19,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-64 
of  the  Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  C6-4  district  the  erection  of 
a  17  story  hospital  staff  residence  that  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED — 59  Beekman  Street,  north  side, 
Entire  Block  Front  from  Gold  Street  to  Ann  Street,  Block 
93,  Lot  34,  Borough  of  Manhattan. 


684-69-A 

APPLICANT — Franklin  E.  Tretter  for  Beekman  Staff 
Residence,  owner. 

SUBJECT — Application  November  19,  1969— Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  projecting  of 
balconies. 

PREMISES  AFFECTED — 59  Beekman  Street,  north  side, 
Entire  Block  Front  from  Gold  Street  to  Ann  Street,  Block 
93,  Lot  34,  Borough  of  Manhattan. 


698-69-BZ 

APPLICANT — Kenntth  W.  Millies  for  Getty  Oil  Company, 
owner. 

SUBJECT — Application  December  4,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2  dis¬ 
trict,  the  erection  and  maintenance  of  an  automotive  serv¬ 
ice  station  with  accessory  uses. 

PREMISES  AFFECTED — 4240  Hylan  Boulevard,  north¬ 
east  corner  of  Groton  Street,  Block  5316,  Lot  1,  Great 
Kills,  Borough  of  Richmond. 


702-69-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  December  5,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  73-65  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  district,  the  enlarge¬ 
ment  in  area  of  the  fifth,  sixth  and  seventh  floors  of  an 
existing  telephone  exchange  that  increases  the  degree  of 
non-compliance  in  floor  area  ratio  and  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED — 82-23  Broadway,  northwest  cor¬ 
ner  of  Victor  Avenue,  Block  1517,  Lot  69,  Elmhurst,  Bor¬ 
ough  of  Queens. 


729-69-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  December  12,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  73-65  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  district,  the  enlarge¬ 
ment  in  area  of  the  third  floor  of  an  existing  telephone 
exchange  that  increases  the  degree  of  non-compliance  in 
floor  area  ratio  and  encroachment  into  the  required  side 
and  rear  yards. 

PREMISES  AFFECTED — 28-27  30th  Street,  east  side,  92 
feet  south  of  Newtown  Avenue,  Block  595,  Lot  10,  As¬ 
toria,  Borough  of  Queens. 


738-69-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Edythe  Rein 
Landau,  owner. 


SUBJECT — Application  December  16,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Rl-2  district,  on  a  plot 
with  a  dwelling  and  accessory  swimming  pool  previously 
before  the  Board,  the  erection  of  a  one  story  enlargement 
to  the  cabana  structure  that  encroaches  on  the  required 
side  and  rear  yards. 

PREMISES  AFFECTED — 4530  Fieldstone  Road,  east  side, 
85.18  feet  north  of  West  245th  Street,  Block  3415,  Lot  207, 
Borough  of  The  Bronx. 


743-69-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Jack  Gottesman 
and  Irwin  Emerman,  owners;  Le  Bonne  Viet  Adult  Home, 
lessee. 

SUBJECT — Application  December  23,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  R8  district,  the  erection  of  a 
13  story  senior  citizens  residence  that  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED — 154  Haven  Avenue,  west  side, 
272  feet  north  of  West  172nd  Street,  Block  2139,  Lot  275, 
Borough  of  Manhattan. 

M.  MILTON  GLASS,  Chairman 


MARCH  10,  1970,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  March  10,  1970,  at  2  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

678-69-A 

APPLICANT — Philip  P.  Agusta  for  Don  Bosco  1960  Club, 
Incorporated,  owner. 

SUBJECT — Application  November  10,  1969 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed 
change  from  store  to  public  use,  stairs,  egress  and  live  load. 
PREMISES  AFFECTED — 729  Metropolitan  Avenue,  north 
side,  50  feet  west  of  Graham  Avenue,  Block  2759,  Lot  30, 
Borough  of  Brooklyn. 


65-70-A 

APPLICANT — Donald  D.  Fisher  for  766  Madison  Avenue 
Realty  Corporation,  owner. 

SUBJECT — Application  January  27,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Class  3  build¬ 
ing,  height,  egress,  live  load,  etc. 

PREMISES  AFFECTED — 766  Madison  Avenue,  west  side, 
40  feet  5  inches  south  of  East  66th  Street,  Block  1380, 
Lot  157,  Borough  of  Manhattan. 

71-70-A 

APPLICANT — Joseph  Marini  for  Mt.  Olivet  Church,  In¬ 
corporated,  owner. 

SUBJECT — Application  January  28,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  class  4  con¬ 
struction,  proposed  change  from  stores  to  church  (public 
building). 

PREMISES  AFFECTED — 2386-2390  Jerome  Avenue,  east 
side,  117.48  feet  north  of  East  184th  Street,  Block  3188, 
Lot  7,  Borough  of  The  Bronx. 

74-70-A 

APPLICANT — Atkin  and  Bassolino  for  Alpha  Chi  Chapter 
— PI  Lambda  Phi,  Incorporated,  owner. 
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SUBJECT — Application  January  30,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Class  4  struc¬ 
ture,  change  of  use  to  Fraternity  House. 

PREMISES  AFFECTED— 61-25  155th  Street,  east  side, 
127.05  feet  south  of  Horace  Harding  Expressway,  Block 
6746,  Lot  29,  Flushing,  Borough  of  Queens. 


ing  Resolution,  to  permit  in  a  C 2-2  and  R3-2  district,  on 
a  plot  with  an  existing  restaurant,  the  expansion  of  the 
accessory  parking  facility  into  the  residence  district. 

PREMISES  AFFECTED — 64  City  Island  Avenue,  south¬ 
east  corner  of  Horton  Street,  Block  5638,  Lots  7  and  11, 
Borough  of  The  Bronx. 


31-70-A 

APPLICANT — Edward  Durell  Stone  and  Associates  for 
City  University  of  New  York,  owner. 

SUBJECT — Application  January  8,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  egress,  open 
shaft,  etc. 

PREMISES  AFFECTED — 100  Quintard  Street,  northwest 
corner  of  Seaside  Boulevard,  Block  3355,  Part  of  Lot  1, 
Grasmere,  Borough  of  Richmond. 

M.  MILTON  GLASS,  Chairman 


MARCH  17,  1970,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  17,  1970,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

616-65-BZ — Vol.  II 

APPLICANT — Burke  and  Groh  for  Forest  Woods  Homes, 
Incorporated,  owner. 

SUBJECT — Application  reopened  March  1,  1966  as  Volume 
II — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution  and  Section  666  of  the 
New  York  City  Charter,  to  permit  in  an  R2  district,  the 
erection  of  a  one  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  and  encroaches  on  the  required 
front  and  rear  yards. 

PREMISES  AFFECTED — 84-17  Commonwealth  Boule¬ 
vard,  east  side,  140.06  feet  south  of  Hillside  Avenue,  Block 
8599,  Lot  134,  Bellerose,  Borough  of  Queens. 


1091-67-BZ— Vol.  II 

APPLICANT — Leonard  F.  Rothkrug  for  Erich  Korn, 
owner;  Fred  M.  Velepec  Company,  Incorporated,  lessee. 

SUBJECT — Application  reopened  January  20,  1970 — as  Vol¬ 
ume  II — Decision  of  the  Borough  Superintendent,  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a 
Cl -2  district,  the  change  in  occupancy  of  a  custom  dress¬ 
making  shop  to  a  tool,  die  and  small  machine  shop. 

PREMISES  AFFECTED — 71-72  70th  Street,  west  side, 
115.71  feet  north  of  Myrtle  Avenue,  Block  3638,  Lot  46, 
Glendale,  Borough  of  Queens. 


597-69-BZ 

APPLICANT — Atkin  &  Bassolino  for  Michael  Kawczak, 
owner. 

SUBJECT — Application  October  17,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  conversion 
of  a  two  family  dwelling  that  creates  a  non-compliance  in 
lot  area  per  room. 

PREMISES  AFFECTED — 2914  Middletown  Road,  south 
side,  25.22  feet  west  of  Plymouth  Avenue,  Block  5394,  Lot 
9,  Borough  of  The  Bronx. 


657-69-BZ 

APPLICANT — Murray  Rudman  for  Ethel  Geller,  owner. 
SUBJECT — Application  November  7,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon- 


659-69-BZ 

APPLICANT — George  J.  Meltzer  for  Dr.  Stanley  Dannen- 
berg,  owner. 

SUBJECT — Application  November  6,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  Rl-2  district,  at  an  existing  one 
family  dwelling  with  a  doctor’s  office  previously  before 
the  Board,  the  erection  of  a  two  story  enlargement  that 
exceeds  the  permitted  floor  area  ratio  and  has  less  than 
the  required  open  space  ratio  and  lot  area  requirements. 

PREMISES  AFFECTED — 110-34  70th  Road,  south  side, 
250  feet  west  of  112th  Street,  Block  2233,  Lot  24,  Forest 
Hills,  Borough  of  Queens. 


740-69-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Sylvia  Mazzella, 
owner. 

SUBJECT — Application  December  17,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  R3-2  district,  the  erection  of  a 
showroom,  salesroom  and  office  building  and  the  use  of  the 
open  area  as  a  fence  contractor’s  yards. 

PREMISES  AFFECTED- — 1777  Allerton  Avenue,  north¬ 
west  corner  of  Wickham  Avenue,  Block  4803,  Lots  24,  27 
and  28,  Borough  of  The  Bronx. 

45-70-BZ  “ 

APPLICANT — Frank  A.  Vaccaro  for  Boulevard  Homes, 
Incorporated,  owner. 

SUBJECT-  Application  January  20,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-14  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  installa¬ 
tion  of  a  sewage  pumping  station. 

PREMISES  AFFECTED — 160  Old  Amboy  Road,  south¬ 
east  corner  of  Ridgecrest  Avenue,  Block  5237,  Lot  43 
Eltingville,  Borough  of  Richmond. 

50- 70-BZ 

APPLICANT — Robert  O.  Lowery,  lessee  for  City  of  New 
York,  owner. 

SUBJECT  Application  January  23,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-14 
of  the  Zoning  Resolution,  to  permit  in  an  R6  district,  the 
construction  of  a  prefabricated  temporary  structure  for  use 
as  a  fire  station. 

PREMISES  AFFECTED — 1264  Boston  Road,  east  side, 
140  feet  south  of  East  169th  Street,  Block  2663,  Lot  22, 
Borough  of  The  Bronx. 

51- 70-A  ~ ' 

APPLICANT — Robert  O.  Lowery,  lessee  for  City  of  New 
York,  owner. 

SUBJECT— Application  January  23,  1970— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Class  5  build¬ 
ing  fire  house — public  building,  thickness  of  steel,  etc. 

PREMISES  AFFECTED — 1264  Boston  Road,  east  side, 
140  feet  south  of  East  169th  Street,  Block  2663,  Lot  22, 
Borough  of  The  Bronx. 

M.  MILTON  GLASS,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  FEBRUARY  10,  1970,  10  A.M. 

Present:  Chairman  Glass,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 


The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  afternoon,  January  20,  1970  and 
January  27,  1970,  were  approved  as  printed  in  the  Bulletins 
of  January  29,  1970  and  February  5,  1970,  Vol.  55,  Nos. 
5  and  6. 


1071-40-BZ— Vol.  II 

APPLICANT — John  J.  McNamara  for  435  West  45th 
Street  Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
request  to  waive  the  rules  of  procedure  and  extension  of 
term  of  variance  which  expired  February  3,  1964 — decision 
of  the  Borough  Superintendent ;  previously  granted  on 
condition,  under  Sections  7e  and  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  for  a  term 
of  years,  the  additional  use  of  a  one  story  building  for  the 
storage  of  chemicals  used  in  abutting  factory  and  also 
private  parking  of  more  than  5  motor  vehicles  for  cus¬ 
tomers  and  employees  of  Interchemical  Corporation  and 
its  subsidiaries. 

PREMISES  AFFECTED— 428  West  45th  Street,  south 
side,  375  feet  west  of  Ninth  Avenue,  Block  1054,  Lot  48, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  John  J.  McNamara. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  April  25,  1944,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  February  10,  1970,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  April  15,  1941,  as  amended  through 
February  3,  1959  as  to  the  term  of  the  variance  and  as  to 
ownership,  so  that  as  amended  this  portion  of  the  resolution 
shall  read: 

“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  . ;  and  that  all  refer¬ 
ences  to  the  Interchemical  Corp.  and  its  subsidiaries 
are  hereby  deleted  from  the  resolution ;  on  condition 
that  this  variance  shall  continue  only  so  long  as  this  lot 
remains  under  the  same  ownership  as  Lots  49  and  50 
to  the  west ;  that  the  use  of  this  lot  shall  be  limited  to 
the  parking  of  motor  vehicles  of  the  pleasure  car  type 
of  the  employees,  customers,  tenants  and  owners  of  the 
buildings  on  Lots  49  and  50 ;  that  the  building  on  the  rear 
of  this  lot  may  be  used  only  for  the  storage  of  incom¬ 
bustible  materials  only,  and  only  during  the  term  of  this 
variance;  that  other  than  as  herein  amended  the  resolu¬ 
tion  above  cited  shall  be  complied  with  in  all  respects ; 
and  that  a  new  Certificate  of  Occupancy  shall  be  ob¬ 
tained.”  (Alt.  90-70) 


90-43-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Sam  Stein, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  June  9,  1969 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition,  under  Section  7i  of  the  Zoning  Resolution, 
permitting  in  a  business  use  district,  a  motor  vehicle  re¬ 
pair  shop. 

PREMISES  AFFECTED— 1688  St.  Marks  Avenue,  (rear) 
southeast  corner  of  Rockaway  Avenue,  Block  1461,  Lot 
11,  Borough  of  Brooklyn. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
May  25,  1943,  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  February  10,  1970,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  May  25, 
1943,  as  amended  through  June  9,  1964,  only  as  to  the  term 
of  the  variance,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read : 

“granted  for  a  term  of  five  years  from  June  9,  1969,  to 
permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  1738-42) 


364-54-BZ 

APPLICANT — Frank  J.  Ross  for  Mrs.  Assunta  Diovisalvo, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  5, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  and  local  retail  use  dis¬ 
trict,  the  parking  and  storage  of  motor  vehicles. 

PREMISES  AFFECTED— 1194-1204  Ogden  Avenue,  east 
side,  285.04  feet  north  of  West  167th  Street  and  1199-1203 
Nelson  Avenue,  Block  2516,  Lots  13,  14,  48,  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant:  John  P.  Walpole. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  23,  1954,  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
February  10,  1970,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  23,  1954,  as  amended  through  January  5,  1965,  only  as  to 
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the  term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read: 

“granted  for  a  term  of  five  years  from  January  5, 
1970,  to  permit  .  .  .;  on  condition  that  the  fences  be 
made  to  comply  with  Section  25-66  of  the  Zoning  Reso¬ 
lution;  that  paving  and  bumpers  comply  with  the  rules 
and  regulations  of  the  Department  of  Buildings;  that 
other  than  as  herein  amended  the  resolution  above  cited 
shall  be  complied  with  in  all  respects ;  and  that  a  new 
Certificate  of  Occupancy  shall  be  obtained.”  (Alt. 
316-54) 


892-66- A — Vol.  II 

APPLICANT — Atkin  and  Bassolino  for  Beatrice  Glick 
(Haymes)  and  Estate  of  Louis  Marks  (Morice  Haymes, 
agent). 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — Appeal  from  a  decision  of  the 
Fire  Commissioner  re-  sprinkler  system ;  previously 
granted  on  condition. 

PREMISES  AFFECTED — 1472  Boston  Road,  southwest 
corner  of  Stebbins  Avenue,  Block  2964,  Lot  42,  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Thomas  Gibson. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  28,  1967,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  28,  1967,  by  adding  thereto : 

“that  the  two  existing  defective  standpipes  shall  be 
removed;  that  a  new  standpipe  with  two  125  ft.  long 
hoses  be  installed  substantially  as  shown  on  revised 
drawing  of  proposed  conditions,  marked  ‘Received  Jan¬ 
uary  8,  1970’,  one  sheet,  on  condition  that  the  standpipe 
system  be  of  an  approved  type;  and  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects.”  (Fire  Dept.  No.  973-6) 


774-68-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Charles  B.  Benenson  and  Laurence  A.  Tisch, 
owners. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  February  4, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  73-63  of  the  Zoning 
Resolution,  to  permit  in  a  C5-3  district,  in  an  existing  23 
story  commercial  building,  the  enlargement  in  area  of  the 
second  floor  that  increases  the  degree  of  non-compliance 
in  floor  area  ratio. 

PREMISES  AFFECTED — 488  Madison  Avenue,  north¬ 
west  corner  of  East  51st  Street,  Block  1287,  Lot  14,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Kenneth  Singer. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 


THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
February  4,  1969,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  February 
4,  1969,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  February  4,  1970.”  (Alt.  1232-68) 


815-68-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Bacarol  Realty  Corporation,  owner. 

SUBJ  ECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  February  4,  1970 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  11-412  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-3  and  R5  district,  the  en¬ 
largement  in  lot  area  and  floor  area  of  an  existing  re¬ 
frigeration  service  and  repair  establishment  previously 
before  the  Board. 

PREMISES  AFFECTED— 70-84  Sullivan  Street,  north 
side,  57  feet,  2  inches  east  of  Van  Brunt  Street,  115  to 
119  King  Street,  Block  556,  Lot  15  (tentative)  formerly 
Lots  15,  43,  45,  46;  present  Lots  15,  42,  47,  48,  50  and  49, 
Borough  of  Brooklyn. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  Q 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
February  4,  1969,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  February 
4,  1969,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  February  4,  1970.”  (Alt.  1744-68) 


872-68-BZ 

APPLICANT — H.  M.  Cole  for  Astor  Place  Holding  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  February  11, 
1970— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  72-21  and  Special  Per¬ 
mit  under  Sections  73-19  and  73-52  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  C6-2  and  Ml -5  district,  the  erection 
of  a  seven  story  community  facility  and  school  building 
that  exceeds  the  permitted  height  and  front  wall  and  ex¬ 
tends  into  the  Ml -5  district. 

PREMISES  AFFECTED — 22-36  Astor  Place,  southwest 
corner  of  Cooper  Square,  Block  544,  Lot  22,  Borough  of 
Manhattan. 
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APPEARANCES— 

For  Applicant:  Jerry  Gillman. 

ACTION  OF  BOARD— Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
February  11,  1969,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  February 
11,  1969,  only  as  to  the  time  to  complete  the  work,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
two  years  from  February  11,  1970.”  (N.B.  95-68) 


446-69-BZ 

APPLICANT — Albert  Melniker  for  Rosemear  Enterprises, 
Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition,  under  Section 
73-14  of  the  Zoning  Resolution,  to  permit  in  an  R3-2  dis¬ 
trict,  the  installation  of  a  sewage  pumping  station. 

PREMISES  AFFECTED — 155  Amador  Street,  northeast 
corner  of  South  Avenue,  Block  1670,  Lot  13,  Mariners 
Harbor,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
October  28,  1969,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
28,  1969,  so  that  as  amended  the  resolution  shall  read: 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  each  and  every  one  of  the  required 
findings  and  grants  a  Special  Permit  under  Section  73-14 
to  permit  in  an  R3-2  district  the  installation  of  a  sewage 
pumping  station  on  condition  that  all  work  shall  substan¬ 
tially  conform  to  drawings  filed  with  this  application 
and  marked  “Received  July  29,  1969,”  four  sheets;  on 
further  condition  that  all  laws,  rules  and  regulations 
shall  be  complied  with  and  that  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  reso¬ 
lution.”  (N.  B.  821-69) 


244-69-BZ 

APPLICANT — Arthur  J.  McGee  for  Webster  Schott, 
owner,  Suweb  Corp. 

SUBJECT — Application  May  2,  1969 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-1  and  Cl-2  district,  the 


erection  of  a  one  story  enlargement  to  an  existing  building, 
to  be  used  as  a  factory  that  extends  into  the  Cl-2  district. 
PREMISES  AFFECTED — 50-30  to  50-36  69th  Place,  west 
side,  119.3  feet  north  of  51st  Avenue,  Block  2438,  Lots 
36,  37,  39  and  40,  Elmhurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  John  P.  Morsellino. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  March  3,  1970,  at 
10  A.M.  at  the  request  of  the  applicant.  Applicant  to  file 
additional  information.  Hearing  closed ;  previously  in¬ 
spected. 


534-69-BZ 

APPLICANT — Allen  H.  Feinberg  for  Harold  Tepitz, 
owner. 

SUBJECT — Application  September  11,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection 
of  a  front  and  rear  enlargement  to  an  existing  three  story 
building  that  increases  the  degree  of  non-compliance  in 
floor  area  ratio  and  encroaches  on  the  required  front,  side 
and  rear  yards. 

PREMISES  AFFECTED — 1834  Rockaway  Parkway,  west 
side,  100  feet  north  of  Avenue  M,  Block  8261,  Lot  66,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Allen  H.  Feinberg. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  25,  1970,  at 
10  A.M.  for  decision;  applicant  to  file  financial  statement, 
and  confer  with  Dept,  of  Buildings ;  previously  inspected ; 
hearing  closed. 


581-69-BZ 

APPLICANT — Hannibal  F.  Zumbo  for  Flatbush  Pontiac 
Incorporated,  owner;  Flatpon  Realty  Corporation,  lessee. 

SUBJECT — Application  October  8,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-50 
of  the  Zoning  Resolution,  to  permit  in  an  Ml-1  and  R6 
district,  the  enlargement  in  area  of  an  existing  off  site 
accessory  parking  facility. 

PREMISES  AFFECTED — 270  Winthrop  Street,  south 
side,  192  feet,  6  inches  west  of  Nostrand  Avenue,  671-675 
Parkside  Avenue,  Block  5050,  Lots  33,  60  and  62,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Hannibal  F.  Zumbo. 

For  Opposition:  Jean  Cole,  Edwin  C.  Harling  and  Allan 
Fagan. 

ACTION  OF  BOARD — Laid  over  to  February  25,  1970, 
at  10  A.M.  for  decision ;  hearing  closed. 


584-69-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Alexander  Muss 
— 345  Company  (contract  vendee),  owner. 

SUBJECT — Application  October  8,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City  Charter, 
to  permit  in  a  C6-4  district,  the  erection  of  a  32  story 
office  building  that  exceeds  the  permitted  floor  area  ratio, 
encroaches  on  the  required  tower  area  and  tower  setback. 

PREMISES  AFFECTED — 339-347  Broadway,  86-96 

Leonard  Street,  southwest  corner,  Block  173,  Lots  23,  24, 
27,  30,  31,  Borough  of  Manhattan. 
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APPEARANCES— 

For  Applicant :  Samuel  J.  Kisseloff. 

For  Opposition :  None. 

For  Administration:  Mark  A.  Levine,  City  Planning 

Commission. 

ACTION  OF  BOARD — Laid  over  to  February  25,  1970,  at 
10  A.M.  at  the  request  of  the  applicant  to  furnish  addi¬ 
tional  material. 


601-69-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Ford  Leasing  De¬ 
velopment  Company,  owner;  Banner  Ford,  lessee. 

SUBJECT — Application  October  13,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  11-413 
of  the  Zoning  Resolution,  to  permit  in  an  C2-2  and  R5 
district,  on  a  plot  previously  before  the  Board,  in  con¬ 
junction  with  the  erection  of  an  automobile  showroom,  the 
enlargement  in  lot  area  for  used  car  sales  and  accessory 
parking  extending  into  the  R5  district. 

PREMISES  AFFECTED— 2531  to  2547  East  Tremont 
Avenue,  north  side,  57.41  feet  east  of  Lurting  Avenue, 
Block  4069,  Lots  23  and  24,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  February  25,  1970,  at 
10  A.M.  for  decision ;  applicant  to  file  revised  drawings ; 
hearing  closed ;  previously  inspected. 


663-69-BZ 

APPLICANT — Harry  Soled  for  Frank  Patrone  and  Estate 
of  Elizabeth  Goodman,  Frank  Patrone — Executor,  owners. 

SUBJECT — Application  November  10,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C6-1  district,  the  combining 
of  two  adjoining  structures  and  the  extension  of  the  exist¬ 
ing  metal  products  manufacturing  establishment. 

PREMISES  AFFECTED — 521-523  Atlantic  Avenue,  north 
side,  61  feet  east  of  3rd  Avenue,  Block  180,  Lots  61  and 
62,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Harry  Soled, 

For  Opposition:  None. 

For  Administration :  Marvin  Goldberg,  Housing  and  De¬ 
velopment  Administration. 

ACTION  OF  BOARD — Laid  over  to  February  25,  1970,  at 
10  A.M.  Applicant  to  submit  information  requested  and 
drawings  showing  how  the  facade  will  be  changed.  Hear¬ 
ing  continued ;  previously  inspected. 


734-69-BZ 

APPLICANT — Charles  F.  Murphy  for  Braemle  Realty 
Corporation,  owner. 

SUBJECT — Application  December  12,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  in  an  R4  district,  on 
a  plot  previously  before  the  Board,  the  erection  of  a  six 
story  office  building  that  exceeds  the  permitted  floor  area 
ratio,  penetrates  the  sky  exposure  plane  and  has  less  than 
the  required  accessory  parking. 

PREMISES  AFFECTED— 163-01  to  163-19  Horace  Hard¬ 
ing  Expressway,  north  side  from  163rd  Street  to  164th 
Street,  Block  6741,  Lot  1,  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Charles  F.  Murphy  and  Stuart  Welsh. 
For  Opposition :  Anna  Pelligrino,  Jean  Schwartz,  A. 


Boravolonta,  Andrew  J.  Kavansky  and  George  Lai. 

For  Administration:  E.  Gross,  Dept,  of  Commerce. 
ACTION  OF  BOARD — Laid  over  to  February  25,  1970,  at 
10  A.M.  Applicant  to  submit  additional  information.  Hear¬ 
ing  continued;  previously  inspected. 


563-69-BZ 

APPLICANT — Charles  F.  Murphy  for  George’s  Carriers, 
Incorporated,  owner. 

SUBJECT — Application  October  3,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  and  R5  district,  the 
enlargement  in  area  of  an  existing  parking  lot  previously 
before  the  Board. 

PREMISES  AFFECTED— 62-39  to  62-55  Forest  Avenue, 
east  side,  218  feet  south  of  Metropolitan  Avenue,  62-44 
to  62-50  60th  Street,  Block  3492,  Lots  25,  28,  55,  59  (28T), 
Ridgewood,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Charles  F.  Murphy. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
January  27,  1970,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  February  10,  1970;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  25,  1969,  acting  on  Alt.  Applic.  834/1969, 
reads : 

“3.  Proposed  extension  to  parking  lot  in  bed  of 
mapped  street  is  contrary  to  Sec.  35,  Art.  3  Gen.  City 
Law,  and  B.  S.  &  A.  Cal.  #1696-61-A  and  Cal.  #807- 
61-BZ. 

4.  Proposed  extension  of  parking  lot  in  a  C2-R4 
Zone  is  contrary  to  Sec.  32-25  Z.  R.  and  B.  S.  &  A.  Cal. 
#807-61-BZ.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  11-412  of  the  Zoning  Reso¬ 
lution,  the  enlargement  of  the  present  area  of  the  site. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  permit  under  Section  11-412  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  a  C2-2  and  R5  district,  the  enlargement 
in  area  of  an  existing  parking  lot  previously  before  the 
Board,  on  condition  that  all  work  shall  substantially  conform 
to  drawings  filed  with  this  application  and  marked  “Re¬ 
ceived  October  3,  1969,”  2  sheets,  and  “February  3,  1970,” 
3  sheets ;  on  further  condition  that  masonry  wall  fronting  on 
Forest  Avenue  be  repaired  and  restored  to  its  original  height ; 
that  trucking  operations  on  the  premises  be  limited  to  week¬ 
days  between  the  hours  of  8  A.M.  to  6  P.M. ;  on  further  con¬ 
dition  that  no  further  enlargement  of  these  premises  will  be 
considered  by  the  Board ;  and  that  all  laws,  rules  and  regula¬ 
tions  applicable  shall  be  complied  with,  and  that  substantial 
construction  be  completed  within  one  year  from  the  date  of 
this  resolution. 


564-69-A 

APPLICANT — Charles  F.  Murphy  for  George’s  Carriers, 
Incorporated,  owner. 
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SUBJECT — Application  October  3,  1969 — Filed  pursuant  to 
Section  35,  Art.  3  of  the  General  Law  re-  parking  lot 
in  bed  of  mapped  street. 

PREMISES  AFFECTED— 62-39  to  62-55  Forest  Avenue, 
east  side,  218  feet  south  of  Metropolitan  Avenue,  62-44 
to  62-50  60th  Street,  Block  3492,  Lots  25,  28,  55,  59  (28T), 
Ridgewood,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Charles  F.  Murphy. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  25,  1969  on  Alt.  Applic.  834-69,  reads : 

“3.  Proposed  extension  to  parking  lot  in  bed  of 
mapped  street  is  contrary  to  Sec.  35,  Art.  3  Gen.  City 
Law  &  B.  S.  &  A.  Cal.  #  1696-61-A  &  Cal.  #807- 
61-BZ.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  25,  1969,  acting  on  Alt.  Applic.  834-69,  Ob¬ 
jection  No.  3,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  35  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  all  the  conditions  of  the  resolution  adopted  this  day 
under  Calendar  Number  563-69-BZ  be  complied  with. 


582-69-BZ 

APPLICANT — Benjamin  Zlochower  for  Estate  of  Max 
Sakow,  owner. 

SUBJECT — Application  October  8,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  two  story  and  basement,  two  family  dwelling  that 
exceeds  the  permitted  floor  area  ratio  and  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room. 
PREMISES  AFFECTED — 2060  Muliner  Avenue,  east  side, 
180  feet  north  of  Brody  Avenue,  Block  4298,  Lot  13,  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Benjamin  Zlochower  and  Walter  Sakow. 
For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  January  27,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  10,  1970;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  6,  1969,  acting  on  N.B.  Applic.  274/1967, 
reads : 

“1.  Proposed  building,  for  two  families,  located  in 
R3-2  district,  with  less  than  the  required  open  space 
and  with  floor  area  ratio  in  excess  of  .50  Violates 
Sect.  23-141  of  Amended  Zoning  Resolution. 


2.  Proposed  building  with  less  than  the  required  lot 
area  per  room  Violates  Sect.  23-222  of  Amended  Zoning 
Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  72-21  of  the  Zoning  Resolution,  and  that  the 
applicant  is  therefore  entitled  to  relief  on  the  ground  of  prac¬ 
tical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R3-2  district,  the  erection  of  a  two-story  and  basement 
two-family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  and  has  less  than  the  required  open  space  ratio  and 
lot  area  per  room,  on  condition  that  all  work  shall  sub¬ 
stantially  conform  to  drawings  filed  with  this  application 
and  marked  “Received  October  6,  1969,”  6  sheets ;  that  all 
laws,  rules  and  regulations  applicable  shall  be  complied 
with,  and  that  substantial  construction  shall  be  completed 
within  one  year  from  the  date  of  this  resolution. 


583-69-BZ 

APPLICANT — Benjamin  Zlochower  for  Estate  of  Max 
Sakow,  owner. 

SUBJECT — Application  October  8,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  two  story  and  basement  two  family  dwelling  that 
exceeds  the  permitted  floor  area  ratio,  and  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room. 
PREMISES  AFFECTED — 2058  Muliner  Avenue,  east  side, 
150  feet  north  of  Brody  Avenue,  Block  4298,  Lot  12, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Benjamin  Zlochower  and  Walter  Sakow. 
For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
January  27,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  10,  1970;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  6,  1969,  acting  on  N.  B.  Applic.  273/1967, 
reads : 

“1.  Proposed  building,  for  two  families,  located  in 
R3-2  district,  with  less  than  the  required  open  space  and 
with  floor  area  ratio  in  excess  of  .50  Violates  Sect. 
23-141  of  Amended  Zoning  Resolution. 

2.  Proposed  building  with  less  than  the  required 
lot  area  per  room  Violates  Sect.  23-222  of  Amended 
Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli- 
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cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R3-2  district,  the  erection  of  a  two-story  and  basement 
two-family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  and  has  less  than  the  required  open  space  ratio  and 
lot  area  per  room,  on  condition  that  all  work  shall  sub¬ 
stantially  conform  to  drawings  filed  with  this  application 
and  marked  “Received  October  6,  1969,”  6  sheets ;  that  all 
laws,  rules  and  regulations  applicable  shall  be  complied  with, 
and  that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  resolution. 


590-69-BZ 

APPLICANT — Charles  F.  Murphy  for  James  Bergen, 
owner. 

SUBJECT — Application  October  10,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection  of 
a  one  story  building  for  use  as  a  contractors  establish¬ 
ment. 

PREMISES  AFFECTED — 50-06  38th  Street,  southwest 
corner  of  Greenpoint  Avenue,  Block  234,  Lot  13,  Long 
Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Charles  F.  Murphy  and  Hugh  P.  Fox. 
For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  January  20,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  3,  1970;  then  to  February 
10,  1970;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  18,  1969,  acting  on  N.  B.  Applic.  1146/ 
1969,  reads : 

“1.  Proposed  Contractor’s  Establishment  (Use 
Group  16)  in  a  R4  district  is  contrary  to  Sec.  32-25  Z.R. 

2.  As  there  are  no  bulk  or  parking  regulations  for 
a  Commercial  Building  in  a  R4  district,  application  is 
referred  to  the  Board  of  Standards  &  Appeals.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  72-21  of  the  Zoning  Resolution,  and  that  the 
applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R4  district,  the  erection  of  a  one-story  building  for  use 
as  a  contractor’s  establishment,  on  condition  that  all  work 
shall  substantially  conform  to  drawings  filed  with  this  ap¬ 
plication  and  marked  “Received  October  10,  1969,”  11  sheets; 
on  further  condition  that  this  variance  be  solely  for  the  use 
of  an  electrical  contractor’s  establishment;  that  the  hours  of 


operation  be  limited  to  weekdays  between  the  hours  of  8 
A.M.  to  6  P.M. ;  that  all  laws,  rules  and  regulations  appli¬ 
cable  shall  be  complied  with;  and  that  substantial  construc¬ 
tion  be  completed  within  one  year  from  the  date  of  this 
resolution ;  and  that  the  signs  on  the  premises  conform  to  the 
requirements  of  a  Cl  district. 


593-69-BZ 

APPLICANT — Charles  M.  Spindler  for  Mutual  Benefit  Life 
Insurance,  Incorporated  and  Carmine  J.  Panzera,  owners ; 
Shell  Oil  Company,  lessee. 

SUBJECT — Application  October  15,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and 
73-11  (g)  of  the  Zoning  Resolution,  to  permit  in  a  C2-2  dis¬ 
trict,  the  enlargement  in  lot  area  and  reconstruction  of  an 
automotive  service  station  with  accessory  uses  previously 
before  the  Board. 

PREMISES  AFFECTED — 108-13  Atlantic  Avenue,  north¬ 
west  corner  of  108th  Street,  Block  9315,  Lot  23,  29,  Rich¬ 
mond  Hill,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
January  20,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  3,  1970;  then  to  February 
10,  1970;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  16,  1969,  acting  on  N.B.  Applic.  1115/1969, 
reads : 

“1.  Erection  of  a  new  building  and  increasing  the 
area  of  an  existing  lot  used  for  an  Automotive  Service 
Station  Use  Group  16  which  is  a  non-conforming  use 
in  a  C2-2  zone  approved  by  the  Board  of  Standards  and 
Appeals  under  B.S.&A.  Cal.  No.  866-48-BZ  II  is  re¬ 
ferred  back  to  the  Board  of  Standards  and  Appeals.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  11-412  of  the  Zoning 
Resolution  the  enlargement  of  lot  area  and  reconstruction  of 
the  present  building. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
herby  permit  under  Section  11-412  of  the  Zoning  Resolution, 
to  permit  in  a  C2-2  district,  the  enlargement  in  lot  area  and 
reconstruction  of  an  automotive  service  station  with  accessory 
uses,  previously  before  the  Board,  on  condition  that  all  work 
shall  substantially  conform  to  drawings  filed  with  this  ap¬ 
plication  and  marked  “Received  October  15,  1969,”  2  sheets, 
“January  28,  1970,”  one  sheet,  and  “February  4,  1970,”  one 
sheet;  on  further  condition  that  a  certified  copy  of  the  ap¬ 
proved  plan  and  a  copy  of  this  resolution  be  permanently 
posted  in  the  office  of  the  building;  that  all  other  laws,  rules 
and  regulations  applicable  shall  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


598-69-BZ 

APPLICANT — Aaron  Halpern  for  James  P.  Clark,  owner. 
SUBJECT — Application  October  20,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon- 
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ing  Resolution,  to  permit  in  an  R3-1  district,  on  a  plot  with 
less  than  the  required  lot  area  and  lot  width,  the  erection 
of  a  two  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room  and  encroaches  on  the 
required  side  yard. 

PREMISES  AFFECTED — 17-34  154th  Street,  west  side, 
66.01  feet  south  of  17th  Road,  Block  4704,  Lot  39,  White- 
stone,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Aaron  Halpern. 

For  Opposition:  Burton  Citak,  William  Ferrante  and 
Gabriele  Testani. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
January  13,  1970,  after  due  notice  by  publication  in  the  Bulle¬ 
tin  ;  laid  over  to  January  27,  1970;  then  to  February  10,  1970; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  6,  1969,  acting  on  N.B.  Applic.  1162/1969, 
reads : 

“1.  Proposed  size  of  building  contrary  to  the  F.A.R. 
and  O.S.R.  requirements  of  Sec  23-141  Z.R. 

2.  Lot  area  insufficient  as  to  room  count,  contrary 
to  Sec.  23-222  Z.R. 

3.  The  minimum  lot  area  and  lot  width  is  contrary 
to  Sec.  23-32  Z.R. 

4.  The  building  projects  into  required  side  yards, 
contrary  to  Sec.  23-46  Z.R.” 

Whereas,  the  premises  and  surrounding  area  were  in- 
pected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R3-2  district,  on  a  plot  with  less  than  the  required  lot 
area  and  lot  width,  the  erection  of  a  two-story,  two-family 
dwelling  that  exceeds  the  permitted  floor  area  ratio,  has  less 
than  the  required  open  space  ratio  and  lot  area  per  room 
and  encroaches  on  the  required  side  yard,  on  condition  that 
all  work  shall  substantially  conform  to  drawings  filed  with 
this  application  and  marked  “Received  October  20,  1969,” 
5  sheets ;  that  all  laws,  rules  and  regulations  applicable  shall 
be  complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


599-69-BZ 

APPLICANT — Aaron  Halpern  for  James  P.  Clark,  owner. 

SUBJECT — Application  October  20,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-1  district,  on  a  plot 
with  less  than  the  required  lot  area,  the  erection  of  a  two 
story,  two  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  open  space  ratio  and 
lot  area  per  room  and  encroaches  on  the  required  side  yard. 


PREMISES  AFFECTED— 151-84  17th  Road,  southwest 
corner  of  154th  Street,  Block  4704,  Lot  40,  Whitestone, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Aaron  Halpern. 

For  Opposition:  Burton  Citak,  William  Ferrante  and 
Gabriele  Testani. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  January  13,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  27,  1970;  then  to  February 
10,  1970;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  6,  1969,  acting  on  N.B.  Applic.  1163/1969, 
reads : 

“1.  Proposed  size  of  Building  contrary  to  the  F.A.R. 
and  O.S.R.  requirements  of  Sec.  23-141  Z.R. 

2.  Lot  area  insufficient  as  to  room  count,  contrary 
to  Sec.  23-222  Z.R. 

3.  The  minimum  lot  area  is  contrary  to  Sec.  23-32 

Z.R. 

4.  Building  projecting  into  required  side  yards  is 
contrary  to  Sec.  23-46  Z.R.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
.hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R3-1  district,  on  a  plot  with  less  than  the  required  lot 
area  and  lot  width,  the  erection  of  a  two-story,  two-family 
dwelling  that  exceeds  the  permitted  floor  area  ratio,  has  less 
than  the  required  open  space  ratio  and  lot  area  per  room 
and  encroaches  on  the  required  side  yard,  on  condition  that 
all  work  shall  substantially  conform  to  drawings  filed  with 
this  application  and  marked  “Received  October  20,  1969,” 
5  sheets ;  that  all  laws,  rules  and  regulations  applicable  shall 
be  complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


600-69-BZ 

APPLICANT — Aaron  Halpern  for  James  P.  Clark,  owner. 

SUBJECT — Application  October  20,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-1  district,  on  a  plot 
with  less  than  the  required  lot  area,  the  erection  of  a  two 
story,  two  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  open  space  ratio  and 
lot  area  per  room  and  encroaches  on  the  required  side  yard. 

PREMISES  AFFECTED — 151-80  17th  Road,  south  side,  50 
feet  west  of  154th  Street,  Block  4704,  Lot  42,  Whitestone, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Aaron  Halpern. 

For  Opposition :  Burton  Citak,  William  Ferrante  and 
Gabriele  Testani. 
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ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  January  13,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  27,  1970;  then  to  February 
10,  1970;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  6,  1969,  acting  on  N.B.  Applic.  1164/1969, 
reads : 

“1.  Proposed  size  of  Building  contrary  to  the 
F.A.R.  and  O.S.R.  requirements  of  Sec.  23-141  Z.R. 

2.  Lot  area  insufficient  as  to  room  count  and  is 
contrary  to  Sec  23-222  Z.R. 

3.  The  minimum  lot  area  is  contrary  to  Sec.  23-32 

Z.R. 

4.  The  Building  projects  into  required  side  yards 
is  contrary  to  Sec.  23-46  Z.R.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  R3-2  district,  on  a  plot  with  less  than  the 
required  lot  area  and  lot  width,  the  erection  of  a  two-story, 
two-family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio  and  lot 
area  per  room  and  encroaches  on  the  required  side  yard, 
on  condition  that  all  work  shall  substantially  conform  to 
drawings  filed  with  this  application  and  marked  “Received 
October  20,  1969,”  5  sheets;  that  all  laws,  rules  and  regula¬ 
tions  applicable  shall  be  complied  with,  and  that  substantial 
construction  be  completed  within  one  year  from  the  date 
of  this  resolution. 


646-69-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Gulf  Oil  Corporation,  owner. 

SUBJECT — Application  October  23,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl -2  district,  the  rearrange¬ 
ment  and  structural  alterations  of  an  automotive  service 
station  previously  before  the  Board. 

PREMISES  AFFECTED — 72-01  to  (72-19  Main  Street 
official),  144-02  to  144-08  72nd  Avenue,  southeast  corner, 
72-02  to  72-20  Vleigh  Place,  Block  6660,  Lot  1,  Flushing, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative : 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  February  10,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  16,  1969,  acting  on  Alt.  Applic.  1109/1969, 
reads : 

“1.  Proposal  to  remove  a  portion  of  the  existing 
building  and  altering  remaining  portion  by  erecting  a 
new  roof  and  new  front  wall,  and  proposed  change  in 
gasoline  pumps  and  addition  of  new  30'-0"  curb  cut, 
on  a  lot  presently  located  in  a  Cl-2  district  mapped 
within  an  R4  district,  previously  subject  of  Board  of 
Standards  and  Appeals  variance  under  Cal.  #340-41- 
BZ,  are  not  permitted  as  of  right  under  Sect.  32-00  of  the 
Zoning  Resolution  and  is  therefore  referred  back  to  the 
Board  as  per  Sect.  11-41  Z.R. 

“2.  Proposed  structural  alteration  to  existing  struc¬ 
ture  occupied  by  a  non-conforming  use  is  contrary  to 
Sect.  52-22  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  11-412  of  the  Zoning  Reso¬ 
lution  the  extension  of  the  present  building. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  permit  under  Section  11-412  of  the  Zoning  Resolu¬ 
tion,  in  a  Cl-2  district,  the  rearrangement  and  structural 
alteration  of  an  automotive  service  station  previously  before 
the  Board,  on  condition  that  all  work  shall  substantially 
conform  to  drawings  filed  with  this  application  and  marked 
“Received  December  11,  1969,”  4  sheets;  on  further  condi¬ 
tion  that  a  curb  and  a  sidewalk  be  installed  along  the  entire 
frontage  of  Vleigh  Place  in  accordance  with  the  standards 
of  the  Department  of  Highways ;  on  further  condition  that 
a  certified  copy  of  the  approved  plans  and  this  resolution  be 
posted  permanently  in  the  office  of  the  service  station;  that 
all  laws,  rules  and  regulations  applicable  shall  be  complied 
with,  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 


706-69-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Jeffrey  Aaron, 
Et  als,  owner;  Brooklyn  Public  Library,  lessee. 

SUBJECT — Application  December  10,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  11-413  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R8  district,  in  an  existing 
one  story  building  previously  before  the  Board,  the  change 
in  occupancy  from  storage  and  warehouse  for  housewares 
to  a  book  distribution  center  for  the  Brooklyn  Public 
Library. 

PREMISES  AFFECTED — 109-111  Montgomery  Street, 
north  side,  109.5  feet  cast  of  Washington  Avenue,  Block 
1190,  Lot  61,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  . .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
February  10  1970,  after  due  notice  by  publication  in  the 
0  Bulletin ;  and 
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Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  18,  1969,  acting  on  Alt.  Applic.  1832/1969, 
reads : 

“1.  Proposed  uses  of  offices,  storage,  sorting,  label¬ 
ing  and  cataloguing  of  public  library  books  in  a  R8 
district  are  not  listed  in  Zoning  Resolution. 

2.  Proposed  change  of  occupancy  from  storage  and 
warehouse  of  housewares  and  toys  to  offices,  storage, 
sorting,  labeling  and  cataloguing  of  public  library  books 
deviates  from  B.S.  &  A.  variance  under  Cal.  #218-24- 
BZ,  adopted  on  7-20-65,  and  shall  be  referred  to  the 
Board  for  reconsideration.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  11-413  of  the  Zoning  Reso¬ 
lution,  the  change  in  use  of  the  present  building. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  permit  under  Section  11-413  of  the  Zoning  Resolu¬ 
tion,  in  an  R8  district,  in  an  existing  one-story  building 
previously  before  the  Board,  the  change  in  occupancy  from 
storage  and  warehouse  to  a  book  distribution  center  for  the 
Brooklyn  Public  Library,  on  condition  that  all  work  shall 
substantially  conform  to  drawings  filed  with  this  applica¬ 
tion  marked  “Received,  December  10,  1969,”  three  sheets; 
on  further  condition  that  this  permit  shall  be  in  effect  only 
so  long  as  the  premises  are  being  occupied  by  the  Brooklyn 
Public  Library;  that  all  other  laws,  rules  and  regulations 
applicable  shall  be  complied  with,  and  that  substanital  con¬ 
struction  shall  be  completed  within  one  year  from  the  date 
of  this  resolution. 


707-69-A 

APPLICANT — Leonard  F.  Rothkrug  for  Jeffrey  Aaron, 
Et  als,  owner  Brooklyn  Public  Library,  lessee. 

SUBJECT — Application  December  10,  1969 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  com¬ 
mercial  building. 

PREMISES  AFFECTED— 109-111  Montgomery  Street, 
north  side,  109.5  feet  east  of  Washington  Avenue,  Block 
1190,  Lot  61,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  14,  1969  on  Alt.  Applic.  1832-69,  reads: 

“3.  Proposed  commercial  building  with  an  area  ex¬ 
ceeding  10,000  sq.  ft.  in  a  Class  3  structure,  is  contrary 
to  4.2.1.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  November  14,  1969,  acting  on  Alt. 
Applic.  1832-69  Objection  No.  3  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  building  shall  substantially  comply  with  the  drawings 
filed  with  Cal.  #7 06-69-BZ ;  on  further  condition  that  a 
smoke  detection  system  with  a  central  office  connection  be 
installed  throughout  the  premises,  that  the  conditions  of  the 
resolution  adopted  this  day  under  Cal.  #706-69-BZ  and  in 


all  other  respects  all  other  applicable  laws,  rules  and  regu¬ 
lations  be  complied  with. 


Adjourned:  12:10  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON 
FEBRUARY  10,  1970,  2  P.M. 

Present :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

385-BZY — Vol.  VI,  1590-BZY— Vol.  VII,  4059-BZY— 
Vol.  VII,  1556-BZY— Vol.  VI,  and  3541-BZY— Vol.  VI 
through  3560-BZY — Vol.  VI. 

ACTION  OF  BOARD — Time  to  complete  construction  ex¬ 
tended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  Board  finds  that  in  each  of  these  cases  the 
applicants  has  met  the  requirements  of  Section  11-324  of  the 
Zoning  Resolution  for  an  additional  extension  of  time  to 
complete  construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Reso¬ 
lution,  the  additional  extension  of  time  to  complete  con¬ 
struction  to  December  15,  1970. 


2300-BZY— Vol.  VI 

ACTION  OF  BOARD — Time  to  complete  construction  ex¬ 
tended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  Board  finds  that  the  applicant  has  met  the 
requirements  of  Section  11-324  of  the  Zoning  Resolution  for 
an  additional  extension  of  time  to  complete  construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Reso¬ 
lution,  the  extension  of  time  to  complete  construction  to 
December  15,  1970,  on  condition  that  this  be  considered  a 
terminal  grant  and  no  further  application  for  extensions  of 
time  will  be  entertained. 


2548-BZY— Vol.  VI  and  2549A-BZY— Vol.  VI 

ACTION  OF  BOARD— Time  to  complete  construction  ex¬ 
tended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  Board  finds  that  in  each  of  these  cases  the 
applicant  has  met  the  requirements  of  Section  11-324  of  the 
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Zoning  Resolution  for  an  additional  extension  of  time  to 
complete  construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Reso¬ 
lution,  the  additional  extension  of  time  to  complete  con¬ 
struction  to  December  15,  1970,  on  condition  that  no  further 
extensions  of  time  will  be  considered  by  the  Board. 


1905-BZY — Vol.  VI 

ACTION  OF  BOARD — Laid  over  to  February  25,  1970, 
at  2  P.M.,  for  additional  information. 

984-57-SA 

APPLICANT — Tokheim  Corporation,  owner. 
APPEARANCES— 

For  Applicant :  A.  Kolenik. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
984-57-SA — Amendment  to  resolution  as  to  additional  dis¬ 
pensers. 

Tokheim  Corporation,  New  York,  requested  that  the  reso¬ 
lution  adopted  April  15,  1958,  as  amended  at  various  times 
through  May  5,  1964,  under  Calendar  Number  984-57-SA 
be  reopened  and  amended  so  as  to  include  additional  pumps. 
PROPOSED  USE:  Dispensing  pumps. 

DESCRIPTION :  The  requested  Models  Nos.  120  and  130 
are  basically  the  same  as  the  presently  approved  pumps  ex¬ 
cept  that  the  gasket  material  is  teflon  and  the  horsepower 
rating  is  and  1  H.P.  respectively. 

INSPECTION  AND  TEST :  The  requested  models  have 
been  approved  by  the  Underwriters’  Laboratories  under  File 
MH4948. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  April  15,  1958,  as  amended 
at  various  times  through  May  5,  1964,  under  Calendar  Num¬ 
ber  984-57-SA  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Num¬ 
ber.  Failure  to  notify  the  Board  of  change  of  ownership, 
change  of  address  or  to  submit  the  annual  affidavit  will  be 
cause  for  revocation  of  approval. 

(Sgd.)  Ira  Kalis  h,  P.E., 

Deputy  Director, 
John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

73-60-SA 

APPLICANT — S.  H.  Couch  Company,  Inc  .,  owner. 


SUBJECT — Couch  Modular  Fire  Alarm  Systems,  approval 
of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  disapproved. 

THE  VOTE  TO  APPROVE— 

Affirmative: .  q 

Negative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
73-60-SA — S.  H.  Couch  Company,  Inc.,  North  Quincy, 
Massachusetts,  filed  for  approval  of  the  Couch  Modular  Fire 
Alarm  Systems  under  the  provisions  of  the  Board’s  Rules 
Governing  the  Installation  of  Interior  Fire  Alarm  Signal 
Systems.  The  application  was  set  for  hearing  December  3, 
1968  with  the  Committee  recommendation  that  the  applica¬ 
tion  be  denied.  The  application  was  laid-over  without  date 
at  the  request  of  the  applicant. 

PROPOSED  USE:  Systems  for  communicating  alarms  of 
fire. 

DESCRIPTION:  I  he  Couch  Modular  Fire  Alarm  Sys¬ 
tems  are  non-coded  and  coded  types,  automatic  or  manual 
in  operation  including  control  panels,  sending  stations  and 
alarm  signals,  such  as  horns,  vibrating  bells  and  single  stroke 
bells. 

INSPECTION  AND  TEST:  This  equipment  was  inspected 
and  tested  at  652  First  Avenue,  New  York,  by  Ass’t.  Engi- 
neei  G.  F.  Sklenarik  and  Supervising  Electrical  Inspector 
William  Mangan  of  the  Fire  Department.  The  Fire  De¬ 
partment  submitted  a  report,  dated  October  20,  1960,  listing 
numerous  objections  to  this  equipment  based  on  the  Board’s 
Interior  Fire  Alarm  Rules. 

The  applicant  submitted  a  letter,  dated  November  3,  1960, 
stating  that  they  were  preparing  to  make  changes  in  their 
equipment  and  would  make  arrangements  for  another  meet¬ 
ing  with  the  Fire  Department  and  representative  of  the 
Board. 

According  to  our  record  however,  nothing  further  was 
done  up  to  January  15,  1970. 

RECOMMENDATION :  The  Committee  on  Test  there¬ 
fore  recommends  that  the  application  for  approval  of  the 
Couch  Modular  Fire  Alarm  Systems  be  denied. 

(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  disapprove  this  application. 


825-60-SM 


APPLICANT — National  Gypsum  Company,  owner. 
APPEARANCES— 

For  Applicant:  Gerald  F.  Brandman. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


THE  VOTE— 


Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 

0 
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THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
825-60-SM — Amendment  to  resolution  as  to  additional  trade 
names. 

National  Gypsum  Company,  Buffalo,  N.  Y.,  requested  that 
the  resolution  adopted  April  2,  1963  as  amended  June  25, 
1963  under  Calendar  Number  825-60-SM  be  reopened  and 
amended  so  as  to  permit  the  panels  to  be  marketed  under 
additional  trade  names. 

PROPOSED  USE:  Incombustible  interior  panel  and  ex¬ 
terior  soffet  panel. 

DESCRIPTION :  There  has  been  no  change  in  the  ma¬ 
terials  used  nor  in  the  method  of  manufacture  of  the  asbestos 
cement  sheets.  The  request  is  to  permit  the  panels  to  be 
marketed  under  additional  trade  names. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  April  2,  1963  as  amended 
June  25,  1963  under  Calendar  Number  825-60-SM  be  re¬ 
opened  and  amended  so  as  to  permit  the  approved  panels  to 
be  marketed  by  the  following  companies  under  their  respec¬ 
tive  trade  names : 

Conwed  Corporation — Lo-Tone  Asbestos  Board 
Johns-Manville  Sales  Corporation— J  M  Perforated 
Transite  Panels 

Celotex  Corporation— Perforated  Asbestos  Board 
Keene  Corporation — Perforated  Asbestos  Board. 

on  condition,  that  the  requirements  of  the  resolution  adopted 
April  2,  1963  as  amended  June  25,  1963  under  Calendar 
Number  825-60-SM  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


227-63-SA 

APPLICANT — Crane  Company,  owner. 

APPEARANCES— 

For  Applicant:  John  F.  Canyock. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
227-63-SA — Crane  Company,  Johnstown,  Penna.,  filed  for 
approval  of  the  Crane  Oil  Burner,  Model  NB4  with  suf¬ 
fixes  A3,  Bl,  B2,  C2,  C4,  Dl,  D4,  under  the  provisions  of 
the  Oil  Burner  Rules  of  the  Board.  The  application  was 
subject  for  dismissal  July  2,  1968  but  was  removed  from 


the  dismissal  list  and  referred  back  to  the  engineering 
division. 

PROPOSED  USE:  Gun  type  oil  burner. 

DESCRIPTION :  The  burner  is  designed  to  burn  No.  2 
fuel  oil  and  is  intended  for  domestic  or  commercial  installa¬ 
tion. 

The  firing  rate  ranges  from  0.90  to  2.95  gallon  per  hour. 
INSPECTION  AND  TEST :  The  burner  has  been  ap¬ 
proved  by  the  Underwriters’  Laboratories  under  MP1998. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Crane  Oil  Burner,  Model  NB4 
with  suffixes  A3,  Bl,  B2,  C2,  C4,  Dl,  D4,  for  use  in  New 
York  City  when  installed  in  accordance  with  the  Oil  Burner 
Rules  of  the  Board  and  Article  14  of  the  Building  Code  of  the 
City  of  New  York,  on  condition  that  each  burner  bear  a 
label,  permanently  affixed,  reading  “Approved  by  the  Board 
of  Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  227-63-SA”. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  con¬ 
trols  of  the  product  manufactured,  shall  be  filed  annually 
with  this  Board,  certifying  that  such  materials,  processes 
and  controls  are  being  maintained  as  were  in  effect  at  the 
time  of  this  approval.  Failure  to  notify  the  Board  of  change 
of  ownership,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


694-64-SM 

APPLICANT — Marino  Industries  Corporation,  owner. 

APPEARANCES— 

For  Applicant :  Marino  Industries. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
694-64-SM — Amendment  to  resolution  as  to  change  of  cor¬ 
porate  name. 

Marino  Industries  Corporation,  Westbury,  New  York,  re¬ 
quested  that  the  resolution  adopted  September  28,  1965,  as 
amended  December  14,  1965,  under  Calendar  Number  694-64- 
SM  be  reopened  and  amended  so  as  to  show  a  change  of 
corporate  name. 

PROPOSED  USE:  Steel  studs  and  floor  and  ceiling  tracks. 
DESCRIPTION :  There  has  been  no  change  in  the  material 
used  nor  in  the  method  of  manufacture  of  the  studs  and 
tracks.  The  request  is  to  show  a  change  in  corporate  name 
only. 

The  applicant  has  submitted  a  certificate  from  State  of 
New  York,  Department  of  State,  Division  of  Corporations 
and  State  Records  showing  that  the  corporate  name  has 
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been  changed  from  Marino  Lathing  Supply  Company  to 
Marino  Industries  Corporation. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  September  28,  1965,  as 
amended  December  14,  1965,  under  Calendar  Number  694- 
64-SM  be  reopened  and  amended  so  as  to  show  a  change 
of  corporate  name  from  Marino  Lathing  Supply  Company 
to  Marino  Industries  Corporation,  on  condition  that  the 
requirements  of  the  resolution  adopted  September  28,  1965, 
as  amended  December  14,  1965,  under  Calendar  Number 
694-64-SM  are  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  arc  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


1025-66-SM 


APPLICANT — United  States  Gypsum  Company,  owner; 
E.  V.  Salvo,  agent. 


APPEARANCES— 

For  Applicant:  Dan  G.  Kottke. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 


Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 

0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
1025-66-SM— United  States  Gypsum  Company,  New  York, 
filed  for  approval  of  the  construction  known  as  1  Hour— 
Vs"  W/R  Firecode  C  Wood  Stud  Partition  under  the  pro¬ 
visions  of  C26-591.0  and  C26-592.0  Administrative  Building 
Code. 


DESCRIPTION:  Ihe  partition  is  a  load  bearing  wood 
stud  partition  faced  with  Vs"  Type  WR-C  gypsum  board. 

The  studs  are  spaced  16"  on  centers  and  the  Vs"  gypsum 
board  is  applied  perpendicular  to  the  studs  on  both  faces 
of  the  partition  and  attached  to  the  studs  with  6d  nails  on 
/"  centers.  All  joints  are  covered  with  joint  tape  and  joint 
compound.  The  gypsum  board  has  been  approved  under 
Calendar  Number  1228-65-SM. 

INSPECTION  AND  TEST :  A  partition  constructed  as 
herein .  described  was  tested  at  the  Underwriters’  Labora¬ 
tories  in  accordance  with  the  requirements  of  C26-591.0  and 
C26-592.0  Administrative  Building  Code.  The  construction 
successfully  met  the  fire  and  hose  stream  requirements  of  a 
one-hour  fire  resistive  load-bearing  combustible  partition. 
The  complete  Underwriters’  Laboratories  Report  R1319-84 
is  on  file  with  the  record. 

I\  LCOMMENDA ITON  :  Although  the  applicant  filed  under 
the  provisions  of  C26-591.0  and  C26-592.0  Administrative 


Building  Code,  the  Committee  on  Test  recommends  the  ap¬ 
proval  of  the  partition  known  as  1  Hour — 54"  W/R  Firecode 
C  Wood  Stud  Partition  under  the  provisions  of  C26-501.0  as 
having  met  the  requirements  of  RS  5-2  of  the  Building  Code 
of  the  City  of  New  York  for  use  as  a  one-hour  fire-resistive 
load  bearing  partition  as  permitted  in  construction  of  Group 
II — Class  II-B  as  set  forth  in  Table  3-4  of  the  Building  Code 
of  the  City  of  New  York.  All  plans  submitted  to  the  De¬ 
partment  of  Buildings  showing  the  proposed  use  of  this 
construction  shall  be  labeled  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  1025-66-SM’’. 

(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


439-67-SM 

APPLICANT — The  William  Hall  Company,  owner;  E.  J. 
Higgins,  agent. 

APPEARANCES— 

For  Applicant :  Samuel  M.  Page. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
439-67-SM — Wm.  H.  Hall  Company,  Windsor  Locks,  Conn., 
filed  for  approval  of  the  material  known  as  Hall  Fasteners, 
Zip  Clamp  7045  and  7106  and  Zip  Hook  7175  under  the 
provisions  of  C26-191.0  Administrative  Building  Code. 

PROPOSED  USE:  Clamp  to  suspend  lighting  fixtures  or 
signs  from  acoustical  tee  bars. 

DESCRIPTION:  The  Zip  Clamp  7045-54  and  7045-2)4  is 
a  five  piece  assembly  of  cadmium  plated  steel  consisting  of 
side  clamp  and  stud  weldment,  one  sliding  clamp  plate,  one 
washer  and  one  wing  nut.  The  Vs  and  2)4  refer  to  the 
stud  length.  This  clamp  fits  over  the  bottom  leg  of  the  tee 
bar  and  the  fixture  is  pulled  in  place  by  the  wing  nut. 

Zip  Clamp  710654  and  7106-1)4  consists  of  a  stud  and 
clamp  plate  bracket  and  wing  nut.  The  length  of  the  stud 
is  either  Vs"  or  1)4".  This  clamp  is  clamped  into  position 
by  means  of  a  standard  plier. 

Zip  Hook  7175-1  is  a  three  piece  cadmium  plated  steel  unit 
consisting  of  a  threaded  “J”  hook,  a  washer  and  one  wing 
nut.  This  hook  is  installed  on  the  bar  by  hooking  over  bulb 
of  the  tee. 

INSPECTION  AND  TEST:  The  applicant  has  submitted 
reports  of  test  conducted  by  the  Henry  Souther  Engineering 
Company.  The  tests  showed  failure  in  the  tee  beams  in  all 
instances.  The  minimum  load  on  the  Model  7045  to  cause 
failure  was  150  lbs.  On  the  Model  /106,  buckling  occurred 
on  the  tee  at  40  lbs.  and  on  the  Model  7175,  the  bar  collapsed 
under  a  load  of  135  lbs. 

RECOMMENDATION :  Although  the  applicant  filed  under 
the  provisions  of  C26-191.0  Administrative  Building  Code, 
the  Committee  on  Test  recommends  the  approval  of  the  ma- 
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terial  known  as  Zip  Clamp  7045-54,  7045-2J4 ;  Zip  Clamp 
710654  and  7106-1^4  and  Zip  Hook  7151-1  under  the  pro¬ 
visions  of  C26-106.0  Building  Code  of  the  City  of  New  York, 
to  suspend  lighting  fixtures  or  signs  from  acoustical  tee 
bars,  on  condition  that  the  fixture  so  suspended  shall  not 
weigh  more  than  40  lbs.,  the  clamps  or  hook  shall  not  be 
spaced  more  than  4'-0"  on  centers  when  supporting  such 
equipment  and  that  the  tee  bar  suspension  system  be  investi¬ 
gated  to  determine  its  ability  to  carry  the  lighting  fixture. 
All  cartons  in  which  the  material  is  marketed  shall  be 
labeled  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number  439-67- 
SM”. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


973-67-SM 

APPLICANT — United  States  Gypsum  Company,  owner; 
E.  V.  Salvo,  agent. 

APPEARANCES— 

For  Applicant :  Dan  G.  Kottke. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
973-67-SM — United  States  Gypsum  Company,  New  York, 
filed  for  approval  of  the  construction  known  as  MEP-Aura- 
tone  ceiling/roof  construction  under  the  provisions  of  C26- 
588,  C26-589  and  C26-590  Administrative  Building  Code. 
PROPOSED  USE:  Two-hour  fire  resistive  ceiling/roof 
construction. 

DESCRIPTION :  The  construction  consists  of  2  inch  thick 
steel-edged  tongue  and  groove  gypsum  plank  approved  under 
Cal.  310-40-SM,  supported  on  steel  joists.  The  gypsum  planks 
are  covered  with  54  inch  thick  glass  fiber  boards,  topped 
with  a  three-ply  built-up  roofing.  This  roof  assembly  is 
protected  by  a  membrane  ceiling  of  24  by  48  inch  by  54  inch 
thick  acoustical  panels  in  an  exposed  grid  suspension  system. 

The  ceiling  also  includes  an  air  diffuser  and  four  recessed 
light  fixtures.  The  area  of  the  air  diffuser  does  not  exceed 
55  sq.  inches  per  100  sq.  ft.  of  ceiling  area  and  the  light 
fixtures  do  not  exceed  16  sq.  ft.  per  100  sq.  ft.  of  ceiling 
area. 

The  construction  is  in  acordance  with  Drawing  Ill.  1 
and  111.1  A  as  contained  in  the  Underwriters’  Laboratories 
Report  5403-3,  R4351  and  R4739  which  is  on  file  with  the 

record. 


INSPECTION  AND  TEST :  A  construction  as  herein  des¬ 
cribed  was  tested  at  the  Underwriters’  Laboratories  and  suc¬ 
cessfully  met  the  fire  and  hose  stream  requirements  of  a 
two-hour  fire  resistive  ceiling  and  roof  construction.  The 
complete  Underwriters’  Laboratories  Report  R5403-3,  R4351 
and  R4739  is  on  file  with  the  record. 

RECOMMENDATION :  Although  the  applicant  filed  under 
the  provisions  of  C26-588.0,  C26-589.0  and  C26-590.0  Ad¬ 
ministrative  Building  Code,  the  Committee  on  Test  recom¬ 
mends  approval  of  the  construction  known  as  MEP-Aura- 
tonc  Ceiling/Roof  Construction  under  the  provisions  of  C26- 
501.1  as  having  met  the  requirements  of  RS5-2  of  the  Build¬ 
ing  Code  of  the  City  of  New  York,  as  a  two-hour  fire  resis¬ 
tive  ceiling/ roof  construction  for  use  under  the  provisions 
of  Table  3-4  of  the  Building  Code  of  the  City  of  New  York, 
on  condition  that  the  construction  be  as  herein  described  and 
in  accordance  with  drawings  marked  111.1  and  I11.1A  as 
contained  in  Underwriters’  Laboratories  Report  R5403-3, 
R4351  and  R4739  which  are  on  file  with  the  record. 

All  plans  submitted  to  the  Department  of  Buildings  show¬ 
ing  the  proposed  use  of  this  construction  shall  be  labeled 
“Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar  Number  973-67-SM”  and 
in  addition  the  applicant  shall  submit  the  drawings  as  herein 
described. 

(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


142-68-SA 

APPLICANT — The  DeVilbiss  Company,  owner;  William 
H.  White,  agent. 

APPEARANCES— 

For  Applicant:  W.  H.  White,  Jr. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
142-68-SA — The  DeVilbiss  Company,  Toledo,  Ohio,  filed  for 
approval  of  the  DeVilbiss  Electrostatic  Hand  Spray  Gun, 
Models  EHG-5101  and  EHG-5201  and  the  EPS-503  Power 
Pack  under  the  Paint  Spray  Rules  of  the  Board. 

PROPOSED  USE:  A  spray  gun  with  power  pack  for  ap¬ 
plying  electrostatically  charged  paint  spray. 

DESCRIPTION :  The  DeVilbiss  electrostatic  hand  gun  is 
an  air  atomizing  spray  painting  gun.  A  different  method 
for  charging  paint  is  used  in  this  gun  in  that  positive  voltage 
is  employed  to  charge  the  paint  directly  rather  than  using 
negative  voltage  to  create  an  ionized  air  field  at  a  high 
potential — 50,000  volts.  As  a  result  the  gun  operates  at  a 
nominal  nozzle  voltage  of  30,000  volts  and  this  method  of 
electrostatically  charging  keeps  the  current  passing  from  the 
gun  at  a  low  level,  generally  less  than  4  micro  amperes. 

The  gun  is  designed  so  that,  under  recommended  operat¬ 
ing  conditions,  the  operator  will  not  be  shocked  even  if  he 
touches  the  front  end  of  the  gun. 

The  Model  EHG-5101  utilizes  a  rotary-air  nozzle  to  pro- 
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duce  a  round  spray  pattern  suitable  on  open  tubular  articles 
such  as  metal  furniture,  bicycle  frames  and  such. 

The  Model  EHG-5201  has  a  more  conventional  fan  pat¬ 
tern  nozzle  suitable  for  spraying  sheet  metal  articles  with 
large  surfaces. 

Both  guns  are  made  of  a  Delrin  barrel  assembly  and  a 
forged  aluminum  body  or  handle  assembly. 

The  barrel  assembly  for  the  round  pattern  gun  contains 
an  axial  paint  passage,  atomizing  air  and  high  voltage  cable 
passages  and  a  brass  contact  member  for  conducting  high 
voltage  from  the  cable  to  the  paint  column.  The  fluid  needle 
seat,  fluid  tip  and  air  cap  are  mounted  at  the  front  end  of  the 
barrel.  A  retainer  ring  at  the  back  end  of  the  barrel  con¬ 
nects  it  to  the  gun  body. 

The  fan  pattern  barrel  contains  several  additional  features 
including  an  added  air  passage  for  fan  shaping  air  and  a 
valve  screw  for  adjusting  the  fan.  It  further  has  a  baffle  at 
its  front  end  for  separation  of  atomizing  and  shaping  air. 

The  air  supply  cable  combines  in  a  single  assembly  a  .120 
inch  diameter  high  voltage  cable  inside  of  a  rubber  jacketed 
5/16"  I.D.  air  hose,  with  a  braided  copper  wire  in  its  wall. 
It  connects  air  and  high  voltage  from  the  power  supply  to 
the  spray  gun  and  provides  a  ground  connection  from  the 
gun  handle  to  the  power  supply  and  is  secured  to  the  handle 
by  a  set  screw. 

Each  type  gun  is  equipped  with  a  diaphragm  type  switch 
to  apply  charging  voltage  to  the  gun  only  when  there  is  a 
flow  of  atomizing  air. 

The  EPS-503  Power  Pack  is  a  solid  state  unit  containing 
a  transformer  with  built-in  voltage  regulator,  rectifiers,  ca¬ 
pacitors  and  a  micro-ammeter  to  indicate  the  conductivity  of 
the  material  being  sprayed.  It  is  designed  for  an  input  of 
115V  60  cycle  a.c.  with  nominal  output  of  +30,000  volts  at 
30  micro-amperes. 

INSPECTION  AND  TEST :  All  data,  including  bro¬ 
chure  1-8550,  was  examined  by  Assistant  Engineer  G.  F. 
Sklenarik  and  found  satisfactory. 

The  EHG  gun  and  EPS  power  pack  have  been  approved 
by  Factory  Mutual. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  DeVilbiss  Electrostatic  Hand 
Spray  Gun,  Models  EHG-5101  and  EHG-5201  and  the  EPS- 
503  Power  Pack  for  use  in  New  York  City  in  accordance 
with  the  Paint  Spray  Rules  of  the  Board  under  the  follow¬ 
ing  conditions  previously  promulgated  by  the  Board. 

Electrostatic  hand  spray  apparatus  and  devices  used  in 
connection  with  paint  spraying  operations  shall  be  of  ap¬ 
proved  types.  The  equipment  should  be  so  designed  that 
the  maximum  surface  temperature  of  the  equipment  in  the 
spraying  area  shall  not  exceed  150°F.  under  any  condition. 
The  high  voltage  circuits  shall  be  designed  so  as  to  be  in¬ 
trinsically  safe  and  not  produce  a  spark  of  sufficient  intens¬ 
ity  to  ignite  any  vapor-air  mixtures  nor  result  in  appreci¬ 
able  shock  hazard  upon  coming  in  contact  with  a  grounded 
object.  The  electrostatically  charged  exposed  elements  of 
the  hand  gun  shall  be  capable  of  being  energized  only  by 
a  switch  which  also  controls  the  paint  supply. 

Transformers,  power  packs,  control  apparatus,  and  all 
other  electrical  portions  of  the  equipment,  with  the  excep¬ 
tion  of  the  hand  gun  itself  and  its  connections  to  the  power 
supply  shall  be  located  outside  of  the  spraying  area. 

The  handle  of  the  spraying  gun  shall  be  electrically  con¬ 
nected  to  ground  by  a  metallic  connection  and  be  so  con¬ 
structed  that  the  operator  in  normal  operating  position  is 
in  intimate  electrical  contact  with  the  grounded  handle.  This 
requirement  is  to  prevent  buildup  of  a  static  charge  on  the 
operator’s  body. 

All  electrically  conductive  objects  in  the  spraying  area 
shall  be  adequately  grounded.  This  requirement  shali  apply 
to  paint  containers,  wash  cans  and  any  objects  or  devices 
in  the  area.  The  equipment  shall  carry  a  prominently  in¬ 
stalled  warning  regarding  the  necessity  for  this  grounding 
feature. 

Objects  being  painted  shall  be  maintained  in  metallic 


contact  with  the  conveyor  or  other  grounded  support.  Hooks 
shall  be  regularly  cleaned  to  insure  this  contact  and  areas 
of  contact  shall  be  sharp  points  of  knife  edges  where  possi¬ 
ble.  Points  of  support  of  the  object  shall  be  concealed  from 
random  spray  where  feasible  and  where  the  objects  being 
sprayed  are  supported  from  a  conveyor,  the  point  of  at¬ 
tachment  to  the  conveyor  shall  be  so  located  as  to  not  col¬ 
lect  spray  material  during  normal  operation. 

The  electrical  equipment  shall  be  so  interlocked  with  the 
ventilation  of  spraying  area  that  the  equipment  cannot  be 
operated  unless  the  ventilation  fans  are  in  operation. 

The  spraying  operation  shall  take  place  within  a  spray 
area  which  is  adequately  ventilated  to  remove  solvent  va¬ 
pors  released  from  the  operation. 

Hand  guns  and  power  supply  shall  bear  a  label,  perman¬ 
ently  affixed,  reading  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  142-68-SA”. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


215-68-SA 

APPLICANT — Addison  Products  Company,  owner. 
APPEARANCES— 

For  Applicant:  L.  G.  Underhill. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan,  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
215-68-SA — Addison  Products  Company,  Addison,  Michigan, 
filed  for  approval  of  the  Weatherking  by  Addison  or  APCO 
Air  Conditioners  under  the  provisions  of  Chapter  19  Ad¬ 
ministrative  Code. 

PROPOSED  USE:  Air  conditioning  units. 

DESCRIPTION  :  The  units  are  used  for  summer  air  con¬ 
ditioning  and  are  of  the  conventional  electric  motor  driven 
hermetic  compressor  design  in  capacities  of  from  18,000  up 
to  42,000  BTU  as  complete  systems  both  quick  split  connect 
and  package  units.  The  former  are  installed  with  only  the 
cooling  coil  in  the  furnace  duct  or  in  an  air  handler  with 
the  condensing  unit  installed  remotely  outdoors.  The  con¬ 
necting  tubing  is  precharged  and  equipped  with  special 
couplers  to  make  connections.  The  package  units  are  com¬ 
pletely  self-contained,  charged  and  ready  for  operation. 

In  addition  there  is  a  line  of  condensing  units  ranging  from 
48,000  to  85,000  BTU  with  various  coils  to  match  the  unit. 
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All  units  are  air  cooled.  All  use  copper  tube  aluminum 
fin  coil  construction  for  both  the  condenser  and  evaporator 
coils.  All  interconnecting  tubing  is  copper  and  the  refrig¬ 
erant  is  R22. 


Types  QC  and  QCO  are  split  system  central  air  con¬ 
ditioners  or  condensing  units.  Type  PC  is  a  packaged  air 
conditioner. 

The  models  are  as  follows : 


Weatherking  by  Addison 
Addison,  Michigan 
or  APCO, 

Refrigerant 

Comparable  Model 

Addison,  Michigan 

Charge 

Nos.  for  Sears, 

or  Heat  Controller 

R22  (oz.) 

Roebuck  &  Company 

Jackson,  Michigan 

(less  tubing) 

Chicago,  Illinois 

QC24-1D 

41  oz. 

769.81112 

QC30-1D 

61 

769.81127 

QC33-1A 

76 

769.81174 

QC36-1F 

70 

769.811613 

QC36-1D 

105 

769.811551 

QC42-1A 

91 

769.811631 

QC48-1A 

125 

769.81172 

QC48-3A 

125 

— 

QC60-1B 

192 

769.811821 

QC60-3B 

192 

769.811831 

85AC-A 

269 

— 

PC24-1B 

59 

769.81024 

PC30-1B 

109 

769.81025 

PC36-1E 

91 

76 9.810331 

PC36-3E 

91 

— 

PC48-1A 

136 

769.81044 

PC48-3A 

136 

769.81045 

PC60-1D 

173 

769.81053 

PC60-3D 

173 

769.81058 

PC60-4D 

173 

— 

QC018-1A 

29 

_ 

QC022-1A 

30 

769.81101 

QC024-1A 

47 

769.81102 

QC024-1B 

47 

769.81601 

QCO30-1A 

49 

769.81103 

QCO30-1B 

49 

769.81602 

QC033-1A 

70 

769.81104 

QC033-1B 

70 

769.81603 

QC036-1A 

60 

769.81105 

QC039-1A 

61 

769.81604 

QC039-1A 

61 

769.816041 

QC042-1A 

65 

769.81605 

QC048-1A 

120 

76 9.81606 

QC048-3A 

120 

_ 

QC048-4A 

120 

— 

QC048-1B 

87 

769.81107 

QCO60-1A 

168 

769.81607 

QCO60-3A 

168 

769.81608 

QCO60-4A 

168 

— 

In  all  instances  the  two  digits  after  the  letters  QC,  PC  & 
QCO  refer  to  the  BTU  in  thousands,  for  example  QC36-1F 
is  the  QC  model  rated  36,000  BTU. 

INSPECTION  AND  TEST :  The  requested  models  have 
been  approved  by  the  Underwriters’  Laboratories  under  Files 
SA2538  and  SA2603. 

To  determine  the  horse  power  rating  of  the  individual 
units  it  is  necessary  to  divide  the  BTU  rating  of  the  unit  by 
1200. 

RECOMMENDATION :  Although  the  applicant  filed  un¬ 
der  the  provisions  of  Chapter  19  Administrative  Code,  the 
Committee  on  Test  recommends  the  approval  of  the  appliance 
known  as  Weatherking  by  Addison  or  APCO  Air  Condi¬ 
tioners  as  herein  described  under  the  provisions  of  C26-107.0 
Building  Code  of  the  City  of  New  York,  on  condition  that 
all  installations  comply  with  the  requirements  of  Article  13 
Building  Code  of  the  City  of  New  York  and  that  each  unit 
bear  a  label,  permanently  affixed,  reading  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  215-68-SA”. 


A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval.  Failure  to  notify  the  Board  of  change  of 
ownership,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  Ira  Kalish, 

Deputy  Director. 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 

report. 
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586-69-SA 

APPLICANT — Stein  Hall  and  Company,  Incorporated  for 
Faustel  Incorporated,  owner. 

APPEARANCES— 

For  Applicant:  Emil  N.  Alten. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
586-69-SA — Faustel,  Inc.,  Milwaukee,  Wisconsin,  filed  for 
approval  of  the  Faustel  “Pilot”  Coater/Laminator  under  the 
provisions  of  the  Paint  Spray  and  Dipping  Rules  of  the 
Board  and  C26-702.6  Building  Code  of  the  City  of  New 
York. 

PROPOSED  USE:  A  coating  and  drying  machine  for 
applying  and  evaluating  various  coatings  and  laminations. 
DESCRIPTION :  The  Faustel  “Pilot”  Coater/Laminator 
is  a  laboratory  unit  for  determining  the  effectiveness  of  vari¬ 
ous  coatings  and  laminations  applied  to  paper  or  other  stock 
with  a  controlled,  precise  accuracy  as  to  uniformity  of  thick¬ 
ness. 

Coatings  are  applied  at  one  end  of  the  machine  by  means 
of  a  series  of  application  rollers,  metering  roller  and  knife 
scraper.  Rollers  are  driven  by  explosive  proof  D.  C.  motors 
and  the  speeds  are  adjustable.  Spacing  between  application 
rollers  is  also  adjustable  by  means  of  air  pressure  supplied 
from  a  separate  air  compressor  operating  at  90  psi.  This 
adjustment  governs  the  pressure  applied  by  the  rollers  to  the 
coating. 

The  coatings,  applied  to  the  rollers  from  a  trough  of  maxi¬ 
mum  4  gallon  capacity  may  be  flammable  or  non-flammable. 
Application  rollers  may  be  heated  by  means  of  a  heat  trans¬ 
fer  fluid  at  a  maximum  temperature  of  350°F.  supplied  to 
the  interior  of  the  rollers  through  special  rotary  unions  and 
connections  made  to  an  electric  heater. 

A  laminating  station  is  installed  at  the  opposite  end  of  the 
machine  and  consists  of  a  steel  back-up  roller,  designed  to 
be  heated  by  means  of  the  transfer  fluid  or  to  be  cooled  by 
means  of  water,  and  a  rubber  covered  pressure  roll,  pneu¬ 
matically  adjustable,  for  various  squeeze  pressures. 

This  station  is  capable  of  making  wet  laminations  using 
aqueous,  solvent  or  wax  compositions  and  also  dry  lamina¬ 
tions  using  thermoplastic  or  thermosetting  materials. 

The  heated  transfer  fluid  is  supplied  from  an  electrically 
heated  dual  station  unit  operating  on  a  total  of  48  kw.  with 
a  combined  flow  of  48  gpm.  This  unit  is  made  by  Sterling, 
Inc.,  of  Milwaukee,  Wisconsin. 

The  fluid  used  is  known  as  Ucon  and  is  made  by  Union 
Carbide  Corporation.  Its  flashpoint  is  approximately  500°F. 

The  Faustel  is  equipped  with  an  overhead,  arch  shaped 
drying  tunnel  and  the  coated  materials  may  be  passed  through 
it  over  a  series  of  rollers  and  then  rewound  on  a  final 
roller.  This  drying  chamber  is  heated  by  two  Eclipse  gas 
burners  rated  at  800,000  Btu  per  hour  input  each  and  a 
Maxon  Pre-Mix  unit  installed  on  a  platform  above  the 
drying  chamber.  Controls  include  air-flow  safety  switches, 
high  gas  pressure  and  low  gas  pressure  switches,  tempera¬ 
ture  limit  and  electronic  flame  safeguard. 

The  drying  chamber  is  exhausted  to  outdoors  by  means 
of  an  1800  rpm  motor  operated  fan  delivering  3600  cfm.  at 
1650  rpm. 

INSPECTION  AND  TEST:  All  data,  including  Sterling 
brochure  5M-664,  Faustel  schematic  drawing  T710-D,  draw¬ 
ing  WO69082-E  and  brochure  8-1F1  dated  8/1/69,  was 
examined  by  Ass’t.  Engr.  G.  F.  Sklenarik  and  found  satis¬ 
factory. 


The  drying  system  is  in  accordance  with  N.  F.  P.  A  86A. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Faustel  “Pilot”  Coater/Laminator 
for  use  in  New  York  City  when  installed  in  accordance  with 
sub-Article  702  Building  Code  of  the  City  of  New  York 
and  the  Paint  Spray  and  Dipping  Rules  of  the  Board.  Water 
connections  shall  conform  to  P107.14  Building  Code  of  the 
City  of  New  York.  Each  Faustel  unit  shall  bear  a  label, 
permanently  affixed,  reading  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  586-69-SA”. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 

697-69-SA 

APPLICANT— Pennsylvania  Perlite  Corporation,  owner. 
APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
697-69-SA — Pennsylvania  Perlite  Corporation,  Allentown, 
Penna.,  filed  for  approval  of  the  material  known  as  Palite’s 
Micafil  Plaster  Aggregate  under  the  provisions  of  C26-106.2 
Building  Code  of  the  City  of  New  York  and  Article  9, 
Sub-Article  4,  Group  10,  Administrative  Building  Code. 
PROPOSED  USE:  Plaster  aggregate. 

DESCRIPTION :  Micafil  is  the  company’s  trade  name  for 
vermiculite  aggregate.  Vermiculite  is  a  micaceous  mineral 
derived  from  the  alteration  of  some  kinds  of  mica  which 
expands  when  heated. 

INSPECTION  AND  TEST :  The  material  was  tested  at 
the  Allentown  Testing  Laboratories,  Inc.  and  successfully 
met  the  requirements  of  ASTM  C35.  The  material  has  also 
been  approved  by  the  Underwriters’  Laboratories  and  is 
under  their  reexamination  service. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Palite’s  Micafil 
Plaster  Aggregate  as  manufactured  by  Pennsylvania  Perlite 
Corporation  for  use  in  New  York  City  as  an  aggregate  for 
vermiculite-gypsum  plaster  or  vermiculite  portland  cement 
plaster  under  the  provisions  of  C26-106.2  Building  Code  of 
the  City  of  New  York  and  Article  9,  Sub-Article  4,  Group 
10,  Administrative  Building  Code,  on  condition  that  each 
bag  in  which  the  material  is  marketed  shall  be  labeled  “Ap- 
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proved  by  the  Board  of  Standards  and  Appeals  for  use  in 
New  York  City  under  Calendar  Number  697-69-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  Ira  Kalis h,  P.E., 

Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 

37-58-SM 

APPLICANT — Keene  Corporation,  Industrial  Insulation 
Division,  formerly  Baldwin-Hill  Company;  National  Gyp¬ 
sum  Company,  agent. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  12/16/58,  of  Keene  Corporation,  Industrial 
Insulation  Division,  formerly  Baldwin-Flill  Company; 
National  Gypsum  Company,  agent,  for  Perimsul  Perimeter 
Insulation,  with  additional  trade  name  Gold  Bond  Thermo- 
Bloc  Perimeter  Insulation. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  applicant  for  this  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

57-58-SM 

APPLICANT — National  Gypsum  Company,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  11/18/58  and  6/6/61  of  National  Gypsum 
Company  for  Gold  Bond  Acoustiroc  Acoustical  Tile  and 
Panels  and  Gold  Bond  Acoustiglas  Ceiling  Panels. 

APPEARANCES— 

For  Applicant :  Gerald  F.  Brandman. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  this  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 


Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


709-58-SM 

APPLICANT — National  Gypsum  Company,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  7/21/59  and  3/15/66  of  National  Gypsum 
Company  for  Gold  Bond  Gypsum  Partition  Tile  or  Block 
and  accessories. 

APPEARANCES— 

For  Applicant:  Gerald  F.  Brandman. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  this  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


256-59-SM 

APPLICANT — Formica  Corporation,  owner. 

SUBJECT- — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  7/14/59,  of  Formica  Corporation  for  Formica 
Wall  Tile. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  this  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


511-59-SA 

APPLICANT — George  S.  Roper  Sales  Corporation,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  1/5/60,  of  George  S.  Roper  Sales  Corpora¬ 
tion  for  Roper  36"  Gas  Range. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 
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THE  RESOLUTION— 

Whereas,  the  applicant  for  this  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

695-69-A 

APPLICANT — Donald  D.  Fisher  for  M.  Rickey  Harder 
and  Libbie  Elan  Marder  d/b/a  19  West  45th  Street  Realty 
Company,  owners;  Edward  A.  Sargavy  and  Julius  Soko- 
lick,  lessee. 

SUBJECT — Application  November  26,  1969 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 17  to  19  West  45th  Street, 
north  side.  234  feet  6  inches  west  of  5th  Avenue,  Block 
1261,  Lot  27,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Donald  D.  Fisher. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  September  19,  1969  and  October  28,  1969  on 
Order  No.  99-9,  reads: 

“1-  Install  an  approved  automatic  sprinkler  system 
throughout  the  building,  arranged  and  equipped  as  per 
Ch.  26,  Art.  17,  Admin.  Code.  Sec.  280  Labor  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  September  19,  1969,  and  October  28,  1969 
acting  on  Order  No.  99-9  Objection  No.  1  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  substantially  comply 
with  drawings  marked  “Received,  November  26,  1969,”  ten 
sheets,  “December  30,  1969,”  one  sheet,  and  “February  9, 
1970,’  one  sheet,  on  condition  that  this  variance  be  for  a  term 
of  two  years,  and  on  further  condition  that  in  all  other 
respects  all  applicable  laws,  rules  and  regulations  be  complied 
with. 


703-69-A 

APPLICANT — Harry  Soled  for  Congregation  Bais 
Ephraim,  owner. 

SUBJECT — Application  December  8,  1969 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  public  use 
(Synagogue)  in  Class  4  building. 

PREMISES  AFFECTED — 2802  Avenue  J,  southeast  cor¬ 
ner  of  East  28th  Street,  Block  7610,  Lot  41,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Harry  Soled. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  2,  1969  on  Alt.  Applic.  1657-69,  reads: 

“Al.  Proposed  public  use  (Synagogue)  located  in  a 
Class  IV  building  is  contrary  to  C26-254.  (4.2.1).” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  December  2,  1969,  acting  on  Alt. 
Applic.  1657-69,  Objection  No.  Al,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  substantially  comply  with 
drawings  marked  “Received,  December  8,  1969,”  five  sheets, 
and  “February  4,  1970,”  one  sheet,  and  that  in  all  other 
respects  all  applicable  laws,  rules  and  regulations  shall  be 
complied  with. 


728-69-A 


APPLICANT — Hector  Ferreras  for  Olga  Fama,  owner. 

SUBJECT — x\pplication  December  12,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 255  Cambridge  Avenue,  east 
side,  420  feet  south  of  Auburn  Avenue,  Block  1524,  Lot 
20,  Westerleigh,  Borough  of  Richmond. 


APPEARANCES— 

For  Applicant:  Hector  Ferreras. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 


Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 

0 


THE  RESOLUTION— 

V  iiereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  10,  1969  on  N.B.  Applied  1524-65,  reads: 

“1.  Certificate  of  Occupancy  will  not  be  issued  as 
the  street  giving  access  to  this  new  building  is  not 
included  in  the  official  map  of  the  City  of  New  York 
and  is  contrary  to  Art.  Ill,  Paragraph  36  of  the  Gen¬ 
eral  City  Law  as  amended.” 


and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  December  10,  1970  acting  on  N.B.  Applic.  1524-65, 
Objection  No.  1  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  sidewalk,  curb,  curb  cut  and  pavement 
to  the  middle  of  the  street  shall  be  in  accordance  with  the 
standards  of  the  Department  of  Highways,  and  that  a  Certifi¬ 
cate  of  Occupancy  may  be  issued  when  the  building  is  com¬ 
pleted  to  the  satisfaction  of  the  Borough  Superintendent 
substantially  in  compliance  with  drawings  marked  “Re¬ 
ceived,  December  12,  1969,”  two  sheets,  and  in  all  other 
respects,  all  other  applicable  laws,  rules  and  regulations  shall 
be  complied  with. 


737-69-A 

APPLICANT — Charles  M.  Spindler  for  Paru  Realty  Cor¬ 
poration  c/o  Williams  and  Company.  Corporation,  owner. 


164 


MINUTES 


SUBJECT — Application  December  12,  1969 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Elevator  in  readi¬ 
ness. 

PREMISES  AFFECTED— 40-42  West  37th  Street,  south 
side,  330  feet  east  of  Avenue  of  the  Americas,  Block  838, 
Lot  72,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Department,  dated 
December  8,  1969,  reads : 

“In  reply  to  your  letter  of  November  14,  1969  re-  Quick 
Response  you  are  advised  that  your  request  must  be 
denied.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Depart¬ 
ment  dated  December  8,  1969,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  building  shall  substantially  comply  with  drawings 
marked  “Received,  December  12,  1969,  one  sheet ;  on  further 
condition  that  the  services  of  the  Quick  Response  Service 
Company  be  provided  in  accordance  with  the  Board’s  Gen¬ 
eral  Resolution,  Cal.  No.  630-56-GR ;  on  further  condition 
that  in  all  other  respects  all  other  applicable  laws,  rules  and 
regulations  be  complied  with. 


739-69-A 

APPLICANT — Charles  Spindler  for  More-Plan,  Incor¬ 
porated,  owner. 

SUBJECT — Application  December  16,  1969 — Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  elevators  in  readi¬ 
ness. 

PREMISES  AFFECTED— 31  to  37  West  27th  Street, 
north  side,  137  feet  7j4  inches  wTest  of  Broadway,  Block 
829,  Lot  16,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  B.  J.  Amato. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — -Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
December  8,  1969,  reads : 

“In  reply  to  your  letter  of  November  14,  1969,  re- 
Quick  Response,  you  are  advised  that  your  request  must 
be  denied.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Depart¬ 
ment,  dated  December  8,  1969,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 


that  the  building  shall  substantially  comply  with  drawings 
marked  “Received,  December  12,  1969,”  one  sheet,  on  further 
condition  that  the  services  of  the  Quick  Response  Service 
Company  be  provided  in  accordance  with  the  Board’s  Gen¬ 
eral  Resolution,  Cal  No.  630-56-GR ;  on  further  condition 
that  in  all  other  respects  all  other  applicable  laws,  rules  and 
regulations  be  complied  with. 


256-69-A,  257-69-A,  258-69-A,  259-69-A,  260-69-A,  261- 
69-A,  269-69-A,  296-69-A,  297-69-A,  298-69-A,  299-69-A, 
300-69-A,  324-69-A,  325-69-A,  326-69-A,  338-69-A,  339- 
69-A,  340-69-A,  341-69-A  and  342-69-A. 

ACTION  OF  BOARD — General  resolution  adopted. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

N  egative  :  .  0 

THE  RESOLUTION— 


Whereas,  at  an  initial  hearing  in  the  above  cases  the  Com¬ 
missioner  of  Buildings  questioned  the  right  of  the  Fire  Com¬ 
missioner  to  make  such  applications ;  and 

Whereas,  the  Board  requested  an  opinion  from  the  Corpo¬ 
ration  Counsel  with  respect  to  the  jurisdiction  of  the  Fire 
Commissioner  to  make  application  before  the  Board  for 
modification  of  Certificates  of  Occupancy  in  order  to  enforce 
an  Order  of  the  Fire  Commissioner  ;  and 

Whereas,  the  Corporation  Counsel,  by  Opinion  number 
107222,  received  on  February  6,  1970,  sustains  the  position  of 
the  Fire  Commissioner,  stating  in  part : 

“You  are  advised  that  it  is  my  opinion  that  the  Fire  De¬ 
partment  has  standing  to  apply  to  the  Board  of  Standards 
and  Appeals  for  modification  of  Certificates  of  Occu¬ 
pancy  in  buildings  constructed  under  the  old  Building 
Code  in  matters  involving  the  installation  of  standpipe 
or  sprinkler  systems.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  determine  that  the  Fire  Commissioner  has  the  right  to 
petition  the  Board  for  modification  of  Certificates  of  Occu¬ 
pancy  in  buildings  constructed  under  the  old  Building  Code 
in  matters  involving  the  installation  of  standpipe  or  sprinkler 
systems  and  that  the  subject  cases  be  heard  on  their  merits. 


256-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Tysens  Company,  owner. 

SUBJECT— Application  May  8,  1969— Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy— dry  standpipe  system. 

PREMISES  AFFECTED — 655  Tysens  Lane,  northwest 
corner  of  Mill  Road,  Block  3983,  Lot  1,  New  Dorp,  Bor¬ 
ough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.,  R.  A.  Lang,  Jr., 
Charles  F.  Preusse  and  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Laid  over  to  March  24,  1970,  at 
2  P.M.  for  continued  hearing;  owner  to  be  notified  by 
Fire  Department ;  owmer  to  file  drawings  and  briefs. 


257-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Tysens  Company,  owner. 
SUBJECT — Application  May  8,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy — dry  standpipe  system. 
PREMISES  AFFECTED — 285  Mill  Road,  northwest 
corner  of  Tysens  Lane,  Block  3983,  Lot  1,  New  Dorp, 
Borough  of  Richmond. 
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APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.,  R.  A.  Lang,  Jr., 
Charles  F.  Preusse  and  Leonard  F.  Rothkrug. 
ACTION  OF  BOARD — Laid  over  to  March  24,  1970,  at 
2  P.M.  for  continued  hearing ;  owner  to  be  notified  by 
Fire  Department ;  owner  to  file  drawings  and  briefs. 


258-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREA1ISES — Tysens  Company,  owner. 

SUBJECT — Application  May  8,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy — dry  standpipe  system. 

PREMISES  AFFECTED — 675  Tysens  Lane,  northwest 
corner  of  Mill  Road,  Block  3983,  Lot  1,  New  Dorp, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.,  R.  A.  Lang,  Jr., 
Charles  F.  Preusse  and  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Laid  over  to  March  24,  1970,  at 
2  P.M.  for  continued  hearing ;  owner  to  be  notified  by 
Fire  Department ;  owner  to  file  briefs  and  drawings. 


259-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Mills  Company,  owner. 

SUBJECT — Application  May  8,  1969— Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy — dry  standpipe  system, 
and  yard  hydrants. 

PREMISES  AFFECTED — 255  Mill  Road,  west  side,  326 
feet  south  of  Ebbitts  Avenue,  Block  3983,  Lot  45,  New 
Dorp,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.,  R.  A.  Lang,  Jr.,  and 
Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Laid  over  to  March  24,  1970,  at 
2  P.M.  for  continued  hearing;  owner  to  be  notified  by 
Fire  Department ;  owner  to  file  drawings  and  briefs. 


260-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Mills  Company,  owner. 
SUBJECT — Application  May  8,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Ocupancy — dry  standpipe  system. 
PREMISES  AFFECTED — 245  Mill  Road,  west  side,  326 
feet  south  of  Ebbitts  Avenue,  Block  3983,  Lot  45,  New 
Dorp,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.,  R.  A.  Lang,  Jr.,  and 
Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Laid  over  to  March  24,  1970,  at 
2  P.  M.  for  continued  hearing;  owner  to  be  notified  by 
Fire  Department;  owner  to  file  drawings  and  briefs. 


261-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Mills  Company,  owner. 
SUBJECT — Application  May  8,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy — dry  standpipe  system. 


PREMISES  AFFECTED — 265  Mill  Road,  west  side,  326 
feet  south  of  Ebbitts  Avenue,  Block  3983,  Lot  45,  New 
Dorp,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.,  R.  A.  Lang,  Jr., 
and  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Laid  over  to  March  24,  1970,  at 
2  P.M.  for  continued  hearing;  owner  to  be  notified  by 
Fire  Department;  owner  to  file  drawings  and  briefs. 


269-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Cliff  Bay  Corporation. 
SUBJECT — Application  May  17,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  dry  standpipe 

system. 

PREMISES  AFFECTED — 20  Cliff  Street,  northeast  corner 
of  Harbor  View  Place,  North,  Block  2833,  Lot  31,  Rose- 
bank,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.,  Alfred  Werseena, 
Charles  F.  Preusse  and  John  O’Donoghue. 

ACTION  OF  BOARD — Laid  over  to  March  24,  1970,  at 
2  P.M.  for  continued  hearing;  owner  to  be  notified  by 
Fire  Department;  owner  to  file  drawings  and  briefs. 


296-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OW NER  OF  PREMISES — Herman  Scheiner. 

SUBJECT — Application  May  23,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 763  8th  Avenue,  west  side,  50 
feet  south  of  West  47th  Street,  Block  1037,  Lot  34,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  Wm.  M.  Kilgannon. 

ACTION  OF  BOARD — Laid  over  to  April  7,  1970,  at 
2  P.M.  for  continued  hearing;  owner  to  be  notified  by 
Fire  Department;  owner  to  file  drawings  and  briefs. 


297-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Sutton  Associates  Incorpo¬ 
rated  c/o  Sol  Goldman. 

SUBJECT — Application  May  23,  1969— Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 10  Fort  Washington  Avenue, 
southeast  corner  of  West  160th  Street,  Block  2137,  Lot 
70,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  April  7,  1970,  at  2 
P.M.  for  continued  hearing;  owner  to  be  notified  by  Fire 
Department ;  owner  to  file  drawings  and  briefs. 


298-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — H.  Moskowitz  c/o  Morris 
Moskowitz. 

SUBJECT — Application  May  23,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
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PREMISES  AFFECTED — 153  Mercer  Street,  west  side, 
150  feet  north  of  Prince  Street,  Block  513,  Lot  36,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  April  7,  1970,  at  2 
P.M.  for  continued  hearing;  owner  to  be  notified  by  Fire 
Department ;  owner  to  file  drawings  and  briefs. 


299-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Mutual  Redevelopment  Houses, 
Incorporated,  owner. 

SUBJECT — Application  May  23,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 323-341  Eighth  Avenue,  307-311 
West  26th  Street,  northwest  corner,  Blocks  750,  751,  752, 
Part  of  Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition :  Harold  J.  Levy. 

ACTION  OF  BOARD — Laid  over  to  April  7,  1970,  at  2 
P.M.  for  continued  hearing;  owner  to  be  notified  by  Fire 
Department ;  owner  to  file  drawings  and  briefs. 


300-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Louis  Nesser,  585  5th  Avenue 
Corporation,  owner. 

SUBJECT — Application  May  23,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 585  5th  Avenue,  east  side,  80 
feet  north  of  East  47th  Street,  Block  1283,  Lot  4,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  April  7,  1970,  at  2 
P.M.  for  continued  hearing;  owner  to  be  notified  by  Fire 
Department;  owner  to  file  drawings  and  briefs. 


324-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Marsicano  Foundation  c/o 
Philomena  Marsicano. 

SUBJECT — Application  June  5,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 18  West  38th  Street,  south  side, 
240  feet  west  of  5th  Avenue,  Block  839,  Lot  58,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition :  John  A.  Cuneo  and  I.  E.  Minkin,  B.  D. 

ACTION  OF  BOARD — Laid  over  to  April  7,  1970,  at  2 
P.M.  for  continued  hearing;  owner  to  be  notified  by  Fire 
Department ;  owner  to  file  drawings  and  briefs. 


325-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — 239  West  18th  Street  Corpora¬ 
tion. 

SUBJECT— Application  June  5,  1969— Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 


PREMISES  AFFECTED — 239-243  West  18th  Street,  north 
side,  240  feet  east  of  8th  Avenue,  Block  768,  Lot  14,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  April  7,  1970,  at  2 
P.M.  for  continued  hearing;  owner  to  be  notified  by  Fire 
Department;  owner  to  file  drawings  and  briefs. 


326-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — 427  Washington  Street  Corpo¬ 
ration. 

SUBJECT — Application  June  3,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 427-429  Washington  Street 
northeast  corner  of  Vestry  Street,  Block  223,  Lots  21,  22 
and  26,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  April  7,  1970,  at  2 
P.M.  for  continued  hearing;  owner  to  be  notified  by  Fire 
Department;  owner  to  file  drawings  and  briefs. 


338-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Jennie  Lever,  et  al. 

SUBJECT — Application  June  11,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 12-14J4  Pell  Street,  north  side, 
125  feet  west  of  the  Bowery,  Block  163,  Lot  2,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  April  14,  1970,  at  2 
P.M.  for  continued  hearing;  owner  to  be  notified  by  Fire 
Department;  owner  to  file  drawings  and  briefs. 


339-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Frederick  W.  Lundy. 

SUBJECT — Application  June  11,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 3121-3125  Ocean  Avenue,  north¬ 
east  corner  of  Shore  Parkway,  Block  7494,  Lots  72  and  74, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  April  14,  1970,  at  2 
P.M.  for  continued  hearing;  owner  to  be  notified  by  Fire 
Department;  owner  to  file  drawings  and  briefs. 


340-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Clifford  and  Dorothy  Force. 
SUBJECT— Application  June  11,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 8742  25th  Avenue,  west  side, 
480  feet  south  of  Benson  Avenue,  Block  6878,  Lot  73, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 


;*! 
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ACTION  OF  BOARD— Laid  over  to  April  14,  1970,  at  2 
P.M.  for  continued  hearing ;  owner  to  be  notified  by  Fire 
Department ;  owner  to  file  drawings  and  briefs. 


341-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — 64  Union  Street  Corporation. 

SUBJECT — Application  June  11,  T 969— Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 64-70  Union  Street,  south  side, 
100  feet  east  of  Van  Brunt  Street,  Block  341,  Lots  9,  10, 
11,  12,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  April  14,  1970,  at  2 
P.M.  for  continued  hearing;  owner  to  be  notified  by  Fire 
Department;  owner  to  file  drawings  and  briefs. 


342-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES— Harvey  Levitt. 

SUBJECT — Application  June  11,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 2837  Atlantic  Avenue,  north¬ 
west  corner  of  Schenck  Avenue,  Block  3948,  Lots  34  and 
35,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  April  14,  1970,  at  2 
P.M.  for  continued  hearing;  owner  to  be  notified  by  Fire 
Department;  owner  to  file  drawings  and  briefs. 


730-69-A 

APPLICANT — Frank  A.  Vaccaro  for  Mr.  and  Mrs.  Joseph 
Joura,  owner. 

SUBJECT — Application  December  12,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 5442  Arthur  Kill  Road,  south 
side,  103.35  feet  west  of  Main  Street,  Block  8028,  Lot  45, 
Tottenville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Frank  Vaccaro. 

ACTION  OF  BOARD — Laid  over  to  February  25,  1970,  at 
2  P.M.  Appliant  to  get  an  objection  from  the  Buildings 
Department  that  is  consistent  with  his  application.  Hearing 
continued ;  previously  inspected. 


732-69-A 

APPLICANT — Frank  A.  Vaccaro  for  Mike  Paternostro, 
owner. 

SUBJECT — Application  December  12,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 8  Whitaker  Place,  south  side, 
52.42  feet  east  of  Richmond  Road,  Block  3288,  Lot  7,  Old 
Town,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Frank  Vaccaro. 

ACTION  OF  BOARD — Laid  over  to  February  25,  1970, 
at  2  PAL  Applicant  must  obtain  a  building  permit.  Hear¬ 
ing  continued. 

Adjourned:  3:25  P.M. 

James  P.  Mulroy,  Secretary 
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CALENDAR 


DOCKET 

New  Cases  Filed  Up  to  February  17,  1970 

Calendar  No.  Dept.  Premises  Affected 

92-70-SA — -Tubotan,  Incorporated,  TiKrome  Stainless 
R  Water-DWV  Tube.  Grades  “G”  and  “H”,  Water  dis¬ 
tribution,  hydronic  heating,  drainage,  waste  and  vent  serv¬ 
ices,  Manufactured  by  Tubotron,  Incorporated,  Appliance. 


93-70-A— F.D. — Packaging  of  flammable  mixture  known 
as  PL-200  in  fibre  cylinders  with  plastic  slip  on  caps  in 
1/10  gallon  and  quart  containers  and  PL-400  in  fibre 
cylinders  with  plastic  slip  on  caps  in  one  quart  containers, 
containers  not  in  accordance  with  the  Administrative 
Code. 


94-70-SM — Cultique  Marble  Products,  Ltd.,  Royal  Shell 
Vanity  Top — #RSS-30,  Mineral  filled  polyester  vanity 
top  with  integral  bowl,  Manufactured  by  Cultique  Marble 
Products,  Ltd.,  Material. 


95-70-BZ — B.M. — 145  West  94th  Street,  north  side,  335 
feet  east  of  Amsterdam  Avenue,  Block  1225,  Lot  114, 
Borough  of  Manhattan,  Alt.  1784-69  re-  proposed  exten¬ 
sion  encroaches  on  required  foot  distance  from  window 
and  rear  lot  line  and  outer  court,  R7-2  District. 


96-70-A — B.R. — 636  Britton  Avenue,  northwest  corner  of 
Hay  Street,  Block  3170,  Lot  60,  Concord,  Borough  of 
Richmond,  N.B.  1768-69  re-  proposed  building  not  front¬ 
ing  on  legal  street,  General  City  Law. 


97-70-A — B.M. — 60-80  Broadway,  1  to  7  Wall  Street, 
southeast  corner,  Block  23,  Lot  7,  Borough  of  Manhat¬ 
tan,  Alt.  1871-69  re-  egress. 


98-70-SA — Sprague  Meter  Company,  Division  of  Tex¬ 
tron,  Incorporated,  Sprague  Automatic  Controller,  Gas 
Pressure  Regulator,  Manaufactured  by  Sprague  Meter 
Company,  Appliance. 


99-70-BZ — B.Q. — 143-19  25th  Avenue,  northwest  corner 
of  144th  Street,  Block  4249,  Lot  75,  Whitestone,  Borough 
of  Queens,  Alt.  1216-69  re-  proposed  addition  increases  the 
floor  area  and  open  space  ratio  and  floor  area  ratio,  R3-1 
district. 


100-70-BZ — B.B. — 9  Hunts  Lane  (Rear  of  116  Remsen 
Street)  north  side,  150  feet  east  of  Henry  Street,  Block 
254,  Lot  69,  Borough  of  Brooklyn,  Alt.  2055-69  re-  pro¬ 
posed  conversion  of  garage  on  1st  floor  to  dwelling  unit 
increases  degree  of  floor  area,  open  space  and  lot  area, 
R-6  and  Lh-1  district. 


101-70-SA — Standard  Electric  Time  Corporation,  Interior 
Fire  Alarm  System,  Manufactured  by  Standard  Electric 
Time  Corporation,  Appliance. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M.— Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 

MARCH  10,  1970,  10  A.M. 

NOTICE  IS  HEARBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  10,  1970,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

457-56-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Jacob  Blei  and 
Kate  Trachtman,  owners. 


SUBJECT — Application  for  consideration — reopening  for 
request  to  waive  the  rules  of  procedure  and  extension  of 
term  of  variance  which  expired  December  17,  1968 — deci¬ 
sion  of  the  Borough  Superintendent ;  previously  granted  on 
condition,  under  Sections  7e  and  7h  of  the  Zoning  Resolu¬ 
tion,  permitting  the  premises  to  be  occupied  for  the  loading 
and  unloading  of  material  manufactured  in  the  adjoining 
building  on  Lot  10  and  for  parking  and  storage  of  motor 
vehicles. 

PREMISES  AFFECTED — 152-154  India  Street,  south  side, 
150  feet  east  of  Manhattan  Avenue,  Block  2541,  Lots  12 
and  13,  Borough  of  Brooklyn. 


536-59-BZ 

APPLICANT — Elliot  Saltzman  for  Estate  of  Moe  Kappel, 
Jerome  Kappel,  Executor. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  5, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  manufacturing  use  district,  the  change 
in  use  of  that  portion  of  the  present  building  now  used  as 
a  garage,  to  manufacturing,  storage,  distribution  and  sale 
of  metal  doors,  bucks  and  kalamein  doors,  using  power 
driven  woodworking  tools,  arc  welding  tools  and  paint 
spraying. 

PREMISES  AFFECTED — 34-52  Kosciusko  Street,  south 
side,  312  feet  east  of  Bedford  Avenue,  Block  1783,  Lot  23, 
Borough  of  Brooklyn. 


146-69-BZ 

APPLICANT — Arthur  J.  McGee  for  Sunshine  Coal  and 
Fuel  Oil  Company,  Incorporated,  owner. 

SUBJECT — Application  March  25,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  at  an  exist¬ 
ing  coal  yard  previously  before  the  Board,  the  installation 
of  fuel  storage  tanks  and  the  erection  of  a  two  story 
service  and  office  building. 

PREMISES  AFFECTED — 222-01  141st  Avenue,  north 
side,  394.57  feet  east  of  219th  Street,  Block  13143,  Lots  81, 
85,  100,  Springfield  Gardens,  Borough  of  Queens. 

Laid  over  from  February  17,  1970  at  the  request  of  the 

applicant.  Applicant  to  submit  additional  information. 


676-69- A 

APPLICANT — Arthur  J.  McGee  for  Sunshine  Coal  and 
Fuel  Company,  owner. 

SUBJECT — Application  November  14,  1969 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  fuel  oil 
storage  tanks. 

PREMISES  AFFECTED — 222-01  141st  Avenue,  north 
side,  394.57  feet  east  of  219th  Street,  Block  13143,  Lots  81, 
85,  100,  Laurelton,  Borough  of  Queens. 

ACTION  OF  BOARD — Laid  over  from  February  17,  1970 
to  April  23,  1970,  at  10  A.  M.  at  the  request  of  the  appli¬ 
cant.  Hearing  continued. 


247-69-BZ 

APPLICANT — Leonard  Boxer  of  Olnick  and  Seltzer  for 
Deerealty  Corp.,  owner. 

SUBJECT — Application  May  6,  1969 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City  Char¬ 
ter,  to  permit  in  a  Cl-9  and  R7-2  district,  the  erection  of  a 
34  story  mixed  building  that  exceeds  the  permitted  floor 
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area  ratio,  has  less  than  the  required  lot  area  per  room  and 
with  commercial  occupancy  above  the  first  floor. 
PREMISES  AFFECTED — 560-576  Third  Avenue,  west 
side  from  East  37th  Street  to  East  38th  Street,  158-166 
East  38th  Street,  159-163  East  37th  Street,  Block  893,  Lot 
41,  Borough  of  Manhattan. 

Laid  over  from  January  20,  1970,  for  continued  hear¬ 
ing  at  the  request  of  the  applicant  and  objectors. 


683- 69-BZ 

APPLICANT — Franklin  E.  Tretter  for  Beekman  Staff 
Residence,  owner. 

SUBJECT — Application  November  19,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-64 
of  the  Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  C6-4  district  the  erection  of 
a  17  story  hospital  staff  residence  that  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED — 59  Beekman  Street,  north  side, 
Entire  Block  Front  from  Gold  Street  to  Ann  Street,  Block 
93,  Lot  34,  Borough  of  Manhattan. 

684- 69-A 

APPLICANT — Franklin  E.  Tretter  for  Beekman  Staff 
Residence,  owner. 

SUBJECT — Application  November  19,  1969 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  projecting  of 
balconies. 

PREMISES  AFFECTED — 59  Beekman  Street,  north  side, 
Entire  Block  Front  from  Gold  Street  to  Ann  Street,  Block 
93,  Lot  34,  Borough  of  Manhattan. 

698-69-BZ 

APPLICANT — Kenntth  W.  Milnes  for  Getty  Oil  Company, 
owner. 

SUBJECT — Application  December  4,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2  dis¬ 
trict,  the  erection  and  maintenance  of  an  automotive  serv¬ 
ice  station  with  accessory  uses. 

PREMISES  AFFECTED— 4240  Hylan  Boulevard,  north¬ 
east  corner  of  Groton  Street,  Block  5316,  Lot  1,  Great 
Kills,  Borough  of  Richmond. 

702-69-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  December  5,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  73-65  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  district,  the  enlarge¬ 
ment  in  area  of  the  fifth,  sixth  and  seventh  floors  of  an 
existing  telephone  exchange  that  increases  the  degree  of 
non-compliance  in  floor  area  ratio  and  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED — 82-23  Broadway,  northwest  cor¬ 
ner  of  Victor  Avenue,  Block  1517,  Lot  69,  Elmhurst,  Bor¬ 
ough  of  Queens. 


729-69-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  December  12,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  73-65  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  district,  the  enlarge¬ 
ment  in  area  of  the  third  floor  of  an  existing  telephone 
exchange  that  increases  the  degree  of  non-compliance  in 


floor  area  ratio  and  encroachment  into  the  required  side 
and  rear  yards. 

PREMISES  AFFECTED — 28-27  30th  Street,  east  side,  92 
feet  south  of  Newtown  Avenue,  Block  595,  Lot  10,  As¬ 
toria,  Borough  of  Queens. 


738-69-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Edythe  Rein 
Landau,  owner. 

SUBJECT — Application  December  16,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Rl-2  district,  on  a  plot 
with  a  dwelling  and  accessory  swimming  pool  previously 
before  the  Board,  the  erection  of  a  one  story  enlargement 
to  the  cabana  structure  that  encroaches  on  the  required 
side  and  rear  yards. 

PREMISES  AFFECTED — 4530  Fieldstone  Road,  east  side, 
85.18  feet  north  of  West  245th  Street,  Block  3415,  Lot  207, 
Borough  of  The  Bronx. 


743-69-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Jack  Gottesman 
and  Irwin  Emerman,  owners ;  Le  Bonne  Viet  Adult  Home, 
lessee. 

SUBJECT — Application  December  23,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  R8  district,  the  erection  of  a 
13  story  senior  citizens  residence  that  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED — 154  Haven  Avenue,  west  side, 
272  feet  north  of  West  172nd  Street,  Block  2139,  Lot  275, 
Borough  of  Manhattan. 


549-69-BZ 

APPLICANT — Arthur  J.  McGee  for  9th  Street  Company, 
owner. 

SUBJECT — Application  September  23,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C6-1  and  R7-2  district,  the 
erection  of  a  28  story  multiple  dwelling  and  store  building 
that  exceeds  the  permitted  floor  area  ratio  and  lot  area 
per  room,  has  less  than  the  required  open  space  ratio  and 
accessory  parking  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 39-45  Third  Avenue,  east  side, 
from  East  9th  Street  to  East  10th  Street,  Block  465,  Lots 
1  to  8,  30,  32,  Borough  of  Manhattan. 

Laid  over  from  February  17,  1970,  at  the  request  of  the 

applicant.  Hearing  continued. 


651-69-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Helen  Marer, 
owner. 

SUBJECT — Application  November  5,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district  the  erection  of 
a  six  story  multiple  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  the  height  of  the  front  wall  and  lot  area 
per  room,  has  less  than  the  required  open  space  ratio  and 
accessory  parking,  and  encroaches  on  required  front  set¬ 
back. 

PREMISES  AFFECTED — 830  to  832  Magenta  Street, 
southwest  corner  of  Bronxwood  Avenue,  Block  4633,  Lot  1, 
Borough  of  The  Bronx. 

Laid  over  from  February  17,  1970,  continued  hearing; 

applicant  to  file  revised  drawings. 
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652-69-A 

APPLICANT — Leonard  F.  Rothkrug  for  Helen  Marer, 
owner. 

SUBJECT — Application  November  5,  1969 — filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  re-  proposed 
seven  story  Class  A  multiple  Dwelling  and  proposed  use 
of  top  of  rock.. 


636-69-BZ 

APPLICANT — Hurley,  Kearney  and  Lane  for  The  Roman 
Catholic  Church  of  the  Most  Precious  Blood,  owner. 

SUBJECT — Application  October  23,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection  of 
a  Church  that  encroaches  on  the  required  side  yard  and 
without  the  required  accessory  parking. 

PREMISES  AFFECTED — 2701  Bath  Avenue,  northeast 
corner  of  27th  Avenue,  Block  6885,  Lot  1,  Borough  of 
Brooklyn. 

Hearing  closed. 

M.  MILTON  GLASS,  Chairman 


MARCH  10,  1970,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  March  10,  1970,  at  2  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

1210-66-SM 

APPLICANT — Hordis  Bros.,  Inc.,  owner — glass  panel. 


490-68-SA 

APPLICANT — J.  W.  Runge  and  Company,  owner — fuel 
oil  preheater. 


496-68-SM 

APPLICANT — Union  Carbide  Corp.,  Cement  and  Con¬ 
crete  Chemicals  Dept.,  owner — water  reducing  agent  for 
concrete. 


549-68-SM 

APPLICANT — Greeley  Sign  System,  Inc.,  owner — supple¬ 
mental  exit  sign. 


550-68-SM 

APPLICANT — Letterama,  owner — supplemental  exit  sign. 


678-68-SA 

APPLICANT — Space  Conditioning,  Inc.,  owner — oil-fired 
furnace. 


685-68-SM 

APPLICANT — Sol  Glogower,  owner — supplemental  exit 
sign. 


686-68-SM 

APPLICANT — Advertisers  Screen  Process  Corp.,  owner — 
supplemental  exit  sign. 


691-68-SM 

APPLICANT — National  Gypsum  Company,  owner — one- 
hour  incombustible  fire  resistive  non-load  bearing  partition. 


678-69-A 

APPLICANT — Philip  P.  Agusta  for  Don  Bosco  1960  Club, 
Incorporated,  owner. 

SUBJECT — Application  November  10,  1969 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed 
change  from  store  to  public  use,  stairs,  egress  and  live  load. 

PREMISES  AFFECTED — 729  Metropolitan  Avenue,  north 
side,  50  feet  west  of  Graham  Avenue,  Block  2759,  Lot  30, 
Borough  of  Brooklyn. 

65-70-A 

APPLICANT — Donald  D.  Fisher  for  766  Madison  Avenue 
Realty  Corporation,  owner. 

SUBJECT — Application  January  27,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Class  3  build¬ 
ing,  height,  egress,  live  load,  etc. 

PREMISES  AFFECTED — 766  Madison  Avenue,  west  side, 
40  feet  5  inches  south  of  East  66th  Street,  Block  1380, 
Lot  157,  Borough  of  Manhattan. 

71-70-A 

APPLICANT — Joseph  Marini  for  Mt.  Olivet  Church,  In¬ 
corporated,  owner. 

SUBJECT— Application  January  28,  1970— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  class  4  con¬ 
struction,  proposed  change  from  stores  to  church  (public 
building). 

PREMISES  AFFECTED — 2386-2390  Jerome  Avenue,  east 
side,  117.48  feet  north  of  East  184th  Street,  Block  3188, 
Lot  7,  Borough  of  The  Bronx. 

74-70-A 

APPLICANT — Atkin  and  Bassolino  for  Alpha  Chi  Chapter 
— PI  Lambda  Phi,  Incorporated,  owner. 

SUBJECT — Application  January  30,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Class  4  struc¬ 
ture,  change  of  use  to  Fraternity  House. 

PREMISES  AFFECTED — 61-25  155th  Street,  east  side, 
127.05  feet  south  of  Horace  Harding  Expressway,  Block 
6746,  Lot  29,  Flushing,  Borough  of  Queens. 

31-70-A 

APPLICANT— Edward  Durell  Stone  and  Associates  for 
City  University  of  New  York,  owner. 

SUBJECT — Application  January  8,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  egress,  open 
shaft,  etc. 

PREMISES  AFFECTED — 100  Quintard  Street,  northwest 
corner  of  Seaside  Boulevard,  Block  3355,  Part  of  Lot  1, 

Grasmere,  Borough  of  Richmond. 

M.  MILTON  GLASS,  Chairman 


MARCH  17,  1970,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  17,  1970,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

624-39-BZ — Vol.  V 

APPLICANT — Larry  Meltzer  for  Humble  Oil  and  Re¬ 
fining  Company,  owner. 
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SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  25, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7f  of  the  Zoning 
Resolution,  permitting  in  a  business  use  district,  the  erec¬ 
tion  of  a  gasoline  service  station,  lubritorium  and  car 
washing  for  a  term  of  years. 

PREMISES  AFFECTED— 178-02  to  178-08  Union  Turn¬ 
pike,  south  side,  400  feet  east  of  Utopia  Parkway,  Block 
7227,  Lot  29,  Flushing,  Borough  of  Queens. 


265-59-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Love  Lane  Auto¬ 
motive  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  April  5,  1970 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7e  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the 
change  in  occupancy  from  4  car  garage  and  dwelling  to 
an  8  car  garage. 

PREMISES  AFFECTED — 11  College  Place,  west  side, 
89  feet  6  inches  north  of  Love  Lane,  Block  236,  Lot  70, 
Borough  of  Brooklyn. 


616-65-BZ — Vol.  II 

APPLICANT — Arthur  S.  McGee  for  Forest  Woods  Homes, 
Incorporated,  owner. 

SUBJECT — Application  reopened  March  1,  1966  as  Volume 
II — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution  and  Section  666  of  the 
New.  York  City  Charter,  to  permit  in  an  R2  district,  the 
erection  of  a  one  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  and  encroaches  on  the  required 
front  and  rear  yards. 

PREMISES  AFFECTED — 84-17  Commonwealth  Boule¬ 
vard,  east  side,  140.06  feet  south  of  Hillside  Avenue,  Block 
8599,  Lot  134,  Bellerose,  Borough  of  Queens. 


1091-67-BZ— Vol.  II 

APPLICANT — Leonard  F.  Rothkrug  for  Erich  Korn, 
owner;  Fred  M.  Velepec  Company,  Incorporated,  lessee. 

SUBJECT — Application  reopened  January  20,  1970 — as  Vol¬ 
ume  II — Decision  of  the  Borough  Superintendent,  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a 
Cl -2  district,  the  change  in  occupancy  of  a  custom  dress¬ 
making  shop  to  a  tool,  die  and  small  machine  shop. 

PREMISES  AFFECTED — 71-72  70th  Street,  west  side, 
115.71  feet  north  of  Myrtle  Avenue,  Block  3685,  Lot  46, 
Glendale,  Borough  of  Queens. 

597-69-BZ 

APPLICANT — Atkin  &  Bassolino  for  Michael  Kawczak, 
owner. 

SUBJECT — Application  October  17,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  conversion 
of  a  two  family  dwelling  that  creates  a  non-compliance  in 
lot  area  per  room. 

PREMISES  AFFECTED — 2914  Middletown  Road,  south 
side,  25.22  feet  west  of  Plymouth  Avenue,  Block  5394,  Lot 
9,  Borough  of  The  Bronx. 

657-69-BZ 

APPLICANT — Murray  Rudman  for  Ethel  Geller,  owner. 

SUBJECT — Application  November  7,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 


ing  Resolution,  to  permit  in  a  C2-2  and  R3-2  district,  on 
a  plot  with  an  existing  restaurant,  the  expansion  of  the 
accessory  parking  facility  into  the  residence  district. 

PREMISES  AFFECTED — 64  City  Island  Avenue,  south¬ 
east  corner  of  Horton  Street,  Block  5638,  Lots  7  and  11, 
Borough  of  The  Bronx. 


659-69-BZ 

APPLICANT — George  J.  Meltzer  for  Dr.  Stanley  Dannen- 
berg,  owner. 

SUBJECT — Application  November  6,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  Rl-2  district,  at  an  existing  one 
family  dwelling  with  a  doctor’s  office  previously  before 
the  Board,  the  erection  of  a  two  story  enlargement  that 
exceeds  the  permitted  floor  area  ratio  and  has  less  than 
the  required  open  space  ratio  and  lot  area  requirements. 

PREMISES  AFFECTED — 110-34  70th  Road,  south  side, 
250  feet  west  of  112th  Street,  Block  2233,  Lot  24,  Forest 
Hills,  Borough  of  Queens. 

740-69-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Sylvia  Mazzella, 
owner. 

SUBJECT — Application  December  17,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  R3-2  district,  the  erection  of  a 
showroom,  salesroom  and  office  building  and  the  use  of  the 
open  area  as  a  fence  contractor’s  yards. 

PREMISES  AFFECTED — 1777  Allerton  Avenue,  north¬ 
west  corner  of  Wickham  Avenue,  Block  4803,  Lots  24,  27 
and  28,  Borough  of  The  Bronx. 

45-70-BZ  ~ 

APPLICANT — Frank  A.  Vaccaro  for  Boulevard  Homes 
Incorporated,  owner. 

SUBJECT  Application  January  20,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-14  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  installa¬ 
tion  of  a  sewage  pumping  station. 

PREMISES  AFFECTED — 160  Old  Amboy  Road,  south¬ 
east  corner  of  Ridgecrest  Avenue,  Block  5237,  Lot  43, 
Eltingville,  Borough  of  Richmond. 

50- 70-BZ 

APPLICANT — Robert  O.  Lowery,  lessee  for  City  of  New 
York,  owner. 

SUBJECT — Application  January  23,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-14 
of  the  Zoning  Resolution,  to  permit  in  an  R6  district,  the 
construction  of  a  prefabricated  temporary  structure  for  use 
as  a  fire  station. 

PREMISES  AFFECTED — 1264  Boston  Road,  east  side, 
140  feet  south  of  East  169th  Street,  Block  2663,  Lot  22, 
Borough  of  The  Bronx. 

51- 70-A  " 

APPLICANT — Robert  O.  Lowery,  lessee  for  City  of  New 
York,  owner. 

SUBJECT — Application  January  23,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Class  5  build¬ 
ing  fire  house— public  building,  thickness  of  steel,  etc. 

PREMISES  AFFECTED — 1264  Boston  Road,  east  side, 
140  feet  south  of  East  169th  Street,  Block  2663,  Lot  22, 
Borough  of  The  Bronx. 

M.  MILTON  GLASS,  Chairman 


*  M 
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CALENDAR 


MARCH  17,  1970,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  March  17,  1970,  at  2  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York  10013,  N.  Y.,  on  the 
following  matters : 

18-70-A 

APPLICANT— Leonard  F.  Rothkrug  for  Louis  Weisen- 
berg,  owner. 

SUBJECT— Application  January  5,  1970— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  automobile 
sales,  residence  zone  and  sale  of  used  cars  into  public 
parking  lot  area. 

PREMISES  AFFECTED— 3607  to  3615  Church  Avenue, 
north  side,  60  feet  east  of  East  37th  Street,  Block  4873, 
Lots  36  and  38,  Borough  of  Brooklyn. 


60-70- A 

APPLICANT— Morris  B.  Lore  for  E.  I.  du  Pont  de 
Nemours  and  Company,  owner. 

SUBJECT — Application  January  27,  1970 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of  com¬ 
bustible  mixture  known  as  Du  Pont  Seal  Transmission 
Sealer  and  Tune-Up  in  new  sealed  metal  container  (tab 
opener)  not  in  compliance  with  Administrative  Code  re¬ 
quirements  of  New  York  City. 


73-70-A 

APPLICANT — Charles  F.  Murphy  for  Hazletime  Corpora¬ 
tion,  owner. 

SUBJECT — Application  January  28,  1970 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  smoking  in  factory. 

PREMISES  AFFECTED— 60-15  to  60-31  Little  Neck 
Parkway,  northeast  corner  of  61st  Avenue,  Block  8393, 
Lot  1,  Little  Neck,  Borough  of  Queens. 

M.  MILTON  GLASS,  Chairman 


MARCH  24,  1970,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  24,  1970,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

681-69-BZ 

APPLICANT — Max  Siegel  Associates  for  John  D.  Di- 
tullio,  owner;  J  &  J  3213,  Incorporated,  lessee. 
SUBJECT — Application  November  18,  1969 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  C2-2  district,  in  an  existing  two 
story  building,  the  addition  to  the  use  of  the  first  floor 
restaurant  to  include  cabaret. 

PREMISES  AFFECTED — 3213  East  Tremont  Avenue, 
east  side,  125  feet  south  of  Waterbury  Avenue,  Block  5331, 
Lot  19,  Borough  of  The  Bronx. 


699-69-BZ 

APPLICANT — Emanuel  Weiner  for  Jacob  Loeffler  and 

Sons,  owner. 

SUBJECT — Application  December  2,  1969 — decision  of  the 


Borough  Superintendent,  under  Section  11-413  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  change 
in  occupancy  of  an  existing  three  story  building  previously 
before  the  Board  from  a  factory  to  a  furniture  showroom. 

PREMISES  AFFECTED — 166  Clymer  Street,  south  side, 
200  feet  east  of  Bedford  Avenue,  Block  2173,  Lot  17, 
Borough  of  Brooklyn. 


704-69-BZ 

APPLICANT — Harry  Soled  for  9th  Avenue  Fish  Market, 
Incorporated,  owner. 

SUBJECT — Application  December  8,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  one  story  build¬ 
ing  and  the  change  in  occupancy  from  garage  to  a  whole¬ 
sale  establishment  and  warehouse. 

PREMISES  AFFECTED — 247  to  249  8th  Street,  north 
side,  327  feet  6  inches  west  of  5th  Avenue,  Block  998,  Lot 
57,  Borough  of  Brooklyn. 


742-69-BZ 

APPLICANT — Arthur  J.  McGee  for  Elvio  Giovannini  and 
Estate  of  Grace  D’Amato,  owners. 

SUBJECT— Application  December  29,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-3  district,  the  erection 
and  maintenance  of  an  automotive  service  station  with 
accessory  uses. 

PREMISES  AFFECTED — 4210  Fort  Hamilton  Parkway, 
southwest  corner  of  42nd  Street,  Block  5596,  Lots  43  and 
45,  Borough  of  Brooklyn. 


27-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Annie  Futernick, 
owner. 

SUBJECT — Application  January  6,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  11-413  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  the  change  in 
occupancy  of  an  existing  one  story  building  previously 
before  the  Board  from  lumber  store,  lumber  yard  and 
storage  of  building  materials  to  a  motor  vehicle  repair 
shop,  touch-up  spraying  and  storage  and  rental  of  motor 
vehicles. 

PREMISES  AFFECTED — 109-20  Sutphin  Boulevard,  147- 
47  Glassboro  Avenue,  northwest  corner,  Block  11949,  Lot 
324,  Jamaica,  Borough  of  Queens. 


36-70-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  200  West  79th  Street  Company,  owner. 

SUBJECT — Application  January  13,  1970 — decision  of  the 
Borough  Superintendent  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  C2-1  and  C2-7  district,  the  erec¬ 
tion  of  an  18  story  residential  and  store  building  that 
exceeds  the  permitted  floor  area  ratio  and  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 380-394  Amsterdam  Avenue, 
200-204  West  79th  Street,  southwest  corner,  201-205  West 
78th  Street,  Block  1170,  Lots  29,  30,  32,  34,  35,  36,  Bor¬ 
ough  of  Manhattan. 


M.  MILTON  GLASS,  Chairman 


MINUTES 


REGULAR  MEETING 

TUESDAY  MORNING,  FEBRUARY  17,  1970,  10  A.M. 

Present:  Chairman  Glass,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 


1004-61-A 

APPLICANT — Richard  I.  Pezenik  for  220  Stewart  Avenue 
Corp.,  Elm  Coated  Fabrics  Div.  W.  R.  Grace,  owner. 

SUBJECT — Application  for  consideration — reopening  for  re¬ 
quest  to  waive  the  rules  of  procedure  and  extension  of  term 
of  variance  which  expired  October  25,  1968— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
installation  of  storage  tanks  for  plasticizers ;  previously 
granted  on  condition. 

PREMISES  AFFECTED — 206-224  Stewart  Avenue,  east 
side,  from  Meadow  Street  to  Metropolitan  Avenue,  Block 
2952,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Richard  Pezenik. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
November  20,  1962,  on  certain  conditions ;  and 

Whereas,  the  term  of  variance  was  last  extended  on  Octo¬ 
ber  25,  1966,  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  November  20,  1962,  as  amended 
through  October  25,  1966,  only  as  to  the  term  of  the  variance, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 
“granted  for  a  term  of  two  years  from  the  date  of  this 
amended  resolution,  to  permit  .  ,  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects.”  (Fire  Dept.  Order  No.  1055-1) 


293-67-A 

AP PLICANT — Edwin  Storch  for  William  Lindenbaum, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — Appeal  from  an  order  and  a  de¬ 
cision  of  the  Fire  Commissioner  re-  sprinkler  system ;  pre¬ 
viously  granted  on  condition. 

PREMISES  AFFECTED — 71-24  to  71-44  Main  Street, 
west  side,  from  72;id  Avenue  to  71st  Road,  Block  6620, 
Lot  32,  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Edwin  Storch. 

ACTION  OF  BOARD — Request  to  reopen  and  amend  the 


resolution  denied. 

THE  VOTE  TO  REOPEN  AND  AMEND— 

Affirmative :  .  0 

Negative:  _  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 


THE  RESOLUTION— 

Whereas,  this  appeal  was  granted  by  the  Board  on  De¬ 
cember  12,  1967,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Whereas,  the  Board  finds  that  the  terms  and  conditions  of 
the  resolution  should  be  complied  with. 

Resolved,  that  the  request  to  reopen  and  amend  the  resolu¬ 
tion  be  and  it  hereby  is  denied.  (Fire  Dept.  Order  No.  4318-5) 


1050-38-BZ — Vol.  II 

APPLICANT — Abraham  Werfel  for  Sovereign  Realty, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
request  to  waive  the  rules  of  procedure  and  extension  of 
term  of  variance  which  expires  June  30,  1974  and  amend¬ 
ment  of  resolution — decision  of  the  Borough  Superintend¬ 
ent;  previously  granted  on  condition,  under  Section  7e 
of  the  Zoning  Resolution,  permitting  in  a  local  retail 
and  residence  use  district,  the  erection  of  a  gasoline 
service  station  with  accessory  motor  vehicle  repair  shop 
with  hand  tools  only,  auto  laundry,  non-automative  and 
lubritorium  without  the  required  rear  yard,  all  for  a  tem¬ 
porary  term  of  15  years. 

PREMISES  AFFECTED— 1301-1319  65th  Street  and 
6411-6423  13th  Avenue,  northeast  corner,  Block  5747, 
Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Abraham  Werfel. 

ACTION  OF  BOARD — Application  to  waive  the  rules 
of  procedure,  reopen  and  extend  the  term  of  the  variance 


denied. 

THE  VOTE  TO  WAIVE  THE  RULES 
OF  PROCEDURE— 

Affirmative:  .  0 

Negative:  Chairman  Glass,  Vice  Chairman  Becker, 
Comissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 


ACTION  OF  BOARD — -Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  June  30,  1969,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  30, 
1959,  by  adding  thereto: 

“that  this  gasoline  service  station  may  be  rearranged 
substantially  as  shown  on  revised  drawings  of  proposed 
conditions  marked  ‘Received  November  6,  1969’,  one 
sheet,  and  ‘Received  February  13,  1970’,  one  sheet,  on 
condition  that  the  post  standard  brand  sign  be  non¬ 
rotating;  that  the  work  shall  be  substantially  completed 
within  one  year  from  the  date  of  this  amended  resolu¬ 
tion;  and  that  other  than  as  herein  amended  the  resolu¬ 
tion  above  cited  shall  be  complied  with  in  all  respects.” 
(Alt.  895-64  and  Misc.  564-70) 


183-48-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Glen  Oaks  Shop¬ 
ping  Center  Realty  Company,  owner. 


I/O 


MINUTES 


SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition,  under  Sections 
7c  and  7e  of  the  Zoning  Resolution,  permitting  the  exten¬ 
sion  of  a  business  building  (stores,  bank  and  theater) 
from  a  retail  use  district  into  a  residence  use  district ;  and 
permitting  the  parking  of  more  than  5  motor  vehicles  in 
the  retail  and  residence  use  districts ;  and  permitting  in 
the  retail  use  portion,  the  maintenance  of  a  gasoline  service 
station  for  a  term  of  15  years. 

PREMISES  AFFECTED — 255-01  to  259-25  Union  Turn¬ 
pike,  blockfront,  north  side  between  255th  Street  and  260th 
Street,  Block  8513,  Lots  2  and  4,  Glen  Oaks,  Borough  of 
Queens  (formerly  256-31  to  258-15  Union  Turnpike,  north¬ 
west  side,  between  255th  Street  and  260th  Street,  Block 
8513,  Lot  2,  Bellerose,  Borough  of  Queens). 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  . 0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  29,  1948,  on  certain  conditions;  and 

Whereas,  the  term  of  variance  was  last  extended  on  May 
28,  1968;  and 

Whereas,  the  applicant  requested  a  further  amendment  of 
the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  29, 
1948,  as  amended  through  May  28,  1968,  by  adding  thereto: 
“that  the  accessory  parking  in  the  R3-2  district  portion 
of  the  premises  may  be  continued  as  previously  per¬ 
mitted  by  the  Board,  substantially  as  shown  on  drawing 
filed  with  this  application  marked  ‘Received  January  15, 
1970’,  one  sheet,  on  condition  that  the  commercial  build¬ 
ings  shown  thereon  in  the  C4-1  district  portion  of  the 
premises,  including  the  theatre  on  Lot  4,  comply  with  all 
applicable  provisions  of  the  Zoning  Resolution,  except 
that  the  gasoline  service  station  previously  permitted 
under  N.  B.  Applic.  No.  563-49  shall  continue  for  a 
term  to  expire  on  June  25,  1978;  and  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects.”  (Alt.  1503-69) 


816-53-BZ — Vol.  II 

APPLICANT — Arthur  J.  McGee  by  Joseph  P.  Morsellino 
for  Weis  Volkswagen  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  November  24, 
1969 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Sections  7e  and  7h  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  local  retail  and  residence 
use,  D  and  E-l  area  districts,  the  addition  of  Lot  60  for 
use  for  parking  of  more  than  five  motor  vehicles,  for 
patrons  and  employees  and  for  the  display  for  sale  of  more 
than  five  motor  vehicles  in  conjunction  with  the  automobile 
showroom,  motor  vehicle  repair  shop  and  storage  garage. 

PREMISES  AFFECTED — 218-25  Hempstead  Avenue, 
north  side,  182.25  feet  east  of  218th  Street,  Block  10766, 
Lot  53,  Queens  Village,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 


THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  amended  by  the  Board  as 
Vol.  II,  on  September  18,  1956,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  February  17.  1970,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
30,  1954,  as  amended  through  November  24,  1964,  only  as 
to  the  term  of  variance,  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 

“granted  for  a  term  of  five  years  from  November  24, 
1969,  to  permit  on  condition  that  signs  shall  con¬ 

form  to  the  requirements  for  a  C2  district ;  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 
be  complied  with  in  all  respects ;  and  that  a  new  Cer¬ 
tificate  of  Occupancy  shall  be  obtained.”  (N.B.  3042-53) 


657-54-BZ 

APPLICANT — Robert  Gottlieb  for  Webster  Auto  Parts, 
Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  March  30, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7f  and  7i  of  the 
Zoning  Resolution,  permitting  in  a  business  use  district, 
the  premises  to  be  occupied  as  a  garage,  gasoline  service 
station  and  repair  shop. 

PREMISES  AFFECTED— 1363-1383  Webster  Avenue, 
west  side,  647.4  feet  north  of  East  169th  Street,  Block 
2887,  Lot  157,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Gerald  Levy. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
March  22,  1955,  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  February  17,  1970,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
22,  1955  as  amended  through  March  30,  1965,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  five  years  from  March  30,  1970, 
to  permit  on  condition  that  the  sign  on  the  adjoin¬ 
ing  building  along  the  southerly  lot  line  be  obliterated; 
that  a  copy  of  the  original  resolution,  as  hereby  amended, 
and  a  certified  copy  of  the  drawings  as  approved  by 
the  Board  shall  be  permanently  posted  in  the  office  of 
this  gasoline  service  station;  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects;  and  that  a  new  Certificate  of  Oc¬ 
cupancy  shall  be  obtained.”  (N.B.  869-54) 


176 


MINUTES 


30-68-BZ 

APPLICANT — Herbert  L.  Brickman  for  Vincent,  Frank 
and  Ida  Alfa  rone,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition,  under  Section 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  R4  dis¬ 
trict,  the  erection  of  a  one  story  building  for  use  as  retail 
stores  with  accessory  parking  that  encroaches  on  the 
required  front  yard  and  side  yard. 

PREMISES  AFFECTED — 3825-3833  Boston  Road,  north¬ 
east  corner  of  DeReimer  Avenue,  Block  4896,  Lot  5,  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Herbert  Brickman. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
March  26,  1968,  on  certain  conditions ;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  December  2,  1969,  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standard  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
26,  1968,  as  amended  through  December  2,  1969,  by  adding 
thereto : 

“that  the  building  may  be  rearranged,  constructed  and 
used  substantially  as  shown  on  revised  drawing  of  pro¬ 
posed  conditions  marked  ‘Received  January  29,  1970’,  one 
sheet,  on  condition  that  the  parking  area  be  screened  in 
accordance  with  the  requirements  of  Section  25-66  of 
the  Zoning  Resolution;  that  lighting  be  deflected  away 
from  the  adjoining  residences;  and  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects.”  (N.  B.  510-67) 

91-68-BZ 

APPLICANT — Lama  and  Vassalotti  for  Majestic  Towers 
Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for  re¬ 
quest  to  waive  the  rules  of  procedure  and  extension  of  time 
to  complete  which  expired  April  9,  1969 — decision  of  the 
Borough  Superintendent;  previously  granted  on  condition, 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit 
in  a  C4-6  district,  in  an  existing  15  story  penthouse  mixed 
building,  the  change  in  occupancy  of  the  penthouse  from 
maids  rooms  to  single  room  occupancy  that  increases  the 
degree  of  non-compiiance  in  lot  area  per  room. 
PREMISES  AFFECTED— 209-215  West  75th  Street,  2138- 
2146  Broadway,  northeast  corner,  Block  1167,  Lot  23,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  time  to  complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative : 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
April  9,  1968,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  April  9,  1968,  only  as  to  the  time 
to  complete  the  work,  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 

“all  work  shall  be  substantially  completed  within  six 
months  from  the  date  of  this  amended  resolution.”  (Alt. 
1638-67) 


716-68-BZ 

APPLICANT — Marvin  Ames  for  Ames  Associates  for  the 
Board  of  Education  of  the  City  of  New  York,  owner. 

SUBJECT — Application  for  consideration — reopening  for  re¬ 
quest  to  waive  the  rules  of  procedure  and  extension  of  time 
to  complete  which  expired  December  10,  1969 — decision  of 
the  Borough  Superintendent;  previously  granted  on  con¬ 
dition,  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  R3-2  and  R6  district,  the  erection  of  a  four 
story  school  that  encroaches  on  the  required  front  yard, 
rear  yard  equivalent  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 46-21  Colden  Street,  northeast 
corner  of  Juniper  Street,  Blocks  5147  and  5148,  Lot  1, 
Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Harvey  Kagan. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  time  to  complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
December  10,  1968,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  December  10,  1968,  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.  B.  372-68) 


93-69-BZ 

APPLICANT — Julian  Roth  of  Emery  Roth  and  Sons  for 
Flatbush  Avenue,  Inc.,  and  Avenue  U,  Inc.,  owners. 
SUBJECT — Application  for  consideration  —  reopening  for 
amendment  of  resolution  as  to  the  term  of  the  variance — 
decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  73-49  of  the  Zoning 
Resolution,  to  permit  in  an  M3-1  district,  at  a  proposed 
shopping  center,  the  addition  to  the  uses  to  include  roof 
parking. 

PREMISES  AFFECTED — 2483-2571  Flatbush  Avenue, 
5102-5430  Avenue  U,  southeast  corner,  Block  8470,  part  of 
Lot  1,  Lots  54,  55,  62,  99,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
0  amended. 


177 


MINUTES 


THE  VOTE — 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
May  20,  1969,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
February  17,  1970,  after  due  notice  by  publication. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  May  20, 
1969  by  adding  thereto : 

“that  in  lieu  of  the  term  heretofore  specified,  this  Special 
Permit  shall  be  for  a  term  of  ten  years  from  May  20, 
1969,  on  condition  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (N.  B.  656-67) 


1044-67-BZ 

APPLICANT— Jerome  W.  Perlstein  for  21-29  44th  Road, 
Incorporated,  owner. 

SUBJECT — Application  November  30,  1967 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  R5  district,  the  erection  of  a  one 
story  and  basement  enlargement  to  an  existing  factory, 
storage  and  office  building. 

PREMISES  AFFECTED — 12-12  Astoria  Boulevard,  south 
side,  96.97  feet  east  of  12th  Street,  Block  512,  Lot  4, 
Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Jerome  W.  Perlstein,  Morton  S.  Cohn, 
Seymour  Schuman. 

For  Opposition:  None. 

For  Administration :  E.  Gross,  Dept,  of  Commerce. 
ACTION  OF  BOARD — Laid  over  to  February  25,  1970,  at 
10  A.M.  for  decision ;  applicant  to  file  revised  drawings ; 
previously  inspected;  hearing  closed. 


146-69-BZ 

APPLICANT — Arthur  J.  McGee  for  Sunshine  Coal  and 
Fuel  Oil  Company,  Incorporated,  owner. 

SUBJECT — Application  March  25,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  at  an  existing 
coal  yard  previously  before  the  Board,  the  installation  of 
fuel  oil  storage  tanks  and  the  erection  of  a  two  story  serv¬ 
ice  and  office  building. 

PREMISES  AFFECTED — 222-01  141st  Avenue,  north  side, 
394.57  feet  east  of  219th  Street,  Block  13143,  Lots  81,  85, 
100,  Springfield  Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  Victoria  Addeo. 

ACTION  OF  BOARD — Laid  over  to  March  10,  1970,  at 
10  A.M.  at  the  request  of  the  applicant.  Applicant  to  sub¬ 
mit  evidence  as  to  financial  hardship.  Hearing  continued, 
previously  inspected. 


676-69-A 

APPLICANT — Arthur  J.  McGee  for  Sunshine  Coal  and 
Fuel  Oil  Company,  owner. 

SUBJECT — Application  November  14,  1969 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  fuel  oil  storage 
tanks. 


PREMISES  AFFECTED— 222-01  141st  Avenue,  north  side, 
394.57  feet  east  of  219th  Street,  Block  13143,  Lots  81,  85, 
100,  Springfield  Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD— Laid  over  to  March  10,  1970,  at 
10  A.M.  for  inspection  and  decision;  Laid  over  at  the  re¬ 
quest  of  the  applicant,  in  conjunction  with  Cal.  No.  146- 
69-BZ. 


247-69-BZ 

APPLICANT — Leonard  Boxer  of  Olnick  and  Seltzer  for 
Deerealty  Corp.,  owner. 

SUBJECT — Application  May  6,  1969 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City  Char¬ 
ter,  to  permit  in  a  Cl-9  and  R7-2  district,  the  erection  of  a 
34  story  mixed  building  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  lot  area  per  room  and 
with  commercial  occupancy  above  the  first  floor. 

PREMISES  AFFECTED — 560-576  Third  Avenue,  west 
side,  from  East  37th  Street  to  East  38th  Street,  158-166 
East  38th  Street,  159-163  East  37th  Street,  Block  893,  Lot 
41,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Leonard  Boxer. 

For  Opposition :  Richard  L.  Lang. 

For  Administration:  Howard  Ziper,  City  Planning. 

ACTION  OF  BOARD — Laid  over  to  April  23,  1970,  at  10 
A.M.  at  the  request  of  the  applicant.  Hearing  continued, 
previously  inspected. 

532-69-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Tzivreh  Realty 
Corporation,  owner;  Country  Club  Nursing  Home,  lessee. 

SUBJECT — Application  September  10,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R-2  district,  the  erection 
of  a  one  story  and  basement  enlargement  to  a  proprietary 
nursing  home. 

PREMISES  AFFECTED — 3391  Country  Club  Road,  north 
side,  836.01  feet  east  of  Reed  Place,  Block  5409,  Lot  436, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  March  3,  1970,  at 
10  A.M.  Hearing  continued.  Applicant  to  submit  addi¬ 
tional  information.  Previously  inspected. 

548-69-BZ 

APPLICANT— Arthur  J.  McGee  for  Charles  F.  Harding 
and  Harry  Bell,  owners;  American  Oil  Company,  lessee. 

SUBJECT— Application  September  23,  1969— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  an  automotive  service  station  with  accessory  uses  and 
accessory  signs. 

PREMISES  AFFECTED — 107-10  Astoria  Boulevard, 
southeast  corner  of  107th  Street,  Block  1694,  Lots  1,  2, 
6,  9,  Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  None. 

For  Administration;  Mark  A.  Levine,  City  Planning 
Commission. 
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ACTION  OF  BOARD — Laid  over  to  February  25,  1970,  at 
10  A.M.  for  decision;  hearing  closed. 


549-69-BZ 

APPLICANT — Arthur  J.  McGee  for  9th  Street  Company, 
owner. 

SUBJECT — Application  September  23,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C6-1  and  R7-2  district,  the 
erection  of  a  28  story  multiple  dwelling  and  store  building 
that  exceeds  the  permitted  floor  area  ratio  and  lot  area 
per  room,  has  less  than  the  required  open  space  ratio  and 
accessory  parking  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 39-45  Third  Avenue,  east  side, 
from  East  9th  Street  to  East  10th  Street,  Block  465,  Lots 
1  to  8,  30,  32,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition :  Esther  T.  Rand. 

For  Administration :  Mark  A.  Levine,  City  Planning  Com¬ 
mission. 

ACTION  OF  BOARD — Laid  over  to  March  10,  1970,  at 
10  A.M.  at  the  request  of  the  applicant  and  the  City  Plan¬ 
ning  Commission.  Hearing  continued;  previously  inspected. 


636-69-BZ 

APPLICANT — Hurley,  Kearney  and  Lane  for  The  Roman 
Catholic  Church  of  the  Most  Precious  Blood,  owner. 
SUBJECT — Application  October  23,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection  of 
a  Church  that  encroaches  on  the  required  side  yard  and 
without  the  required  accessory  parking. 

PREMISES  AFFECTED — 2701  Bath  Avenue,  northeast 
corner  of  27th  Avenue,  Block  6885,  Lot  1,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Albert  W.  Kreyl,  John  E.  Murphy,  Marco 
A.  Longo,  Jr. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  March  10,  1970,  at 
10  A.M.  for  decision ;  previously  inspected ;  hearing  closed. 

Applicant  to  submit  revised  drawings. 


651-69-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Helen  Marer, 
owner. 

SUBJECT — Application  November  5,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district  the  erection  of 
a  six  story  multiple  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  the  height  of  the  front  wall  and  lot  area 
per  room,  has  less  than  the  required  open  space  ratio  and 
accessory  parking,  and  encroaches  on  required  front  set¬ 
back. 

PREMISES  AFFECTED— 830  to  832  Magenta  Street, 
southwest  corner  of  Bronxwood  Avenue,  Block  4633,  Lot  1, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  March  10,  1970,  at 
10  A.M.  for  continued  hearing;  previously  inspected;  ap¬ 
plicant  to  file  revised  drawings. 


652-69-A 

APPLICANT — Leonard  F.  Rothkrug  for  Helen  Marer, 
owner. 

SUBJECT — Application  November  5,  1969 — filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  re-  proposed 
seven  story  Class  A  Multiple  Dwelling  and  proposed  use 
of  top  of  rock. 

PREMISES  AFFECTED— 830  to  832  Magenta  Street, 
southwest  corner  of  Bronxwood  Avenue,  Block  4633,  Lot  1, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Laid  over  to  March  10,  1970,  at 
10  A.M.  for  continued  hearing  in  conjunction  with  Calen¬ 
dar  Number  651-69-BZ. 


664-69-BZ 

APPLICANT — Jamaica  Water  Supply  Company,  owner. 
SUBJECT — Application  November  12,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  73-14  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Rl-2  district,  the  installa¬ 
tion  of  a  water  pumping  station. 

PREMISES  AFFECTED — 180-38  Grand  Central  Parkway, 
south  side,  104.88  feet  west  of  Avon  Street,  Block  9949, 
Lot  60,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  John  E.  Regan  and  Stephen  B.  Dempsey. 
For  Opposition :  Vincent  Bavso,  Jane  Loderhose  and  Mary 
Laviverta.  , 

ACTION  OF  BOARD — Laid  over  to  March  3,  1970,  at 
10  A.M.  for  hearing  at  the  request  of  the  Local  Board; 
previously  inspected. 


744-69-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  New  York  University,  owner. 

SUBJECT — Application  December  24,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-641 
of  the  Zoning  Resolution,  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  an  R7-2  district,  the  erec¬ 
tion  of  an  11  story  enlargement  to  a  university  structure 
that  exceeds  the  permitted  floor  area  ratio  and  lot  cover¬ 
age  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 80  Washington  Square  East, 
northeast  corner  of  West  4th  Street,  Block  546,  Lots  1,  3, 
5,  8,  10,  11,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Kenneth  Singer. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  March  3,  1970,  at 
10  A.M.  at  the  request  of  the  Local  Board  for  Hearing; 
previously  inspected. 


746-69-BZ 

APPLICANT — Atkin  and  Bassolino  for  Cardella  Bakery, 
owner ;  Louis  Zamboli,  lessee. 

SUBJECT — Application  December  30,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  change 
in  occupancy  of  an  existing  one  story  building  from  a 
store  to  a  wholesale  establishment  with  showroom  and 
office. 

PREMISES  AFFECTED — 925  Burke  Avenue,  northeast 
corner  of  Radcliff  Avenue,  Block  4609,  Lot  8,  Borough  of 
The  Bronx. 
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APPEARANCES— 

For  Applicant :  Thomas  Gibson  and  Louis  Zamboli. 

For  Opposition:  G.  Mozzanica,  A.  Romanovitch,  Eliza¬ 
beth  Schnetz,  Johanna  Monaco,  Theresa  Baiardi,  Amelia 
Cardosa,  Carmele  Carrozza  and  Christ  Visick. 
ACTION  OF  BOARD — Laid  over  to  March  3,  1970,  at 
10  A.M.  for  decision ;  previously  inspected ;  hearing  closed. 


419-69-BZ 


APPLICANT — Raymond  J.  Irrera  for  Orazio  Amaru, 
owner. 

SUBJECT — Application  July  14,  1969 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412  of  the  Zoning 
Resolution,  to  permit  in  a  Cl -2  and  in  an  R5  district,  the 
enlargement  in  area  of  a  public  parking  lot  previously 
before  the  Board. 

PREMISES  AFFECTED — 42-02  31st  Avenue,  southeast 
corner  of  42nd  Street,  Block  692,  Lots  36  and  40,  Long 
Island  City,  Borough  of  Queens. 


APPEARANCES— 


For  Applicant:  Raymond  J.  Irrera  and  Orazio  Amaru. 
For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE— 


Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 
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THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
November  18,  1969,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  6,  1970;  then  to  February  3, 
1970;  then  to  February  17,  1970;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  16,  1969,  acting  on  Alt.  Applic.  621/1969,  reads : 

“3a.  Lot  reapportionment  reduces  tentative  Lot  50 
to  an  area  less  than  minimum  required  for  a  one  family 
detached  dwelling  Sec.  23-32  Z.  R. 

4a.  Additional  area  to  be  used  for  public  parking 
(Use  Group  8)  located  in  Cl-2  district  is  not  a  per¬ 
mitted  use  as  of  right  Sec.  32-00  Z.  R. 

5.  Additional  area  to  be  used  for  public  parking 
(Use  Group  8)  located  in  R5  district  is  not  permitted 
as  of  right  Sec.  22-00  Z.  R. 

6.  Increase  of  parking  area  to  be  used  for  additional 
parking  is  contrary  to  B.  S.  &  A.  Resolution  Cal.  # 
342-40-BZ.” 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

.  Whereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  11-412  of  the  Zoning 
Resolution,  the  enlargement  of  the  present  site  area. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  permit  under  Section  11-412  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  a  Cl-2  district,  the  enlargement  in  area 
of  a  public  parking  lot  previously  before  the  Board,  on  con¬ 
dition  that  all  work  shall  substantially  conform  to  drawings 
iv5£„wlth  thls  application  and  marked  “Received  July  14, 
1969,  one  sheet,  January  29,  1970,”  5  sheets,  and  “Feb- 
ruary  13,  1970  one  sheet;  on  further  condition  that  Lot 
Numbers  36,  40  and  48  be  reapportioned  as  shown  on  draw¬ 
ing  marked  ‘Received  February  13,  1970,”  and  be  recorded 
in  the  Registrar  s  Office  and  the  Tax  Department;  on  further 
condition  that  this  variance  be  for  a  term  of  five  years  from 
the  date  of  this  resolution ;  that  all  laws,  rules  and  regula¬ 
tions  applicable  shall  be  complied  with,  and  that  substantial 
construction  be  completed  within  one  year  from  the  date  of 
this  resolution. 


606-69-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Delma  Engineer¬ 
ing  Corporation,  owner. 

SUBJECT — Application  October  21,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-4  district,  in  conjunction 
with  the  construction  of  an  intermediate  floor,  the  change 
in  occupancy  from  theatre  to  an  apparel  manufacturing 
establishment. 

PREMISES  AFFECTED — 2345  Hughes  Avenue,  south¬ 
west  corner  of  East  186th  Street,  Block  3073,  Lot  20, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

Negative:  Chairman  Glass  . .  1 

THE  RESOLUTION— 


Whereas,  a  pjablic  hearing  was  held  on  this  application  on 
January  20,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  3,  1970;  then  to  February 
17,  1970;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  2,  1969,  acting  on  Alt.  Applic.  440/1969,  reads : 

“1.  Proposed  change  of  occupancy  in  Cl-4  use  dis¬ 
trict  from  motion  picture  theatre  (Use  Group  8)  to 
manufacturing  of  apparel.  Use  Group  17,  is  contrary 
to  Sec.  52-36  of  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  ap¬ 
plicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  arid  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
a  Cl-4  district,  in  conjunction  with  the  construction  of  an 
intermediate  ^  floor,  the  change  in  occupancy  from  theatre 
to  a  women’s  apparel  manufacturing  establishment,  for  a 
term  of  ten  years,  on  condition  that  all  work  shall  substan- 
tially  conform  to  drawing's  filed  with  this  application  and 
marked  “Received  October  21,  1969,”  5  sheets,  and  “Feb¬ 
ruary  16,  1970”,  4  sheets;  that  all  laws,  rules  and  regula- 
tions  applicable  shall  be  complied  with,  and  that  substantial 
construction  be  completed  within  one  year  from  the  date 
of  this  resolution. 


637-69-BZ 

APPLICANT — Edwin  Storch  for  Alfred  Mastramaura, 
owner. 

SUBJECT— Application  October  24,  1969— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and.  Section  666  of  the  New  York  City 
Charter,,  to  permit  in  an  Ml-1  district,  the  conversion  of 
an  existing  two  story  building  from  a  factory  to  a  two 
family  dwelling. 

PREMISES  AFFECTED— 24-02  Pacific  Street,  south 
side,  70.1%  feet  east  of  Sackman  Street,  Block  1444,  Lot 
13,  Borough  of  Brooklyn. 
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APPEARANCES— 

For  Applicant:  Edwin  Storch. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  February  3,  1970,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  February  17,  1970 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  7,  1969,  acting  on  Alt.  Applic.  2122/1968, 
reads : 

“1.  Within  an  Ml-1  district,  the  proposed  change 
of  use  from  factory  (tailor  shop)  to  a  two  family  dwell¬ 
ing  which  is  not  permitted  as  of  right,  contrary  to  22-10 
Z.  R.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  prac¬ 
tical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  Ml-1  district,  the  conversion  of  an  existing  two-story 
building  from  a  factory  to  a  two-family  dwelling,  on  condi¬ 
tion  that  all  work  shall  substantially  conform  to  drawings 
filed  with  this  application  and  marked  “Received  October 
24,  1969,”  10  sheets,  and  “February  10,  1970,”  one  sheet; 
that  all  laws,  rules  and  regulations  applicable  shall  be  com¬ 
plied  with,  and  that  substantial  construction  be  completed 
within  one  year  from  the  date  of  this  resolution. 

Adjourned:  11:30  A.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  FEBRUARY  17,  1970,  2  P.M. 

Present:  Chairman  Glass,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 


3829-BZY — Vol.  VII,  4381-BZY— Vol.  VII,  3997-BZY— 
Vol.  VII  and  4277-BZY— Vol.  VII 

ACTION  OF  BOARD — Time  to  complete  construction  ex¬ 
tended. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  Board  funds  that  in  each  of  these  cases  the 
applicant  has  met  the  requirements  of  Section  11-324  of  the 


Zoning  Resolution  for  an  additional  extension  of  time  to  com¬ 
plete  construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Resolu¬ 
tion,  the  additional  extension  of  time  to  complete  construc¬ 
tion  to  December  15,  1970. 


61-BZY— Vol.  VI,  63-BZY— Vol.  VI  and  64-BZY— Vol. 
VI 

ACTION  OF  BOARD — Time  to  complete  construction  ex¬ 
tended. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  Board  finds  that  in  each  of  these  cases  the 
applicant  has  met  the  requirements  of  Section  11-324  of  the 
Zoning  Resolution  for  an  additional  extension  of  time  to 
complete  construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Resolu¬ 
tion,  the  additional  extension  of  time  to  complete  construc¬ 
tion  to  December  15,  1970. 


4323-BZY— Vol.  VII 

ACTION  OF  BOARD — Time  to  complete  construction  ex¬ 
tended. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  Board  finds  that  the  applicant  has  met  the 
requirements  of  Section  11-324  of  the  Zoning  Resolution  for 
an  additional  extensions  of  time  to  complete  construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Resolu¬ 
tion,  the  additional  extension  of  time  to  complete  construc¬ 
tion  to  December  15,  1970,  on  condition  that  this  be  consid¬ 
ered  a  terminal  grant  and  no  further  applications  for 
extension  will  be  considered  by  the  Board. 


2470-BZY— Vol.  VII 

ACTION  OF  BOARD — Time  to  complete  construction  ex¬ 
tended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  Board  finds  that  the  applicant  has  met  the 
requirements  of  Section  11-324  of  the  Zoning  Resolution  for 
an  additional  extension  of  time  to  complete  construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Resolu¬ 
tion,  the  additional  extension  of  time  to  complete  construc¬ 
tion  to  December  15,  1970. 


n 

’• 
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2468-BZY — Vol.  VII  and  2469-BZY— Vol.  VII 

ACTION  OF  BOARD — Time  to  complete  construction  ex¬ 
tended. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  Board  finds  that  in  each  of  these  cases  the 
applicant  has  met  the  requirements  of  Section  11-324  of  the 
Zoning  Resolution  for  an  additional  extension  of  time  to 
complete  construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Resolu¬ 
tion,  the  additional  extension  of  time  to  complete  construc¬ 
tion  to  December  15,  1970,  on  condition  that  this  be  con¬ 
sidered  a  terminal  grant  and  no  further  extension  of  time 
will  be  considered  by  the  Board. 


2577-BZY— Vol.  VII 

ACTION  OF  BOARD — Time  to  complete  construction  ex¬ 
tended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


W  hereas,  the  Board  finds  that  the  applicant  has  met  the 
requirements  of  Section  11-324  of  the  Zoning  Resolution  for 
an  additional  extension  of  time  to  complete  construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Resolu¬ 
tion,  the  additional  extension  of  time  to  complete  construction 
to  December  15,  1970. 


2575-BZY— Vol.  VII  and  2576-BZY— Vol.  VII 

ACTION  OF  BOARD — Time  to  complete  construction  ex¬ 
tended. 

THE  VOTE— 

Affirmative  :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  Board  finds  that  in  each  of  these  cases  the 
applicant  has  met  the  requirements  of  Section  11-324  of  the 
Zoning  Resolution  for  an  additional  extension  of  time  to 
complete  construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Resolu¬ 
tion,  the  additional  extension  of  time  to  complete  construc¬ 
tion  to  December  15,  1970. 


2471-BZY— Vol.  VII 

ACTION  OF  BOARD — Laid  over  to  February  25,  1970,  at 
2  P.M.  The  applicant  is  to  submit  photographs  of  the  pres¬ 
ent  condition  of  the  work. 


311-62-A— Vol.  II 

APPLICANT — R.  Jackson  Smith  for  Eggers  and  Smith  for 
New  York  University,  owner. 

SUBJECT — Application  reopened  as  Volume  II  December 
16,  1969 — Appeal  from  a  decision  of  the  Fire  Commissioner, 
re-  Sprinkler  System. 

PREMISES  AFFECTED — 40-47  Washington  Square 
South,  bounded  by  West  3rd  Street,  Sullivan  Street  and 
McDougal  Street,  99-111  West  3rd  Street  and  136-146  Mc- 
Dougal  Street,  Block  541,  Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  R.  Jackson  Smith  and  Louis  A.  Braun. 
For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
October  30,  1969,  on  Job  No.  6-705,  reads: 

“Your  request  to  alter  the  existing  ‘Fire  Sentinel  Alarm 
System’  and  extend  same  into  the  new  building  in  lieu 
of  providing  sprinklers,  is  denied. 

Using  our  sprinkler  guidelines,  the  following  sprinkler 
requirements  are  made: 

1.  Sub-cellar,  Dwg.  E-801 -Sprinklers  required 
throughout. 

Cellar,  Dwg.  E-802-Sprinklers  required  throughout. 
Sprinkler  installations  are  to  conform  to  Article  16  of 
the  Building  Code  and  plans  are  to  be  filed  with  an  ap¬ 
proval  by  the  Department  of  Buildings  before  work  is 
commenced.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  October  30,  1969,  acting  on  Job.  No.  6-705,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted,  on  condition  that  the 
building  shall  substantially  comply  with  drawings  marked 
“Received,  November  26,  1969”  ten  sheets,  on  further  con¬ 
dition  that  an  approved  type  smoke  detection  system  con¬ 
nected  to  a  central  office  be  installed  in  the  new  stack  and 
carrell  areas  in  the  sub-cellar  and  cellar,  and  that  openings 
to  the  existing  and  new  stack  rooms  be  cut  off  from  other 
parts  of  the  building  by  fireproof  self-closing  doors,  and  that 
in  all  other  respects  all  other  applicable  laws,  rules  and 
regulations  be  complied  with. 


594-69-A 

APPLICANT — Surrey  Karasik,  Greene  and  Seham  for  E 
and  M  Land  Corporation,  owner. 

SUBJECT — Application  October  16,  1969 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprin¬ 
kler  system. 

PREMISES  AFFECTED — 324  Canal  Street,  south  side, 
150  feet  west  of  Broadway,  Block  210,  Lot  10,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Alan  Oster  and  Max  Landau. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
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Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  August  17,  1967  and  September  15,  1969  on 
Order  No.  3695-7,  reads : 

“1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  building,  arranged  and  equipped  as  per 
Chapter  26,  Art.  16  Adm.  Code. 

Section  280  Labor  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  August  17,  1967  and  September  15,  1969,  acting 
on  Order  No.  3695-7,  Objection  No.  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  building  shall  substantially  comply  with 
drawings  marked  “Received,  October  15,  1969,”  six  sheets, 
“December  4,  1969,”  one  sheet,  and  “February  17,  1970.”  one 
sheet,  on  further  condition  that  the  proposed  extension  of  the 
non-automatic  sprinkler  system  and  the  automatic  fire  alarm 
system  be  installed  to  the  satisfaction  of  the  Fire  Depart¬ 
ment,  and  that  in  all  other  respects,  all  other  applicable  laws, 
rules  and  regulations  shall  be  complied  with. 


604-69-A 

APPLICANT — Frank  A.  Vaccaro  for  Regina  McIntyre 
Sullivan,  owner. 

SUBJECT — Application  October  20,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 110  Hughes  Avenue,  west  side, 
551  feet  north  of  Bloomfield  Avenue,  Block  1760,  Lot  168, 
Castleton  Corners,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Frank  A.  Vaccaro. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  10,  1969  on  N.B.  Applic.  1964-68,  reads: 

“1.  The  street  giving  access  to  the  building  is  not 
duly  placed  on  the  official  map  of  the  City  of  New  York 
and  therefore  no  Certificate  of  Occupancy  can  be  issued 
as  per  Art.  3,  Sec.  36  of  the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  October  10,  1969,  acting  on  N.B.  Applic.  1964-68,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  a  Certificate  of  Occupancy  may  be  issued  when  the  build¬ 
ing  is  completed  to  the  satisfaction  of  the  Borough  Superin¬ 
tendent  substantially  in  compliance  with  drawings  marked 
“Received,  October  20,  1969,”  two  sheets,  and  “January  9, 
1970,”  one  sheet ;  on  further  condition  that  all  laws,  rules  and 
regulations  applicable  shall  be  complied  with. 


745-69-A 

APPLICANT — De  Rose  and  Cavalieri  for  Henry  Sauer, 
owner. 

SUBJECT — Application  December  30,  1969 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  frame  build¬ 
ing,  extension  of  commercial  use. 

PREMISES  AFFECTED— 1337  Webster  Avenue,  west 
side,  342.49  feet  north  of  169th  Street,  Block  2887,  Lot  172, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  George  J.  Cavalieri. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  19,  1969  on  Alt.  Applic.  555-69,  reads : 

“1.  Extension  of  commercial  use  into  residence  por¬ 
tion  of  frame  building  is  contrary  to  Section  C26-254  of 
A.C.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  December  19,  1969,  acting  on  Alt.  Applic. 
555-69,  Objection  No.  1,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  substantially  comply  with  drawings  marked 
“Received,  December  23,  1969,”  two  sheets ;  and  on  further 
condition  that  in  all  other  respects,  all  other  applicable  laws, 
rules  and  regulations  shall  be  complied  with. 

35-70-A 

APPLICANT — Harold  E.  Diamond  for  Enterprises  of  Hi- 
Art,  owner. 

SUBJECT — Application  January  13,  1970 — filed  pursuant  to 
Section  36  General  City  Law  re-  erection  of  building  not 
fronting  on  legal  street. 

PREMISES  AFFECTED — 294  Maybury  Avenue,  south 
side,  212.17  feet  east  of  Great  Kills  Road,  Block  5130,  Lot 
18,  Great  Kills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Harold  E.  Diamond. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  9,  1970  on  N.B.  Applic.  1852-69,  reads : 

“1.  Street  giving  access  to  structure  must  appear 
on  the  official  map  of  the  City  of  New  York — Article 
III,  Section  36  of  the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
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dated,  January  9,  1970,  acting  on  N.B.  Applic.  1852-69,  Ob¬ 
jection  No.  1  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle 
of  the  street  shall  be  in  accordance  with  the  standards  of 
the  Department  of  Highways,  and  that  street  trees  be 
planted  in  front  of  these  premises  in  accordance  with  the 
regulations  of  the  Department  of  Parks,  and  that  the  build¬ 
ing  shall  substantially  comply  with  drawings  marked  “Re¬ 
ceived,  January  13,  1970,”  three  sheets,  and  that  in  all  other 
respects  all  other  applicable  laws,  rules  and  regulations  shall 
be  complied  with. 


608-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 64  Brook  Avenue,  south  side, 
326.6  feet  east  of  Hylan  Boulevard,  Block  4728,  Lot  85, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  to  February  25,  1970,  at 
2  P.M.  Applicant  to  submit  letter  from  the  Office  of 
Staten  Island  Development.  Hearing  continued. 


609-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 72  Brook  Avenue,  south  side, 
400.40  feet  east  of  Hylan  Boulevard,  Block  4728,  Lot  88, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  to  February  25,  1970,  at 
2  P.M.  Applicant  to  submit  letter  from  the  Office  of 
Staten  Island  Development.  Hearing  continued. 


610-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 78  Brook  Avenue,  west  side, 
476.36  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  92, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  to  February  25,  1970,  at 
2  P.M.  Applicant  to  submit  letter  from  the  Office  of 
Staten  Island  Development.  Hearing  continued. 


611-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  October  22,  1969— Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 


PREMISES  AFFECTED — 82  Brook  Avenue,  west  side, 
552.32  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  98, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  to  February  25,  1970,  at 
2  P.M.  Applicant  to  submit  letter  from  the  Office  of 
Staten  Island  Development.  Hearing  continued. 


612-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 88  Brook  Avenue,  west  side, 
602.48  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  101, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  to  February  25,  1970,  at 
2  P.M.  Applicant  to  submit  letter  from  the  Office  of 
Staten  Island  Development.  Hearing  continued. 


613-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 94  Brook  Avenue,  west  side, 
673.10  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  105, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  to  February  25,  1970,  at 
2  P.M.  Applicant  to  submit  letter  from  the  Office  of 
Staten  Island  Development.  Hearing  continued. 


614-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 130  Brook  Avenue,  west  side, 
1107.49  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  126’ 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Louis  Lieberman.  , 

ACTION  OF  BOARD — Laid  over  to  February  25,  1970,  at 
2  P.M.  Applicant  to  submit  letter  from  the  Office  of 
Staten  Island  Development.  Hearing  continued. 


615-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 136  Brook  Avenue,  west  side, 
1151.49  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  128, 
Oakwood,  Borough  of  Richmond. 
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APPEARANCES— 

For  Applicant:  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  to  February  25,  1970,  at 
2  P.M.  Applicant  to  submit  letter  from  the  Office  of 
Staten  Island  Development.  Hearing  continued. 


616-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 144  Brook  Avenue,  west  side, 
1218.82  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  131, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  to  February  25,  1970,  at 
2  P.M.  Applicant  to  submit  letter  from  the  Office  of 
Staten  Island  Development.  Hearing  continued. 


617-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 100  Brook  Avenue,  west  side, 
757.18  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  107, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  to  February  25,  1970,  at 
2  P.M.  Applicant  to  submit  letter  from  the  Office  of 
Staten  Island  Development.  Hearing  continued. 


618-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 104  Brook  Avenue,  west  side 
810.97  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  109, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  to  February  25,  1970,  at 
2  P.M.  Applicant  to  submit  letter  from  the  Office  of 
Staten  Island  Development.  Hearing  continued. 


619-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 108  Brook  Avenue  west  side, 
864.75  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  112, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Louis  Lieberman. 


ACTION  OF  BOARD — Laid  over  to  February  25,  1970,  at 
2  P.M.  Applicant  to  submit  letter  from  the  Office  of 
Staten  Island  Development.  Hearing  continued. 


620-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 114  Brook  Avenue,  west  side, 
918.54  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  115, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  to  February  25,  1970,  at 
2  P.M.  Applicant  to  submit  letter  from  the  Office  of 
Staten  Island  Development.  Hearing  continued. 


621-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 118  Brook  Avenue,  west  side, 
972.33  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  118, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  to  February  25,  1970,  at 
2  P.M.  Applicant  to  submit  letter  from  the  Office  of 
Staten  Island  Development.  Hearing  continued. 


622-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 122  Brook  Avenue,  west  side, 
1026.12  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot 
121,  Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  to  February  25,  1970,  at 
2  P.M.  Applicant  to  submit  letter  from  the  Office  of 
Staten  Island  Development.  Hearing  continued. 


623-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 126  Brook  Avenue,  west  side, 
1066.82  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot 
123,  Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  to  February  25,  1970,  at 
2  P.M.  Applicant  to  submit  a  letter  from  the  Office  of 
Staten  Island  Development.  Hearing  continued. 
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679-69-A 

APPLICANT — Leonard  F.  Rothkrug  for  Kings  Plaza 
Shopping  Center  of  Avenue  U,  Incorporated  and  Kings 
Plaza  Shopping  Center  of  Flatbush  Avenue,  Incorporated, 
owner. 

SUBJECT — Application  of  November  14,  1969 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  escalators. 

PREMISES  AFFECTED— 2483  to  2571  Flatbush  Avenue, 
5102  to  5130  Avenue  U,  southeast  corner,  Block  8470,  Lot 
Part  of  1,  54,  55,  62,  99,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Administration:  Edmund  Gross,  Dept,  of  Commerce. 

ACTION  OF  BOARD — Laid  over  to  February  25,  1970,  at 
2  P.M.,  for  further  clarification  by  the  architect.  Hearing 
continued. 


1-70-A 

APPLICANT — Leonard  F.  Rothkrug  for  Susan  Bussie, 
owner. 

SUBJECT — Application  January  2,  1970 — Review  of  a  de¬ 
cision  of  the  Borough  Superintendent  re-  curb  cuts  and 
parking  lot  for  commercial  vehicles  storage. 

PREMISES  AFFECTED— 2415  Albermarle  Road,  north 
side,  338  feet  10  inches  east  of  Bedford  Avenue,  Block 
5110,  Lots  69,  70,  75,  and  91,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Laid  over  without  date.  The 
applicant  is  to  file  an  application  for  a  variance  under  the 
Zoning  Resolution. 


Adjourned:  3:00  P.M. 

James  P.  Mulroy,  Secretary 
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NOTICE 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  repre¬ 
sentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the  hearing 
can  be  entertained  in  view  of  this  publication  and  of  the 
posting  of  the  calendars  on  the  bulletin  board  in  the  offices 
of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will  be 
held  in  abeyance  by  reason  of  failure  of  the  appellant  or 
applicant  to  file  necessary  data,  or  by  any  other  method  of 
delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  convenience 
in  notifying  property  owners,  they  may  obtain  such  copies 
at  the  office  of  the  Board  of  Standards  and  Appeals,  80 
Lafayette  Street,  9th  floor,  Manhattan,  at  five  cents  each — 
add  postage  payment  if  the  forms  are  forwarded  by  mail. 
Purchase  payment  by  postage  stamps  NOT  ACCEPTABLE. 
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63-A,  523-69- A,  609-69-A,  610-69- A,  61 1-69- A,  612-69-A, 
613-69-A,  614-69-A,  615-69-A,  617-69-A,  618-69-A,  619- 
69-A,  620-69-A,  621-69-A,  622-69-A,  623-69-A,  645-69-A, 
688-69-A,  741-69-A,  24-70-A,  34-70-A,  41-70-A. 

Correction  Affecting  Calendar  Number — 499-69-BZ. 
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DOCKET 

New  Cases  Filed  Up  to  February  24,  1970 

Cal.  No.  Dept.  Premises  Affected 

102-70-BZ — B.B. — 293  to  303  Atlantic  Avenue,  northeast 
corner  of  Smith  Street,  Block  176,  Lots  1,  57,  Borough  of 
Brooklyn,  N.B.  12-70  re-  proposed  public  garage  and 
automobile  service  station,  sign  and  exit,  C6-1  District. 


103-70-BZ — B.M. — 203  East  74th  Street,  north  side,  71 
feet  west  of  Third  Avenue,  Block  1429,  Lot  103,  Borough 
of  Manhattan,  N.B.  181-69  re-  rear  yard,  rear  yard  line, 
plaza  and  bridge,  Cl-9  District. 


104-70-A — B.M. — 203  East  74th  Street,  north  side,  71  feet 
west  of  Third  Avenue,  Block  1429,  Lot  103,  Borough  of 
Manhattan,  N.B.  181-69-  re-  rear  yard,  Multiple  Dwelling 
Law. 


105-70-BZ — B.Bx. — 535  East  167th  Street,  north  side,  90 
feet  west  of  Fulton  Avenue,  Block  2609,  Lot  58,  Borough 
of  The  Bronx,  N.B.  370-69  re-  proposed  wholesale  estab¬ 
lishment,  bulk,  parking  and  loading  R6  District. 


106-70-BZ — B.R. — 1497  Richmond  Road,  northwest  cor¬ 
ner  of  Forest  Road,  Block  869,  Lot  377,  Dongan  Hills, 
Borough  of  Richmond,  N.B.  1361-69  re-  proposed  office 
building,  parking,  R2  District. 


107-70-BZ — B.M. — 225  East  13th  Street,  north  side,  257 
feet  6  inches  east  of  Third  Avenue,  Block  469,  Lot  49, 
Borough  of  Manhattan,  Alt.  50-70  re-  proposed  theatre, 
R7-2  District. 


108-70-A — F.D. — Packaging  of  combustible  mixture 
known  as  DuPont  Rally  Liquid  Wax  in  18  fl.  oz.  plastic 
bottle,  containers  not  in  accordance  with  the  Administra¬ 
tive  Code. 


Restored  to  Docket 

344-69-A — Vol.  11 — F.D. — Packaging  of  inflammable  mix¬ 
ture  known  as  Columbia  Panelgrip  in  11.50  composition 
cartridges  with  non-replaceable  caps  or  tops,  containers 
not  in  acordance  with  the  Administrative  Code. 


361-69-A — Vol.  11 — F.D.— Packaging  of  inflammable  mix¬ 
ture  known  as  Columbia  Kwitstik  in  11.50  composition 
cartridges  with  non-replaceable  caps  or  tops,  containers 
not  in  accordance  whit  the  Administrative  Code. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn:  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. —Fire  Department. 


MARCH  17,  1970,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  17,  1970,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

624-39-BZ— Vol.  V 

APPLICANT — Larry  Meltzer  for  Humble  Oil  and  Re¬ 
fining  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  25, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7f  of  the  Zoning 


Resolution,  permitting  in  a  business  use  district,  the  erec¬ 
tion  of  a  gasoline  service  station,  lubritorium  and  car 
washing  for  a  term  of  years. 

PREMISES  AFFECTED— 178-02  to  178-08  Union  Turn¬ 
pike,  south  side,  400  feet  east  of  Utopia  Parkway,  Block 
7227,  Lot  29,  Flushing,  Borough  nf  Queens. 


265-59-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Love  Lane  Auto¬ 
motive  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  April  5,  1970 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  7e  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the 
change  in  occupancy  from  4  car  garage  and  dwelling  to 
an  8  car  garage. 

PREMISES  AFFECTED — 11  College  Place,  west  side, 
89  feet  6  inches  north  of  Love  Lane,  Block  236,  Lot  70, 
Borough  of  Brooklyn. 


492-69-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Catholic  High 
School  Association  of  New  York,  owner;  Contract  Ven¬ 
dees  Samuel,  Jack  and  Lewis  Rudin. 

SUBJECT — Application  August  26,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  C6-6  and  C5-3  district,  the  erection 
of  a  28  story  office  building  that  exceeds  the  permitted 
height  of  the  front  wall  and  tower  coverage  and  en¬ 
croaches  on  the  required  tower  setback  and  rear  yard  on 
the  interior  lot  portion  of  the  plot. 

PREMISES  AFFECTED — 558-562  Lexington  Avenue,  111- 
121  East  50th  Street,  northwest  corner,  Block  1305,  Lot  13, 
Borough  of  Manhattan. 

Laid  over  from  February  25,  1970,  for  hearing  at  the  re¬ 
quest  of  the  applicant. 


616-65-BZ— Vol.  II 

APPLICANT — Arthur  S.  McGee  for  Forest  Woods  Homes, 
Incorporated,  owner. 

SUBJECT — Application  reopened  March  1,  1966  as  Volume 
II — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution  and  Section  666  of  the 
New  York  City  Charter,  to  permit  in  an  R2  district,  the 
erection  of  a  one  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  and  encroaches  on  the  required 
front  and  rear  yards. 

PREMISES  AFFECTED — 84-17  Commonwealth  Boule¬ 
vard,  east  side,  140.06  feet  south  of  Hillside  Avenue,  Block 
8599,  Lot  134,  Bellerose,  Borough  of  Queens. 


1091-67-BZ— Vol.  II 

APPLICANT— Leonard  F.  Rothkrug  for  Erich  Korn, 
owner;  Fred  M.  Velepec  Company,  Incorporated,  lessee. 

SUBJECT — Application  reopened  January  20,  1970 — as  Vol¬ 
ume  II — Decision  of  the  Borough  Superintendent,  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a 
Cl -2  district,  the  change  in  occupancy  of  a  custom  dress¬ 
making  shop  to  a  tool,  die  and  small  machine  shop. 

PREMISES  AFFECTED— 71-72  70th  Street,  west  side, 
115.71  feet  north  of  Myrtle  Avenue,  Block  3685,  Lot  46, 
Glendale,  Borough  of  Queens. 
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597-69-BZ 

APPLICANT — Atkin  &  Bassolino  for  Michael  Kawczak, 
owner. 

SUBJECT — Application  October  17,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  conversion 
of  a  two  family  dwelling  that  creates  a  non-compliance  in 
lot  area  per  room. 

PREMISES  AFFECTED — 2914  Middletown  Road,  south 
side,  25.22  feet  west  of  Plymouth  Avenue,  Block  5394,  Lot 
9,  Borough  of  The  Bronx. 


657-69-BZ 

APPLICANT — Murray  Rudman  for  Ethel  Geller,  owner. 

SUBJECT — Application  November  7,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  and  R3-2  district,  on 
a  plot  with  an  existing  restaurant,  the  expansion  of  the 
accessory  parking  facility  into  the  residence  district. 

PREMISES  AFFECTED — 64  City  Island  Avenue,  south¬ 
east  corner  of  Horton  Street,  Block  5638,  Lots  7  and  11, 
Borough  of  The  Bronx. 


659-69-BZ 

APPLICANT — George  J.  Meltzer  for  Dr.  Stanley  Dannen- 
berg,  owner. 

SUBJECT — Application  November  6,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  Rl-2  district,  at  an  existing  one 
family  dwelling  with  a  doctor’s  office  previously  before 
the  Board,  the  erection  of  a  two  story  enlargement  that 
exceeds  the  permitted  floor  area  ratio  and  has  less  than 
the  required  open  space  ratio  and  lot  area  requirements. 

PREMISES  AFFECTED— 110-34  70th  Road,  south  side, 
250  feet  west  of  112th  Street,  Block  2233,  Lot  24,  Forest 
Hills,  Borough  of  Queens. 


740-69-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Sylvia  Mazzella, 
owner. 

SUBJECT — Application  December  17,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  R3-2  district,  the  erection  of  a 
showroom,  salesroom  and  office  building  and  the  use  of  the 
open  area  as  a  fence  contractor’s  yards. 

PREMISES  AFFECTED — 1777  Allerton  Avenue,  north¬ 
west  corner  of  Wickham  Avenue,  Block  4803,  Lots  24,  27 
and  28,  Borough  of  The  Bronx. 


45-70-BZ 

APPLICANT — Frank  A.  Vaccaro  for  Boulevard  Homes, 
Incorporated,  owner. 

SUBJECT — Application  January  20,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-14  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  installa¬ 
tion  of  a  sewage  pumping  station. 

PREMISES  AFFECTED— 160  Old  Amboy  Road,  south¬ 
east  corner  of  Ridgecrest  Avenue,  Block  5237,  Lot  43, 
Eltingville,  Borough  of  Richmond. 


50-70-BZ 

APPLICANT — Robert  O.  Lowery,  lessee  for  City  of  New 
York,  owner. 

SUBJECT — Application  January  23,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-14 
of  the  Zoning  Resolution,  to  permit  in  an  R6  district,  the 
construction  of  a  prefabricated  temporary  structure  for  use 
as  a  fire  station. 

PREMISES  AFFECTED — 1264  Boston  Road,  east  side, 
140  feet  south  of  East  169th  Street,  Block  2663,  Lot  22, 
Borough  of  The  Bronx. 


51-70-A 

APPLICANT — Robert  O.  Lowery,  lessee  for  City  of  New 
York,  owner. 

SUBJECT — Application  January  23,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Class  5  build¬ 
ing  fire  house — public  building,  thickness  of  steel,  etc. 

PREMISES  AFFECTED— 1264  Boston  Road,  east  side, 
140  feet  south  of  East  169th  Street,  Block  2063,  Lot  22, 
Borough  of  The  Bronx. 

M.  MILTON  GLASS,  Chairman 


MARCH  17,  1970,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  March  17,  1970,  at  2  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York  10013,  N.  Y.,  on  the 
following  matters  : 

688-69-A 

APPLICANT — The  Polish  National  Home  of  The  City  of 
New  York,  Incorporated,  owner. 

SUBJECT — Application  November  21,  1969 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
Sprinkler  System. 

PREMISES  AFFECTED— 21-25  St.  Mark’s  Place,  north 
side,  225  feet  east  of  Third  Avenue,  Block  464,  Lot  48, 
Borough  of  Manhattan. 


24-70-A 

APPLICANT — Schalk  Chemicals,  Incorporated  for  BFC 
Division  of  Essex  Chemical  Corporation,  owner. 

SUBJECT — Application  January  22,  1970 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of  flam¬ 
mable  mixture  known  as  Speed  Demon  Panel  and  Con¬ 
struction  Adhesive  in  1/10  gallon  foil  lined  Chemtest 
cartridge  without  a  replaceable  top  or  cap  not  in  compli¬ 
ance  with  regulations  of  the  Administrative  Code  of  New 
York  City. 


18-70-A 

APPLICANT — Leonard  F.  Rothkrug  for  Louis  Weisen- 
berg,  owner. 

SUBJECT — Application  January  5,  1970 — Review  of  decision 
of  the  Borough  Superintendent  on  Zoning  Matter. 

PREMISES  AFFECTED— 3607  to  3615  Church  Avenue, 
north  side,  60  feet  east  of  East  37th  Street,  Block  4873, 
Lots  36  and  38,  Borough  of  Brooklyn. 
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60-70-A 

APPLICANT — Morris  B.  Lore  for  E.  I.  du  Pont  de 
Nemours  and  Company,  owner. 

SUBJECT — Application  January  27,  1970 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of  com¬ 
bustible  mixture  known  as  Du  Pont  Seal  Transmission 
Sealer  and  Tune-Up  in  new  sealed  metal  container  (tab 
opener)  not  in  compliance  with  Administrative  Code  re¬ 
quirements  of  New  York  City. 


73-70-A 

APPLICANT — Charles  F.  Murphy  for  Hazletime  Corpora¬ 
tion,  owner. 

SUBJECT — Application  January  28,  1970 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  smoking  in  factory. 

PREMISES  AFFECTED— 60-15  to  60-31  Little  Neck 
Parkway,  northeast  corner  of  61st  Avenue,  Block  8393, 
Lot  1,  Little  Neck,  Borough  of  Queens. 

M.  MILTON  GLASS,  Chairman 


of  the  Borough  Superintendent ;  previously  granted  on 
condition,  under  Section  7e  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  residence  use  district,  the  use  of  an  existing 
building  for  manufacturing  as  permitted  in  a  business  use 
district. 

PREMISES  AFFECTED — 93-08  95th  Avenue,  south  side, 
50  feet  east  of  93rd  Street,  Block  9036,  Lot  3,  Woodhaven, 
Borough  of  Queens. 


681-69-BZ 

APPLICANT — Max  Siegel  Associates  for  John  D.  Di- 
tullio,  owner;  J  &  J  3213,  Incorporated,  lessee. 

SUBJECT — Application  November  18,  1969 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  C2-2  district,  in  an  existing  two 
story  building,  the  addition  to  the  use  of  the  first  floor 
restaurant  to  include  cabaret. 

PREMISES  AFFECTED — 3213  East  Tremont  Avenue, 
east  side,  125  feet  south  of  Waterbury  Avenue,  Block  5331, 
Lot  19,  Borough  of  The  Bronx. 
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MARCH  24,  1970,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  Morning,  March  24,  1970,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

604-49-BZ 

APPLICANT — William  J.  Karp  for  George  Mintzel,  owner. 
SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  will  expire  September 
14,  1970 — decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  7i  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  business  use  district,  the 
maintenance  of  ignition  repairs,  battery  charging,  auto 
parts,  cleaning,  testing  room,  office  and  one  family  and 
parking  of  more  than  five  motor  vehicles  waiting  to  be 
serviced  on  open  portion  of  lot. 

PREMISES  AFFECTED — 34-16  31st  Street,  west  side, 
140.5  feet  south  of  34th  Avenue,  Block  607,  Lot  35,  Long 
Island  City,  Borough  of  Queens. 


557-48-BZ 

APPLICANT — William  J.  Karp  for  Ignazia  Galati  and 
John  Galati,  owners. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  January  19,  1970 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  7i  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  business  use  district,  the  main¬ 
tenance  of  premises  as  a  garage  for  more  than  (5)  motor 
vehicles  and  motor  vehicle  repair  shop. 

PREMISES  AFFECTED — 34-29  to  34-31  31st  Street,  east 
side,  265.24  feet  north  of  35th  Avenue,  Block  608,  Lots  16 
and  17,  Long  Island  City,  Borough  of  Queens. 


282-58-BZ 

APPLICANT — Elmer  H.  Robertson  and  Florence  E.  Rob¬ 
ertson,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
request  to  waive  the  rules  of  procedure  and  extension  of 
term  of  variance  which  expired  January  7,  1969 — decision 


699-69-BZ 

APPLICANT — Emanuel  Weiner  for  Jacob  Loeffler  and 

Sons,  owner. 

SUBJECT— Application  December  2,  1969— decision  of  the 
Borough  Superintendent,  under  Section  11-413  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  change 
in  occupancy  of  an  existing  three  story  building  previously 
before  the  Board  from  a  factory  to  a  furniture  showroom. 

AFFECTED — 166  Clymer  Street,  south  side, 
200  feet  east  of  Bedford  Avenue,  Block  2173,  Lot  17 
Borough  of  Brooklyn. 


704-69-BZ 

APPLICANT — Harry  Soled  for  9th  Avenue  Fish  Market, 
Incorporated,  owner. 

SUBJECT  Application  December  8,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  one  story  build¬ 
ing  and  the  change  in  occupancy  from  garage  to  a  whole¬ 
sale  establishment  and  warehouse. 

PREMISES  AFFECTED— 247  to  249  8th  Street,  north 
■ 327  feet  6  inches  west  of  5th  Avenue,  Block  998  Lot 
57,  Borough  of  Brooklyn. 


742-69-BZ 

APPLICANT — Arthur  J.  McGee  for  Elvio  Giovannini  and 
Estate  of  Grace  D’Amato,  owners. 

SUBJECT— Application  December  29,  1969— decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-3  district,  the  erection 
and  maintenance  of  an  automotive  service  station  with 
accessory  uses. 

PREMISES  AFFECTED — 4210  Fort  Hamilton  Parkway, 
southwest  corner  of  42nd  Street,  Block  5596,  Lots  43  and 
4a,  Borough  of  Brooklyn. 


27-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Annie  Futernick, 

owner. 

SUBJECT — Application  January  6,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  11-413  of  the  Zon- 
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ing  Resolution,  to  permit  in  a  C2-2  district,  the  change  in 
occupancy  of  an  existing  one  story  building  previously 
before  the  Board  from  lumber  store,  lumber  yard  and 
storage  of  building  materials  to  a  motor  vehicle  repair 
shop,  touch-up  spraying  and  storage  and  rental  of  motor 
vehicles. 

PREMISES  AFFECTED— 109-20  Sutphin  Boulevard,  147- 
47  Glassboro  Avenue,  northwest  corner,  Block  11949,  Lot 
324,  Jamaica,  Borough  of  Queens. 


36-70-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  200  West  79th  Street  Company,  owner. 

SUBJECT — Application  January  13,  1970 — decision  of  the 
Borough  Superintendent  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  C2-1  and  C2-7  district,  the  erec¬ 
tion  of  an  18  story  residential  and  store  building  that 
exceeds  the  permitted  floor  area  ratio  and  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 380-394  Amsterdam  Avenue, 
200-204  West  79th  Street,  southwest  corner,  201-205  West 
78th  Street,  Block  1170,  Lots  29,  30,  32,  34,  35,  36,  Bor¬ 
ough  of  Manhattan. 


633-69-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Carnarsie  Lots 
Corporation,  and  Ellar  Estates  Corporation,  owners. 

SUBJECT — Application  October  23,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-44 
of  the  Zoning  Resolution,  to  permit  in  a  C2-1  and  R4 
district  in  conjunction  with  the  erection  of  a  two  story 
store  and  office  building,  the  reduction  in  the  number  of 
accessory  parking  spaces  and  the  extension  of  the  parking 
area  into  the  residence  district. 

PREMISES  AFFECTED — 9512  to  9514  Avenue  L,  south 
side,  82  ft.  8Mj  inches  east  of  95th  Street,  1423-1425  East 
95th  Street,  Block  8270,  Lot  38,  Borough  of  Brooklyn. 

Laid  over  from  February  25,  1970;  at  the  request  of  the 

applicant ;  hearing  continued. 

M.  MILTON  GLASS,  Chairman 


MARCH  24,  1970,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  March  24,  1970,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

269-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Cliff  Bay  Corporation. 
SUBJECT — Application  May  17,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  dry  standpipe  system. 
PREMISES  AFFECTED — 20  Cliff  Street,  northeast  corner 
of  Harbor  View  Place  North,  Block  2833,  Lot  31,  Rose- 
bank,  Borough  of  Richmond. 


256-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Tysens  Company,  owner. 
SUBJECT — Application  May  8,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy— dry  standpipe 
system. 


PREMISES  AFFECTED — 655  Tysens  Lane,  northwest 
corner  of  Mill  Road,  Block  3983,  Lot  1,  New  Dorp, 
Borough  of  Richmond. 


257-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Tysens  Company,  owner. 

SUBJECT — Application  May  8,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy — dry  standpipe 
system. 

PREMISES  AFFECTED — 285  Mill  Road,  northwest 
corner  of  Tysens  Lane,  Block  3983,  Lot  1,  New  Dorp, 
Borough  of  Richmond. 


258-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Tysens  Company,  owner. 

SUBJECT  Application  May  8,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy — dry  standpipe 
system. 

PREMISES  AFFECTED — 675  Tysens  Lane,  northwest 
corner  of  Mill  Road,  Block  3983,  Lot  1,  New  Dorp, 
Borough  of  Richmond. 


259-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Mills  Company,  owner. 

SUBJECT — Application  May  8,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy — dry  standpipe 
system,  and  yard  hydrants. 

PREMISES  AFFECTED — 255  Mill  Road,  west  side,  326 
feet  south  of  Ebbitts  Avenue,  Block  3983,  Lot  45,  New 
Dorp,  Borough  of  Richmond. 


260-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Mills  Company,  owner. 

SUBJECT — Application  May  8,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy — dry  standpipe 
system. 

PREMISES  AFFECTED — 245  Mill  Road,  west  side,  326 
feet  south  of  Ebbitts  Avenue,  Block  3983,  Lot  45,  New 
Dorp,  Borough  of  Richmond. 


261-69-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Mills  Company,  owner. 

SUBJECT— Application  May  8,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy — dry  standpipe 
system. 

PREMISES  AFFECTED — 265  Mill  Road,  west  side,  326 
feet  south  of  Ebbitts  Avenue,  Block  3983,  Lot  45,  New 
Dorp,  Borough  of  Richmond. 


40-70-A 

APPLICANT — Zecol,  Incorporated,  owner. 

SUBJECT — Application  January  15,  1970— Appeal  from  a 
decision  of  the  Fire  Commissioner  re-packaging  of  inflam¬ 
mable  mixture  known  as  Zecol  Windshield  Washer 
Solvent  in  6  ounce  plastic  round  containers  not  in  compli¬ 
ance  with  regulation  requirements  of  NYC  Administra¬ 
tive  Code. 
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CALENDAR 


62-70-A 

APPLICANT — Max  Siegel  Associates  for  East  29th  Street 
Associates,  owner. 

SUBJECT — Application  January  27,  1970 — Review  of  a  de¬ 
cision  of  the  Borough  Superintendent  re-  class  3  building, 
factory  etc. 

PREMISES  AFFECTED— 202  East  29th  Street,  south 
side,  90  feet  east  of  Third  Avenue,  Block  909,  Lot  S3,  Bor¬ 
ough  of  Manhattan. 


97-70-A 

APPLICANT — H.  C.  Bernhard  for  Shreve,  Lamb  and  Har¬ 
mon  Associates  for  One  Wall  Street  Corporation,  owner. 

SUBJECT — Application  February  13,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Occupancy 
Areas  increased,  egress. 

PREMISES  AFFECTED — 60-80  Broadway,  1  to  7  Wall 
Street,  southeast  corner.  Block  23,  Lot  7,  Borough  of 
Manhattan. 

M.  MILTON  GLASS,  Chairman 
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MINUTES 


REGULAR  MEETING 

WEDNESDAY  MORNING, 

FEBRUARY  25,  1970,  10  A.M. 

Present:  Chairman  Glass,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

344-69-A — Vol.  II 

APPLICANT — Sol  Feinberg  for  Columbia  Cement  Com¬ 
pany,  Inc.,  owner 

SUBJECT — Application  for  consideration — reopening  as 
Vol.  II  subject  to  regular  procedure — Appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  inflam¬ 
mable  mixture  known  as  Columbia  Panelgrip  Construction 
Adhesive  in  11)4  ounce  composite  fiberboard  and  aluminum 
foil  container  not  in  compliance  with  requirement  regula¬ 
tions  of  NYC  Administrative  Code;  previously  denied. 

APPEARANCES— 

For  Applicant :  Sol  Feinberg. 

ACTION  OF  BOARD — Application  reopened  as  Vol.  II, 
subject  to  the  regular  procedure. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


361-69-A— Vol.  II 

APPLICANT — Sol  Feinberg  for  Columbia  Cement  Com¬ 
pany,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  as 
Vol.  11  subject  to  regular  procedure — Appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  flam¬ 
mable  mixture  known  as  Columbia  Kwikstik  Construction 
Adhesive  in  11  )4  ounce  composite  fiberboard  and  aluminum 
foil  containers  not  in  compliance  with  regulation  require¬ 
ments  of  N.  Y.  C.  Administrative  Code ;  previously  denied. 

APPEARANCES— 

For  Applicant:  Sol  Feinberg. 

ACTION  OF  BOARD — Application  reopened  as  Vol.  II, 
subject  to  the  regular  procedure. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker. 

Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


202-30-BZ— Vol.  II 

APPLICANT — Lama  and  Vassalotti  for  James  E.  Vassa- 
lotti,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  March  1,  1970 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition,  under  Sections  7f,  7h  and  7i  of  the  Zoning 
Resolution,  permitting  in  a  business  use  district,  the  re¬ 
construction  and  extension  of  existing  gasoline  service  sta¬ 
tion  (previously  granted  by  the  Board)  to  include  addi¬ 
tional  uses  of  auto  laundry,  non-automatic,  motor  vehicle 
repair  shop  and  the  parking  of  motor  vehicles  waiting  to 
be  serviced. 

PREMISES  AFFECTED— 220-06  Northern  Boulevard, 
south  side,  from  220th  Street  to  220th  Place,  Block  7473, 
Lot  1,  Bayside,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  March  1,  1955,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  February  25,  1970,  after  due  notice  by  publication  in 
the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
1,  1955,  as  amended  through  February  26,  1957,  only  as  to 
the  term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  March  1,  1970, 
to  permit  ...  ;  on  condition  that  a  copy  of  the  original 
resolution,  as  amended,  and  a  certified  copy  of  the 
drawings  as  approved  by  the  Board  shall  be  perman¬ 
ently  posted  in  the  office  of  this  gasoline  service  station ; 
that  other  than  as  herein  amended  the  resolution  above 
cited  shall  be  complied  with  in  all  respects ;  and  that  a 
new  Certificate  of  Occupancy  shall  be  obtained.”  (N.B. 
1868-54) 


910-67-BZ 

APPLICANT — Arthur  J.  McGee,  by  Joseph  P.  Morsellino 
for  The  Coach  House  Restaurant,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  February 
20,  1970 — decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R7-2  district,  in  an 
existing  four  story  building  the  extension  of  the  restaurant 
use  to  include  the  front  portion  of  the  second  floor. 

PREMISES  AFFECTED — 110  Waverly  Place,  south  side, 
132.7  feet  west  of  Washington  Square,  Block  552,  Lot  53, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD— Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
February  20,  1968,  on  certain  conditions ;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  March  18,  1969,  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  February 
20,  1968,  as  amended  through  March  18.  1969,  only  as  to 
the  time  to  complete  the  work,  so  that  as  amended  this  por¬ 
tion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  February  20,  1970.”  (Alt.  951-67) 
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705-68-BZ 

APPLICANT — Rudolph  Ebenfield  for  Edna  A.  Knapp  and 
Charles  H.  Knapp  RE,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  7, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  11-412  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  enlargement 
in  area  of  a  public  parking  lot  previously  before  the  Board. 

PREMISES  AFFECTED— 88-14  to  88-22  (88-22  official) 
182nd  Street,  west  side,  128.02  feet  south  of  Hillside  Ave¬ 
nue,  Block  9917,  Lots  7,  11  and  143,  Jamaica,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  None: 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
January  7,  1969,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
7,  1969,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  January  7,  1970.”  (Alt.  1032-68) 


895-68-BZ 

APPLICANT — H.  M.  Cole  for  342  Supplement  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  March  11, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C6-4  district,  the  erection  of  a 
fifteen  story  office  building  that  exceeds  the  permitted 
height  of  the  front  wall  and  penetrates  the  sky  exposure 
plane. 

PREMISES  AFFECTED — 862  to  868  Second  Avenue, 
northeast  corner  of  East  46th  Street,  Block  1339,  Lots  1, 
2,  3  and  4,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  H.  M.  Cole. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
March  11,  1969,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  work. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
11,  1969,  only  as  to  the  time  to  complete  the  work,  so  that 
as  amended  this  portion  of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  March  11,  1970.”  (N.B.  38-68) 


137-68-BZ 

APPLICANT — Revlon  Research  Center,  Incorporated, 

owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  June  11.  1969 
and  amendment  of  resolution — decision  of  the  Borough 
Superintendent;  previously  granted  on  condition,  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
R3-2  district,  the  enlargement  in  area  of  an  existing  acces¬ 
sory  parking  facility  previously  before  the  Board. 
PREMISES  AFFECTED — 2343  Quimby  Avenue,  north 
side,  241.05  feet  west  of  Zerega  Avenue,  Block  3700,  Lots 
59  and  60,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  to  reopen,  extend  the 
time  to  complete  construction  and  amend  the  resolution 
withdrawn  at  the  request  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  . ’  ’  ’  o 


18-69-BZ — Vol.  II 

APPLICANT — Buckley  and  Kisseloff  for  Emalie  Heckard, 
owner,  Chemical  Bank,  Trustee. 

SUBJECT — Application  reopened  January  6,  1970  as  Vol¬ 
ume  II — Decision  of  the  Borough  Superintendent,  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a 
C5-3  district,  on  a  plot  previously  before  the  Board,  the 
erection  of  a  32  story  office  building  that  exceeds  the 
permitted  floor  area  ratio,  encroaches  on  the  initial  set¬ 
back,  exceeds  the  permitted  tower  coverage  and  without 
the  required  loading  berth. 

PREMISES  AFFECTED — 489  Fifth  Avenue,  east  side,  73 
feet  south  of  East  42nd  Street,  12  East  42nd  Street,  Block 
1276,  Lots  4  and  68,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  Kisseloff,  Jesse  J.  Secales  and 
Lawrence  Whiteside. 

For  Opposition :  Newcomb  B.  Pines. 

ACTION  OF  BOARD — Laid  over  to  March  10,  1970,  at 
10  A.M.  for  applicant  to  submit  additional  information. 
Hearing  continued ;  previously  inspected. 


411-69-BZ— Vol.  II 

APPLICANT — Albert  J.  Mario  for  North  Star  Homes, 
Incorporated,  owner. 

SUBJECT— Application  reopened  January  6,  1970  as  Vol¬ 
ume  II — Decision  of  the  Borough  Superintendent,  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
R3-2  district,  the  erection  of  a  one  story  and  mezzanine 
building  for  use  as  a  warehouse  with  accessory  offices, 
loading  and  parking. 

PREMISES  AFFECTED— 120-40  to  120-60  168th  Street, 
northwest  corner  of  Baisley  Boulevard,  Block  12383,  Lot 
17,  Jamaica,  Borough  of  Queens. 


MINUTES 


APPEARANCES— 

For  Applicant :  Albert  J.  Mario,  Max  Steinmetz  and 
M.  S.  Greenbaum. 

For  Opposition:  Barry  Horowitz,  Isadora  Rogers,  Orville 
A.  Romney,  George  H.  Gaten,  Robert  Hayes,  William 
Mixox,  James  R.  Earr,  Joanna  Hill  and  Medvene 
Williams. 

For  Administration:  Jacob  S.  Katz,  Planning  Consultant 
for  Police  Dept. 

ACTION  OF  BOARD — Laid  over  to  March  10,  1970,  at 

10  A.  M.,  for  continued  hearing;  previously  inspected. 


492-69-BZ 

APPLICANT— Buckley  and  Kisseloff  for  Catholic  High 
School  Association  of  New  York,  owner;  Contract  Vendee 
Samuel,  Jack,  Lewis  Rudin. 

SUBJECT — Application  August  26,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  C6-6  and  C5-3  district,  the  erection 
of  a  28  story  office  building  that  exceeds  the  permitted 
height  of  the  front  wall  and  tower  coverage  and  en¬ 
croaches  on  the  required  tower  setback  and  rear  yard  on 
the  interior  lot  portion  of  the  plot. 

PREMISES  AFFECTED — 558-562  Lexington  Avenue,  111- 
121  East  50th  Street,  northwest  corner,  Block  1305,  Lot  13, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  J.  Kisseloff. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  March  17,  1970,  at 
10  A.M.  at  the  request  of  the  applicant.  Hearing  continued; 
previously  inspected. 


534-69-BZ 

APPLICANT — Allen  H.  Feinberg  for  Harold  Tepitz, 
owner. 

SUBJECT — Application  September  11,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district  the  erection  of 
a  front  and  rear  enlargement  to  an  existing  three  story 
building  that  increases  the  degree  of  non-compliance  in 
floor  area  ratio  and  encroaches  on  the  required  front  side 
and  rear  yards. 

PREMISES  AFFECTED — 1834  Rockaway  Parkway,  west 

fside,  100  feet  north  of  Avenue  M,  Block  8261,  Lot  66, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Allen  H.  Feinberg. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  March  10,  1970,  at 
10  A.M.  for  decision;  applicant  to  file  new  drawings; 
hearing  previously  closed. 


539-69-BZ 

APPLICANT — Edwin  Storch  for  Sanford  Finkelstein  and 
Elliot  Finkelstein,  owners. 

SUBJECT — Application  September  15,  1969— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  and  Section  666  of  the  City  Charter  Law 
to  permit  in  an  R5  district,  the  erection  of  a  two  story  en¬ 
largement  to  an  existing  warehouse  with  accessory  offices. 

PREMISES  AFFECTED— 37-42  58th  Street,  west  side, 
137  feet  north  of  38th  Avenue,  Block  1212,  Lots  32,  35, 
Woodside,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant:  Edwin  Storch. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  March  10,  1970,  at 
10  A.M.,  for  continued  hearing;  applicant  to  file  revised 
drawings  and  additional  information ;  previously  inspected. 


581-69-BZ 

APPLICANT — Hannibal  F.  Zumbo  for  Flatbush  Pontiac 
Incorporated,  owner ;  Flatpon  Realty  Corporation,  lessee. 

SUBJECT — Application  October  8,  1969— decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-50 
of  the  Zoning  Resolution,  to  permit  in  an  Ml-1  and  R6 
district,  the  enlargement  in  area  of  an  existing  off  site 
accessory  parking  facility. 

PREMISES  AFFECTED— 270  Winthrop  Street,  south 
side,  192  feet,  6  inches  west  of  Nostrand  Avenue,  671- 
675  Parkside  Avenue,  Block  5050,  Lots  33,  60  and  62, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Hannibal  Zumbo. 

For  Opposition:  Edwin  C.  Harling. 

For  Administration:  Mark  A.  Levine,  City  Planning 
Commission. 

ACTION  OF  BOARD — Laid  over  to  March  10,  1970,  at  10 
A.  M.  for  the  submission  of  additional  information.  Hear¬ 
ing  continued. 


584-69-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Alexander  Muss 
— 345  Company  (contract  vendee),  owner. 

SUBJECT — Application  October  8,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  C6-4  district,  the  erection  of  a  32 
story  office  building  that  exceeds  the  permitted  floor  area 
ratio  encroaches  on  the  required  tower  area  and  tower 
setback. 

PREMISES  AFFECTED — 339-347  Broadway,  86-96 
Leonard  Street,  southwest  corner,  Block  173,  Lots  23,  24, 
27,  30,  31,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff. 

For  Opposition :  None. 

For  Administration:  Mark  A.  Levine,  City  Planning  Com¬ 
mission. 

ACTION  OF  BOARD — Laid  over  to  March  10,  1970,  at 
10  A.  M.  at  the  request  of  the  City  Planning  Commission, 
with  the  requirement  that  the  City  Planning  Commission 
submit  any  statement  they  may  wish  to  make  not  later 
than  March  3,  1970.  Laid  over  for  decision. 


601-69-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Ford  Leasing  De¬ 
velopment  Company,  owner;  Banner  Ford,  lessee. 

SUBJECT — Application  October  13,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  11-413 
of  the  Zoning  Resolution,  to  permit  in  a  C2-2  and  R5 
district,  on  a  plot  previously  before  the  Board,  in  con¬ 
junction  with  the  erection  of  an  automobile  showroom,  the 
enlargement  in  lot  area  for  used  car  sales  and  accessory 
parking  extending  into  the  R5  district. 

PREMISES  AFFECTED— 2531  to  2547  East  Tremont 
Avenue,  north  side,  57.41  feet  east  of  Lurting  Avenue, 
Block  4069,  Lots  23  and  24,  Borough  of  The  Bronx. 


MINUTES 


APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  March  10,  1970,  at 
10  A.  M.  for  decision ;  applicant  to  file  amended  drawings ; 
hearing  previously  closed. 


633-69-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Canarsie  Lots 
Corporation,  and  Ellar  Estates  Corporation,  owners. 

SUBJECT — Application  October  23,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-44 
of  the  Zoning  Resolution,  to  permit  in  a  C2-1  and  R4  dis¬ 
trict,  in  conjunction  with  the  erection  of  a  two  story  store 
and  office  building,  the  reduction  in  the  number  of  accessory 
parking  spaces  and  the  extension  of  the  parking  area  into 
the  residence  district. 

PREMISES  AFFECTED— 9512  to  9514  Avenue  L,  south 
side,  82  ft.  8 1/&  inches  east  of  95th  Street,  1423-1425  East 
95th  Street,  Block  8270,  Lot  38,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  Giacomo  Castronovo,  Mrs.  George  Till, 
Frances  Zaceheo,  Josephine  Lizzo,  John  Cassera,  Mary 
Meyerowitz,  Ignazio  Fazio,  Margarite  I.  Gordon,  Frieda 
Malkin,  Lillian  and  Santo  Anello  and  Blanche  Goldberg. 

ACTION  OF  BOARD — Laid  over  to  March  24,  1970,  at 
10  A.M.  at  the  request  of  the  applicant.  Hearing  continued ; 
previously  inspected. 


648-69-BZ 

APPLICANT — Savignano,  Strange  and  Vella  for  Frank 
Napodano,  owner;  Gene  La  Bella  Memorial  Chapel,  Incor¬ 
porated,  lessee. 

SUBJECT — Application  October  31,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  73-27  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  district,  the  conversion 
of  an  existing  automotive  service  station  and  factory  to  a 
funeral  establishment  without  the  required  loading  berth. 

PREMISES  AFFECTED — 7402  to  7408  18th  Avenue, 
southwest  corner  of  74th  Street,  Block  6215,  Lots  41  and 
43,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  M.  Vella  and  Gene  La  Bella. 

For  Opposition:  Dominick  A.  Gioscia. 

ACTION  OF  BOARD — Laid  over  to  March  10,  1970,  at 
10  A.M.,  for  continued  hearing  previously  inspected ;  appli¬ 
cant  to  file  additional  information  and  revised  drawings. 


656-69-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Charles  La  Bella 
d/b/a  La  Bella  Funeral  Home,  owner. 

SUBJECT — Application  November  6,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  construction 
of  an  off-site  accessory  parking  facility  for  a  funeral  estab¬ 
lishment. 

PREMISES  AFFECTED — 2617  to  2623  Harway  Avenue, 
208  to  218  Bay  43rd  Street,  northwest  corner.  Block  6897, 
Lots  1  and  2,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug  and  Charles  La  Bella. 
For  Opposition :  John  V.  Torresi. 

ACTION  OF  BOARD — Laid  over  to  March  10.  1970,  at  10 
A.M.  applicant  to  submit  revised  drawings.  Hearing  con¬ 
tinued;  previously  inspected. 


663-69-BZ 

APPLICANT — Harry  Soled  for  Frank  Patrone  and  Estate 
of  Elizabeth  Goodman,  Frank  Patrone — Executor,  owners. 

SUBJECT — Application  November  10,  1969 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  C6-1  district,  the  com¬ 
bining  of  two  adjoining  structures  and  the  extension  of 
the  existing  products  manufacturing  establishment. 

PREMISES  AFFECTED— 521-523  Atlantic  Avenue,  north 
side,  61  feet  east  of  3rd  Avenue,  Block  180,  Lots  61  and 
62,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Harry  Soled. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  March  10,  1970,  at 
10  A.  M.  for  inspection  and  decision.  Applicant  to  submit 
additional  information.  Hearing  continued. 


705-69-BZ 

APPLICANT— Samuel  H.  Lindenbaum  of  Lindenbaum 
and  Young  for  Aetna  Insurance  Company,  owner. 
SUBJECT — Application  December  8,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-68 
of  the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  C5-5  district,  the 
erection  of  a  21  story  office  building  that  exceeds  the 
height  of  the  front  wall  and  tower  coverage,  encroaches 
on  the  required  tower  setback  and  exceeds  the  permitted 
floor  area  ratio. 

PREMISES  AFFECTED — 98  to  106  William  Street, 
southeast  corner  of  John  Street,  Block  68,  Lot  36,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum. 

For  Opposition:  None. 

For  Administration:  Mark  A.  Levine,  City  Planning 
Commission. 

ACTION  OF  BOARD — Laid  over  to  March  10,  1970,  at 
10  A.  M.  at  the  request  of  the  applicant.  Hearing  con¬ 
tinued. 


719-69-BZ 

APPLICANT — La  Tourette  Heights  Incorporated  for 
Lawrence  Cohen,  owner. 

SUBJECT — Application  December  11,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  73-14  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  installa¬ 
tion  of  a  sewage  pumping  station. 

PREMISES  AFFECTED — 20  Westport  Street,  south  side, 
2.65  feet  east  of  Barnes  Avenue,  Block  2410,  Lot  80, 
Richmond,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Laurence  Cohen. 

For  Opposition  :  Milton  Kessler,  August  Palmer,  Mr.  & 
Mrs.  Charles  Palmer,  Frances  Aiello,  Tohn  J.  Turvey. 
For  Administration:  Mark  Levine  and  Richard  Satkin; 
City  Planning  Commission. 

ACTION  OF  BOARD — Laid  over  to  April  7,  1970,  at 
the  request  of  the  Planning  Commission.  Hearing  con¬ 
tinued  ;  previously  inspected. 


734-69-BZ 

APPLICANT— Charles  P.  Murphy  for  Braemle  Realty 
Corporation,  owner. 
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SUBJECT — Application  December  12,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  on  a  plot  pre¬ 
viously  before  the  Board,  the  erection  of  a  six  story  office 
building  that  exceeds  the  permitted  floor  area  ratio,  pene¬ 
trates  the  sky  exposure  plane  and  has  less  than  the  required 
accessory  parking. 

PREMISES  AFFECTED— 163-01  to  163-19  Horace  Hard¬ 
ing  Expressway,  north  side  from  163rd  Street  to  164th 
Street,  Block  6741,  Lot  1,  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Stuart  Welsh,  Hugh  P.  Fox  and  Charles 
F.  Mintz. 

For  Opposition:  Edward  Cibbarelli,  Anna  Pellegrino, 
Lily  Lai,  Jean  and  Louis  Schwartz,  Andrew  and  Anne 
Kavasansky,  Carol  Hellinger  and  Rose  Paradiso. 

For  Administration:  E  Gross,  Dept,  of  Commerce. 
ACTION  OF  BOARD — Laid  over  to  March  10,  1970,  at 
10  A.M.  Applicant  to  submit  revised  drawings.  Hearing 
continued. 


1044-67-BZ 

APPLICANT — Jerome  W.  Perlstein  for  21-29  44th  Road, 
Incorporated,  owner. 

SUBJECT — Application  November  30,  1967 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  R5  district,  the  erection  of  a  one 
story  and  basement  enlargement  to  an  existing  factory, 
storage  and  office  building. 

PREMISES  AFFECTED— 12-12  Astoria  Boulevard,  south 
side,  96.97  feet  east  of  12th  Street,  Block  512,  Lot  4, 
Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Jerome  W.  Perlstein  and  Morton  S.  Cahn. 
For  Opposition:  None. 

For  Administration :  E.  Gross,  Dept,  of  Commerce. 
ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  February  3,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  10,  1970;  then  to  Febru¬ 
ary  25,  1970;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  2,  1967,  acting  on  Alt.  Applic.  1174/1967, 
reads : 

“1.  Proposed  extension  of  an  existing  manufactur¬ 
ing,  storage  and  offices  Use  Groups  16  and  17B  in  an 
R6  zone  is  contrary  to  Section  22-00  of  the  Zoning 
Resolution. 

2.  Since  there  are  no  applicable  bulk  regulations 
for  Use  Groups  16  and  17  in  a  residence  zone,  this  appli¬ 
cation  is  referred  to  the  Board  of  Standards  and  Appeals 
for  their  consideration.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R5  district,  the  erection  of  a  one-story  and  basement 
enlargement  to  an  existing  factory,  storage  and  office  build¬ 
ing,  on  condition  that  all  work  shall  substantially  conform 
to  drawings  filed  with  this  application  and  marked  ‘‘Re¬ 
ceived  November  30,  1967,”  11  sheets,  and  “February  20, 
1970,”  2  sheets ;  that  all  laws,  rules  and  regulations  appli¬ 
cable  _  shall  be  complied  with,  and  that  substantial  con¬ 
struction  be  completed  within  one  year  from  the  date  of 
this  resolution. 


548-69-BZ 

APPLICANT — Arthur  J.  McGee  for  Charles  F.  Harding 
and  Harry  Bell,  owners ;  American  Oil  Company,  lessee. 
SUBJECT — Application  September  23,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  an  automotive  service  station  with  accessory  uses  and 
accessory  signs. 

PREMISES  AFFECTED — 107-10  Astoria  Boulevard, 

southeast  corner  of  107th  Street,  Block  1694,  Lots  1,  2, 
6,  9,  Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Marsellino  and  Harry  Bell. 
For  Opposition:  None. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative :  .  o 

Negative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  February  3,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  10,  1970;  then  to  February 
25,  1970;  and 

W hereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  18,  1969,  acting  on  N.B.  Applic.  966/1969, 
reads : 

“1.  Proposed  construction  of  an  automotive  service 
station  (Use  Group  16B)  in  an  R3-2  zone  is  contrary 
to  Section  22-00  of  the  Zoning  Resolution. 

2.  Illuminated  non-flashing  sign  is  contrary  to  Sec¬ 
tions  32-62  and  22-32  of  the  Zoning  Resolution. 

3.  Since  there  are  no  applicable  bulk  regulations 
for  a  commercial  bldg,  in  a  residence  zone  this  appli¬ 
cation  is  referred  to  the  Board  of  Standards  and  Appeals 
for  their  consideration.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  finding(s),  a,  b,  c  and  e, 
under  Section  72-21  of  the  Zoning  Resolution. 

Resolved ,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  18,  1969,  acting  on  N.B.'  Applic.  966/1969, 
Objection  Nos.  1,  2  and  3,  be  and  it  hereby  is  affirmed  and 
that  the  application  be  and  it  hereby  is  denied. 


568-69-BZ 

APPLICANT — Atkin  and  Bassolino  for  310  East  2nd  Street 
Corporation,  owner. 
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SUBJECT — Application  October  7,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-5  in  an  R7-2  district, 
in  an  existing  three  story  building,  the  conversion  of  the 
second  and  third  floors  from  residential  use  to  doctors’ 
offices. 

PREMISES  AFFECTED— 310  East  2nd  Street,  north¬ 
west  corner  to  Avenue  D,  Block  372,  Lot  44,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Thomas  Gibson. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION  — 

Whereas,  a  public  hearing  was  held  on  this  application 
on  February  3,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  25,  1970;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  3,  1969,  acting  on  Alt.  Applic.  997/1968, 
reads : 

“A-l.  Changing  Apts,  on  the  2nd  and  3rd  floors 
into  Doctor’s  office  and  Dentist  office  contrary  to  Sec¬ 
tion  32-421  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practi¬ 
cal  difficulty  and/unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  a  Cl-5  district,  in  an  existing  three-story  build¬ 
ing,  the  conversion  of  the  second  and  third  floors  from  resi¬ 
dential  use  to  doctor’s  offices,  on  condition  that  all  work 
shall  substantially  conform  to  drawings  filed  with  this  appli¬ 
cation  marked  “Received,  October  7,  1969,  “seven  sheets  and 
“December  16,  1969,”  one  sheet;  that  all  laws,  rules  and 
regulations  applicable  shall  be  complied  with  and  that  sub¬ 
stantial  construction  shall  be  completed  within  one  year 
from  the  date  of  this  resolution. 

Adjourned:  12:45  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

WEDNESDAY  AFTERNOON. 

FEBRUARY  25,  1970,  2  P.M. 

Present:  Chairman  Glass,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

1905-BZY — Vol.  VI 

ACTION  OF  BOARD — Time  to  complete  construction  ex¬ 
tended. 


THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker. 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  Board  finds  that  the  applicant  has  met  the 
requirements  of  Section  11-324  of  the  Zoning  Resolution  for 
an  additional  extension  of  time  to  complete  construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Resolu¬ 
tion,  the  additional  extension  of  time  to  complete  construction 
to  December  15,  1970. 


2471-BZY— Vol.  VII 

ACTION  OF  BOARD — Time  to  complete  construction  ex¬ 
tended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  Board  finds  that  the  applicant  has  met  the 
requirements  of  Section  11-324  of  the  Zoning  Resolution  for 
an  additiinal  extension  of  time  to  complete  construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Resolu¬ 
tion,  the  additional  extension  of  time  to  complete  construction 
to  December  15,  1970,  on  condition  that  this  be  considered 
a  terminal  grant  and  that  no  further  extensions  will  be  con¬ 
sidered  by  the  Board. 


178-33-SA — Vols.  I,  II 

APPLICANT — Acme  Fire  Alarm  Company,  Inc.,  owner. 
APPEARANCES— 

For  Applicant:  John  Demeritt. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
178-33-SA — Vols.  I  &  II — Acme  Fire  Alarm  Company,  Inc., 
New  York,  N.  Y.,  requested  that  the  resolution  adopted 
October  17,  1933  under  Calendar  Number  178-33-SA — Vol.  I 
as  amended  on  October  18,  1955  and  on  October  14,  1959 
as  Vol.  II  be  reopened  and  amended  so  as  to  permit  the 
installation  of  a  Bakelite  rod  on  the  previously  approved 
Decorline  Fire  Alarm  Station. 

PROPOSED  USE :  To  help  prevent  false  alarms. 
DESCRIPTION :  The  Decorline  station  has  been  fitted 
with  a  hollow  Bakelite  break-rod  which  must  be  broken 
in  order  to  gain  access  to  the  inner  door  on  which  is  located 
the  actuating  handle  of  the  coded  mechanism. 

While  the  Interior  Fire  Alarm  Rules  of  the  Board  and 
RS17-3  of  the  Building  Code  of  the  City  of  New  York 
provide  for  the  use  of  glass  for  break-rod  purposes,  Bake¬ 
lite,  a  thermo  setting  plastic  is  well  suited  for  the  purpose. 
INSPECTION  AND  TEST :  A  Decorline  station  equipped 
with  a  Bakelite  break-rod  was  examined  by  the  Fire 
Department  and  approval  was  recommended  in  their  re¬ 
ports  of  January  29  and  30,  1970. 
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RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  17,  1933  under 
Calendar  Number  178-33-SA — Vol.  I  as  last  amended  on 
October  14,  1959  as  Vol.  II,  be  reopened  and  amended  so 
as  to  permit  the  installation  of  a  hollow  Bakelite  break- 
rod  on  the  previously  approved  Series  1200— Decorline 
Acme  Fire  Alarm  Station,  in  accordance  with  this  report. 
All  other  requirements  of  the  resolution  adopted  October 
17,  1933  under  Calendar  Number  178-33-SA — Vol.  I  as 
last  amended  on  October  14,  1959  as  Vol.  II  shall  be  com¬ 
plied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  con¬ 
trols  of.  the  product  manufactured,  shall  be  filed  annually 
with  this  Board,  certifying  that  such  materials,  processes 
and  controls  are  being  maintained  as  were  in  effect  at  the 
time  of  this  approval  or  previous  approvals  under  this 
Calendar  Number.  Failure  to  notify  the  Board  of  change 
of  ownership,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Ira  Kalish, 

Deputy  Director. 
John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


968-41-SA 

APPLICANT — Wells  Fargo  Protective  Services,  Central 
Station  Signals,  Inc.,  owner. 

APPEARANCES— 

For  Applicant:  Joseph  Kandibo  and  B.  V.  Alfieri. 
ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
968-41-SA — Wells  Fargo  Protective  Services,  Central  Sta¬ 
tion  Signals,  Inc.,  New  York,  requested  that  the  resolution 
adopted  July  12,  1949  under  Calendar  Number  968-41-SA 
be  reopened  and  amended  so  as  to  include  an  additional 
Model  ET3A  Waterflow  and  Alarm  Transmitter  and  to 
show  a  change  in  name  to  Wells  Fargo  Alarm  Services, 
Inc.  (New  York). 

PROPOSED  USE:  To  transmit  a  coded  alarm  signal  when 
actuated  by  automatic  fire  and  waterflow  devices. 
DESCRIPTION :  The  Model  ET3A  transmitter  is  an  as¬ 
sembly  of  an  electro-mechanical  device  having  a  code  wheel 
and  cam-operated  electrical  contract  and  wiring  terminals 
in  a  metal  enclosure.  It  is  designed  to  automatically  trans¬ 
mit  coded  signal  impulses  when  actuated  by  non-code  signal- 
initiating  contacts  of  automatic  fire  and  waterflow  alarm 
devices.  It  also  houses  a  24V  transformer  and  rectifier  for 
power  supply. 

This  transmitter  operates  on  a  double  loop  circuit  and 
gives  a  trouble  signal  whenever  either  or  both  of  the  loops 
are  open  but  even  with  this  trouble  condition  a  fire  alarm 
signal  will  be  transmitted.  If  the  power  supply  to  the  trans¬ 
former  should  fail,  a  trouble  signal  will  be  transmitted  to 
Fire  Headquarters  (central  station). 


The  Model  ET3A  is  made  up  of  the  previously  approved 
Model  ET3  plus  the  transformer  and  rectifier. 
INSPECTION  &  TEST :  The  ET3A  is  approved  and 
listed  by  Underwriters’  Laboratories. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  12,  1949  under  Cal¬ 
endar  Number  968-41-SA  be  reopened  and  amended  so  as 
to  include  the  Model  ET3A  Waterflow  and  Alarm  Trans¬ 
mitter  and  to  show  that  Wells  Fargo  Protective  Services, 
Central  Station  Signals,  Inc.  will  now  operate  under  the 
name  of  Wells  Fargo  Alarm  Services,  Inc.  (New  York). 

The  requirements  of  the  resolution  adopted  July  12,  1949 
under  Calendar  Number  968-41-SA  shall  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of.  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 
John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


548-51-SM — Vols.  I,  II,  III 

APPLICANT — The  E.  F.  Hauserman  Company,  owner. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommenda¬ 
tion  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

W hereas,  the  report  of  a  Committee  on  Test  reads : 
548-51-SM — Vols.  I,  II,  III — Amendment  to  resolution  as  to 
additional  core  material. 

.  The  E.  F.  Hauserman  Company  requested  that  the  resolu¬ 
tion  adopted  December  11,  1951  as  amended  through  Novem¬ 
ber  6,  1963  under  Calendar  Number  548-51-SM — Vols.  I,  II, 
III  be  reopened  and  amended  so  as  to  include  an  additional 
core  material. 

PROPOSED  USE:  Incombustible  non-load  bearing  subdi¬ 
viding  partition  (non-fire  rated). 

DESCRIPTION :  The  Signature  and  Delineator  partitions, 
approved  by  the  Board  under  this  Calendar  Number  on  April 
30,  1963,  were  constructed  using  rock-wool  as  the  core  mate¬ 
rial. 

The  request  is  to  permit  the  use  of  another  core  material. 
This  core  will  be  a  combination  of  the  material  known  as 
Honeycomb  Core  Material  99F(o)l,  approved  by  the  Board 
under  Calendar  Number  529-65-SM  and  a  middle  layer  of 
fiber  glass.  All  other  details  of  construction  are  the  same  as 
in  the  presently  approved  partition. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  11,  1951  as 
amended  through  November  6,  1963  under  Calendar  Number 
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548-51-SM — Vols.  I,  II,  III  be  reopened  and  amended  so  as 
to  permit  the  substitution  of  the  core  material,  as  herein  de¬ 
scribed,  in  the  presently  approved  Signature  and  Delineator 
non  fire-rated  subdividing  partition,  on  condition  that  all  other 
requirements  of  the  resolution  adopted  December  11,  1951  as 
amended  through  November  6,  1963  under  Calendar  Number 
548-51-SM— Vols.  I,  II,  III  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 
John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


192-58-SA 

APPLICANT — International  Duplex  Corporation,  owner. 
APPEARANCES— 

For  Applicant:  Sheldon  Stinbach. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
192-58-SA — International  Duplex  Corporation,  subsidiary  of 
Temco,  Inc.,  Nashville,  Tennessee,  requested  that  the  resolu¬ 
tion  adopted  June  3,  1958  as  amended  July  18,  1961,  and 
September  28,  1965  under  Calendar  Number  192-58-SA  be 
reopened  and  amended  so  as  to  include  the  new  Model  DWE-7 
Duplex  Washer  Extractor. 

PROPOSED  USE:  A  coin-operated  wet  wash  machine. 
DESCRIP1  ION :  The  DWE-7  unit  is  similar  to  the  pre¬ 
viously  approved  DWE-5.  Minor  changes  have  been  made 
in  outward  appearance. 

It  incorporates  the  same  \  V\"  air  gap  as  previously  and  is 
rated  at  20  lbs.  capacity.  It  has  a  door  safety  switch  that  will 
stop  the  washer  when  the  loading  door  is  opened. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  3,  1958  as  amended 
July  18,  1961,  and  September  28,  1965  under  Calendar  Num¬ 
ber  192-58-SA  be  reopened  and  amended  to  include  the  new 
Model  DWE-7  Duplex  Washer  Extractor,  on  condition  that 
the  requirements  of  the  resolution  adopted  June  3,  1958  as 
amended  July  18,  1961,  and  September  28,  1965  under  Calen¬ 
dar  Number  192-58-SA  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 


(Sgd.)  Ira  Kalish, 

Deputy  Director. 
John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


367-59-SA 

APPLICANT — Automatic  Burner  Corporation,  owner. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmati  ve :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
367-59-SA — Automatic  Burner  Corporation,  Chicago,  Illinois, 
requested  that  the  resolution  adopted  November  10,  1959  and 
amended  through  March  19,  1963  under  Calendar  Number 
367-59-SA  be  reopened  and  amended  to  include  an  additional 
Model  S  oil  burner. 

PROPOSED  USE:  A  conversion  oil  burner. 

DESCRIP  riON  :  The  Model  S  burner  is  similar  to  the  pre¬ 
viously  approved  Models  75  and  100.  Its  firing  capacity  is 
0.5  to  1.50  gallons  per  hour  as  against  0.5  to  1.65  gallons  per 
hour  for  the  Models  75  and  100.  Ignition  voltage  for  the 
Model  S  is  14,000  volts  rather  than  10,000  volts  used  on 
the  previously  approved  models. 

INSPECTION  AND  TEST:  The  Model  S  burner  has 
been  approved  by  the  Underwriters’  Laboratories,  MP1160. 
Listing  report  dated  April  1,  1968  is  on  file. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  10,  1959  as 
amended  through  March  19,  1963  under  Calendar  Number 
367-59-SA  be  reopened  and  amended  to  include  the  ABC 
Model  S  Oil  Burner,  on  condition  that  the  requirements  of 
the  resolution  adopted  November  10,  1959  as  amended  through 
March  19,  1963  under  Calendar  Number  367-59-SA  be  com¬ 
plied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change  of 
address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 
John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 
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404-67-SM 

APPLICANT — Georgia-Pacific  Corporation — Bestwall  Gyp¬ 
sum  Division,  owner ;  O.  E.  Burch,  agent. 

APPEARANCES— 

For  Applicant :  Gordon  C.  Moore. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads : 
404-67-SM — Georgia  Pacific  Corporation,  Bestwall  Gypsum 
Division,  Portland,  Oregon,  filed  for  approval  of  the  con¬ 
struction  known  as  Georgia  Pacific  Bestwall  Firestop  under 
the  provisions  of  C26-591.0  and  C26-S92.0  Administrative 
Building  Code. 

PROPOSED  USE:  One-hour  fire  resistive  load-bearing 
partition  (  combustible  ) . 

DESCRIPTION :  The  partition  is  a  load-bearing  assembly 
consisting  of  2"  x  4"  wood  studs  spaced  16"  on  centers  faced 
on  both  sides  with  approved  Ya  and  Y*  inch  thick  gypsum  wall 
board. 

There  are  two  methods  of  constructing  the  partition : 

In  the  first  method,  the  Ya  inch  thick  gypsum  board  is 
attached  to  the  studs  with  4d  nails  spaced  vertically  12  inches 
on  centers.  The  ends  of  the  board  are  nailed  to  the  bearing 
plate  with  4d  nails  at  each  stud.  The  second  or  inch 
thick  board  is  then  applied  to  the  inner  or  Ya  inch  thick 
board  in  the  following  manner :  Laminating  compound  is 
applied  to  the  back  surface  of  the  inch  board  with  a 
caulking  gun  producing  beads  of  cement  YY'  wide  x  Ya" 
high  spaced  16  inches  on  centers  and  2  inches  from  the  edges 
of  the  sheet.  The  Yz  inch  board  is  then  positioned  against 
the  Ya  inch  board  and  attached  to  the  bearing  plates  with 
4d  nails  spaced  16  inches  on  centers  and  to  the  end  studs 
with  4d  nails  spaced  24  inches  on  centers.  In  addition  the 
outer  layer  is  secured  to  the  inner  layer  with  4d  nails, 
driven  at  an  angle  of  45°,  spaced  vertically  24  inches  on 
centers  along  the  beads  of  the  laminating  adhesive.  The 
edges  are  nailed  to  the  inner  layer  with  4d  nails  spaced 
vertically  24  inches  on  centers. 

In  the  second  method,  the  Ya  inch  thick  board  is  attached 
in  the  same  manner  as  described  in  the  first  method.  The 
second  or  inch  layer  is  attached  directly  by  nailing  the 
Yz  inch  board  to  the  studs,  through  the  Y  inch  board  by 
means  of  154  inch  nails  spaced  16  inches  on  centers,  thus 
doing  away  with  the  laminating  compound. 

In  both  methods  the  joints  may  be  finished  with  joint  tape 
and  ceiling  compound  or  the  partition  may  be  finished  with 
approved  Dens-Cote  Plaster. 

The  construction  is  in  accordance  with  Ill.  1  as  contained 
in  Underwriters’  Laboratories  Report  R271 7-49-50. 
INSPECTION  AND  TEST:  A  partition  as  herein  de¬ 
scribed  was  tested  at  the  Underwriters’  Laboratories  in  ac¬ 
cordance  with  the  requirements  of  C26-591.0  and  C26-592.0 
Administrative  Building  Code  and  successfully  met  the  fire 
and  hose  stream  requirements  for  a  one-hour  fire  resistive 
load-bearing  combustible  partition.  The  complete  report, 
Underwriters’  Laboratories  Report  R271 7-49-50.  is  on  file 
with  the  record. 

RECOMMENDATION  :  Although  the  applicant  filed  under 
the  provisions  of  C26-591.0  and  C26-592.0  Administrative 
Building  Code,  the  Committee  on  Test  recommends  the  ap¬ 
proval  of  construction  known  as  Georgia  Pacific  Bestwall 
Firestop  under  the  provisions  of  C26-504.1  as  having  met 
the  requirements  of  RS5-2  Building  Code  of  the  City  of 
New  York  for  use  as  a  one-hour  fire  resistive  load  bearing 


partition  (combustible)  as  permitted  in  Class  II-B,  or  below 
Group  II,  as  set  forth  under  Table  3-4  of  the  Building  Code 
of  the  City  of  New  York,  on  condition  that  the  construction 
shall  be  as  herein  described  and  in  accordance  with  Ill.  I  as 
contained  in  Underwriters’  Laboratories  Report  R2717-49-50 
except  that  the  face  board  shall  be  fastened  by  154  inch 
nails,  16"  on  center  in  both  methods  described  above.  All 
plans  submitted  to  the  Department  of  Buildings  showing  the 
proposed  use  of  this  construction  shall  be  labeled  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New 
York  City  under  Calendar  Number  404-67-SM”  and  in  addi¬ 
tion  the  drawings  herein  referred  to,  namely  Ill.  1  as  con¬ 
tained  in  the  Underwriters’  Laboratories  Report  R2717-49-50 
shall  also  be  supplied. 

The  Committee  further  recommends  that  this  material 
may  be  marketed  by  Johns-Manville  under  the  trade  name 
Firetard;  by  Flintkote  Corporation  under  the  trade  name  of 
Flintkote  Sound  Board;  and  by  Celotex  Corporation  under 
the  trade  name  of  Celotex  Sound  Board. 

(Sgd.)  Ira  Kalis h,  P.E., 

Deputy  Director, 
John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


214-68-SM 

APPLICANT — Donn  Products,  Incorporated,  owner. 
APPEARANCES— 

For  Applicant:  Eugene  Carraro. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
214-68-SM — Donn  Products,  Inc.,  Westlake,  Ohio,  filed  for 
approval  of  Donn-Acoustic  Ceiling  System  and  Donn-Acous- 
tic  Ceiling  Panel  under  the  provisions  of  C26-461.0  Adminis¬ 
trative  Building  Code. 

PROPOSED  USE:  Incombustible  acoustical  panels  and 
system. 

DESCRIPTION  :  The  ceiling  panels  are  made  of  an  incom¬ 
bustible  mineral  board  laminated  to  either  30  gauge  steel  or 
28  gauge  aluminum  panels.  The  weight  of  the  panel  including 
the  mineral  board  is  lj4  lbs. /sq.ft. 

The  ceiling  system  consists  of  a  one-directional  exposed 
main  tee,  panels  and  incidental  accessories  to  complete  the 
system. 

Installation  of  the  system  is  accomplished  by  suspending 
the  main  runners  parallel  to  each  other.  These  runners,  being 
the  primary  support  members,  are  attached  with  approved 
hanger  clips  to  a  grillage  system.  The  spacing  of  the  tees  are 
maintained  by  transverse  bars  which  are  notched  to  receive 
the  bulb  of  the  main  tee. 

The  main  tee  is  roll-formed  from  25  gauge  cold-rolled  steel 
with  a  double  web  rectangular  bulb  section,  with  a  capped 
15/16"  face,  with  cross  tee  holes  6  inches  on  centers  and 
hanger  holes  2  inches  on  centers. 

INSPECTION  AND  TEST:  The  applicant  has  submitted 
a  report  of  test  conducted  by  Pittsburgh  Testing  Laboratory 
showing  that  the  manufacturers  load  tables  are  within  safe 
loading  stress. 
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RECOMMENDATION  :  Although  the  applicant  filed  under 
the  provisions  of  C26-461.0  Administrative  Building  Code, 
the  Committee  on  Test  recommends  the  approval  of  the  Donn- 
Acoustic  Ceiling  System  and  the  Donn-Acoustic  Ceiling 
Panel  under  the  provisions  of  C26- 106.2  Building  Code  of  the 
City  of  New  York  on  condition  that  when  the  panels  are 
used  in  conjunction  with  an  approved  grid  system,  the  grid 
system  shall  be  installed  in  accordance  with  the  approval 
granted  to  such  system;  when  the  Donn-Acoustic  Grid  Sys¬ 
tem  is  used  it  shall  be  installed  in  accordance  with  the  require¬ 
ments  of  C26-504.12  Building  Code  of  the  City  of  New  York 
and  the  allowable  loads  shall  be  as  set  forth  in  the  Allowable 
Load  Table  as  contained  in  the  Donn  Products,  Inc.  Cata¬ 
logue  dated  February  1967.  All  lighting  fixtures  shall  be 
independently  supported  by  the  building  structure.  All 
wrappers  or  cartons  in  which  the  material  is  marketed  shall 
be  labeled  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number  214-68- 
SM”. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board, _  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 
John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

e;  _ 

338-68-SM 

APPLICANT — Ethical  Display  Corporation,  owner. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads  : 
338-68-SM — Ethical  Display  Corporation,  Brooklyn,  New 
York,  filed  for  approval  of  the  Spot-Lite  Series  4000  CLL 
Vinyl  Exit  Sign  under  the  provisions  of  C26-279.0  Admin¬ 
istrative  Building  Code. 

PROPOSED  USE:  Supplemental  exit  sign. 

DESCRIPTION :  The  word  “Exit”,  in  opaque  letters,  is 
silk-screened  onto  a  phosphorescent  vinyl  film.  The  phos¬ 
phorescent  material  has  been  approved  by  The  Board  for 
Canrad  Precision  Industries,  Inc.  under  Calendar  Number 
232-67-SM. 

INSPECTION  AND  TEST:  As  this  material  has  been  ap¬ 
proved  under  Calendar  Number  232-67-SM,  the  only  test 
required  was  the  visibility  test  and  the  sign  successfully  met 
this  test  as  it  remained  visible  at  a  distance  of  lOO'-O"  after 
remaining  in  darkness  for  a  period  of  eight  hours.  The  com¬ 
plete  test  report  of  United  States  Testing  Company,  Inc.,  is 
on  file  with  the  record. 


RECOMMENDATION :  Although  the  applicant  filed 
under  the  provisions  of  C26-279.0  Administrative  Building 
Code,  the  Committee  on  Test  recommends  the  approval  of 
the  Spot-Lite  Series  4000  CLL  Vinyl  Exit  Sign  under  the 
provisions  of  C26-106.2  Building  Code  of  the  City  of  New 
York  for  use  as  a  supplemental  exit  sign  under  the  provi¬ 
sions  of  C26-606.0  and  C26-607.0  Building  Code  of  the  City 
of  New  York.  Each  sign  shall  be  labeled  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  338-68-SM. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 
George  F.  Sklenarik, 
Asst.  Engr., 
John  A.  Darts, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


340-68-SM 

APPLICANT — Allied  Reproductions,  owner. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  Q 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
340-68-SM — Allied  Reproductions,  Bronx,  New  York,  filed 
for  approval  of  the  Spot-Lite  Series  4000  CLL  Vinyl  Exit 
Sign  under  the  provisions  of  C26-279.0  Administrative 
Building  Code. 

PROPOSED  USE:  Supplemental  exit  sign. 
DESCRIPTION :  The  word  “Exit”,  in  opaque  letters,  is 
silk-screened  onto  a  phosphorescent  vinyl  film.  The  phos¬ 
phorescent  material  has  been  approved  by  the  Board  for 
Canrad  Precision  Industries.  Inc.  under  Calendar  Number 
232-67-SM. 

INSPECTION  AND  TEST:  As  this  material  has  been 
approved  under  Calendar  Number  232-67-SM,  the  only  test 
required  was  the  visibility  test  and  the  sign  successfully  met 
this  test  as  it  remained  visible  at  a  distance  of  100'  0"  after 
remaining  in  darkness  for  a  period  of  eight  hours.  The 
complete  test  report  of  United  States  Testing  Co.,  Inc.,  is 
on  file  with  the  record. 

RECOMMENDATION :  Although  the  applicant  filed 
under  the  provisions  of  C26-279.0  Administrative  Building 
Code,  the  Committee  on  Test  recommends  the  approval  of  the 
Spot-Lite  Series  4000  CLL  Vinyl  Exit  Sign  under  the  pro¬ 
visions  of  C26-106.2  Building  Code  of  the  City  of  New 
York  for  use  as  a  supplemental  exit  sign  under  the  provi¬ 
sions  of  C26-606.0  and  C26-607.0  Building  Code  of  the  City 
of  New  York.  Each  sign  shall  be  labeled  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  340-68-SM. 
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A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval.  Failure  to  notify  the  Board  of  change  of 
ownership,  change  of  address  or  to  submit  the  annual  affi¬ 
davit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


341-68-SM 

APPLICANT — Regent  Sign  Company,  owner. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


W hereas,  the  report  of  a  Committee  on  Test  reads : 
341-68-SM — Regent  Sign  Company,  New  York,  filed  for 
approval  of  the  Spot-Lite  Series  4000  CLL  Vinyl  Exit  Sign 
under  the  provisions  of  C26-279.0  Administrative  Building 
Code. 

PROPOSED  USE:  Supplemental  exit  sign. 

DESCRIPTION :  The  word  “Exit”,  in  opaque  letters,  is 
silk-screened  onto  a  phosphorescent  vinyl  film.  The  phos¬ 
phorescent  material  has  been  approved  by  the  Board  for  Can- 
rad  Precision  Industries,  Inc.  under  Calendar  Number  232- 
67-SM. 

INSPECTION  AND  TEST :  As  this  material  has  been 
approved  under  Calendar  Number  232-67-SM,  the  only  test 
required  was  the  visibility  test  and  the  sign  successfully  met 
this  test  as  it  remained  visible  at  a  distance  of  100' -0"  after 
remaining  in  darkness  for  a  period  of  eight  hours.  The  com¬ 
plete  test  report  of  United  States  Testing  Company,  Inc.  is 
on  file  with  the  record. 

RECOMMENDATION  :  Although  the  applicant  filed  under 
the  provisions  of  C26-279.0  Administrative  Building  Code, 
the  Committee  on  Test  recommends  the  approval  of  the  Spot- 
Lite  Series  4000  CLL  Vinyl  Exit  sign  under  the  provisions 
of  C26-106.2  Building  Code  of  the  City  of  New  York  for 
use  as  a  supplemental  exit  sign  under  the  provisions  of 
C26-606.0  and  C26-607.0  Building  Code  of  the  City  of  New 
York.  Each  sign  shall  be  labeled  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  341-68-SM”. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 


(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 
John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


373-68-SM 

APPLICANT — Serva-Glow  Incorporated,  owner. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative: .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
373-68-SM — Serva-Glow,  Inc.,  South  Norwalk,  Connecticut, 
filed  for  approval  of  the  Spot-Lite  Series  4000  CLL  Vinyl 
Exit  Sign  under  the  provisions  of  C26-279.0  Administra¬ 
tive  Building  Code. 

PROPOSED  USE:  Supplemental  exit  sign. 
DESCRIPTION :  The  word  “Exit”,  in  opaque  letters,  is 
silk-screened  onto  a  phosphorescent  vinyl  film.  The  phos¬ 
phorescent  material  has  been  approved  by  the  Board  for  Can- 
rad  Precision  Industries,  Inc.  under  Cal.  No.  232-67-SM. 
INSPECTION  AND  TEST :  As  this  material  has  been 
approved  under  Calendar  Number  232-67-SM,  the  only  test 
required  was  the  visibility  test  and  the  sign  successfully  met 
this  test  as  it  remained  visible  at  a  distance  of  lOO'-O"  after 
remaining  in  darkness  for  a  period  of  eight  hours.  The 
complete  test  report  of  United  States  Testing  Company,  Inc. 
is  on  file  with  the  record. 

RECOMMENDATION :  Although  the  applicant  <  filed 
under  the  provisions  of  C26-279.0  Administrative  Building 
Code,  the  Committee  on  Test  recommends  the  approval  of 
the  Spot-Lite  Series  4000  CLL  Vinyl  Exit  Sign  under  the 
provisions  of  C26- 106.2  Building  Code  of  the  City  of  New 
York  for  use  as  a  supplemental  exit  sign  under  the  provi¬ 
sions  of  C26-606.0  and  C26-607.0  Building  Code  of  the  City 
of  New  York.  Each  sign  shall  be  labeled  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Cal.  No.  373-68-SM”. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 
John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 
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359-39-SM 

APPLICANT — The  Flintkote  Company,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  4/25/39,  of  The  Flintkote  Company  for 
Flintkote  Rock  (Mineral)  Wool  Insulation. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  this  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


237-58-SM 

APPLICANT — Asco  Window  Corporation,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  9/22/59,  of  Asco  Window  Corporation  for 
Asco  aluminum  double  hung  window  of  the  DHA-3  or 
monumental  classification. 

APPEARANCES— 

For  Applicant:  None. 

ACT  ION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited ;  and 

Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  address”  ; 
and 

Whereas,  several  attempts  were  made  to  contact  the  ap¬ 
plicant  by  telephone ;  and 

Whereas,  each  operator  said  the  telephone  has  been  dis¬ 
connected  ;  and 

Whereas,  a  fourteen  day  notice  of  this  hearing  has  been 
mailed  to  the  applicant ;  and  has  been  returned  by  P.  O. 
marked  “moved  not  forwardable” ; 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


444-58-SM 

APPLICANT — Eastern  Products  Corporation,  owner. 
SUBJECT— Application  for  consideration  to  revoke  ap¬ 
proval,  dated  7/9/59,  of  Eastern  Products  Corporation  for 
silent  ceiling,  perforated  metal  acoustical  panels. 

APPEARANCES— 

For  Applicant :  None. 


ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  . .  0 

THE  RESOLUTION— 


Whereas,  the  applicant  for  this  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


551-58-SA 

APPLICANT — Lear  Siegler,  Inc.,  The  Siegler  Division, 
owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  12/16/58,  of  Lear  Siegler,  Inc.,  The  Siegler 
Division  for  Siegler  Gas  Home  Heaters. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  this  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


55-59-SA 

APPLICANT — Fitzgibbons  Boiler  Company,  Inc.,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  9/15/59,  of  Fitzgibbons  Boiler  Company, 
Inc.,  for  Fitzgibbons  4000  Series  Boilers,  Models  40G3 
40G4,  40G5,  40G6,  for  residential  heating. 

APPEARANCES— 

For  Applicant :  None. 

AC  I  ION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative  :  . 6 

THE  RESOLUTION— 

Whereas,  the  applicant  for  this  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


404-68-SM 

APPLICANT — Auto-Lok  Window  and  Product,  Incorpo¬ 
rated,  owner ;  S  and  C  Products  Corporation,  agent. 
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SUBJECT — Application  May  21,  1968 — Auto  Lok  Windows, 
approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  Committee  on  Test  reads: 
404-68-SM — Auto-Lok  Window  and  Products,  Inc.,  Miami, 
Florida,  filed  for  various  windows. 

Called  agent,  as  shown  on  application  and  also  as  shown  in 
letter  of  authorization,  on  May  20,  1968  for  further  informa¬ 
tion. 

No  further  action — Advise  dismissal— Lack  of  prosecution. 

John  A.  Darts, 
Asst.  Engr. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  dismiss  this  application  in  accordance  with  the  above 
report. 


278-68-SM 

APPLICANT — Canrad  Industries,  Incorporated,  owner. 
SUBJECT — Application  April  10,  1968 — Spot-Lite  Series 
4000  CLL  Vinyl  Exit  Sign,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


186-68-SM 

APPLICANT — Donn  Products,  Incorporated,  owner ;  Gene 
Carraro,  agent. 

SUBJECT — Application  March  8,  1968 — Donn  Crusader 
Movable  Partition  System,  approval  of. 

APPEARANCES— 

For  Applicant:  Eugene  Carraro. 

ACTION  OF  BOARD — Laid  over  to  March  10,  1970,  at 
2  P.M.  for  further  action  by  the  applicant.  Hearing  con¬ 
tinued. 


679-69-A 

APPLICANT — Leonard  F.  Rothkrug  for  Kings  Plaza 
Shopping  Center  of  Avenue  U,  Incorporated  and  Kings 
Plaza  Shopping  Center  of  Flatbush  Avenue,  Incorporated, 
owner. 

SUBJECT — Application  of  November  14,  1969 — Appeal 
from  a  decision  of  the  Borough  Superintendent  re-  escala¬ 
tors. 

PREMISES  AFFECTED— 2483  to  2571  Flatbush  Avenue, 
5102  to  5130  Avenue  U,  southeast  corner,  Block  8470,  Part 
of  Lot  1,  Lots  54,  55,  62,  99,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 


ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  10,  1969  on  N.  B.  Applic.  656-69,  reads : 

“1.  Escalators  extending  from  first  to  fourth  floors 
in  Macy’s  and  Alexander’s  Department  Stores  con¬ 
stitute  a  shaft  which  is  required  to  be  enclosed  in  a  three 
hour  partition,  with  1^2  hr.  F.  P.  S.  C.  doors — C26- 
239.0,  10.5.1.10.8.4.2.  Escalators  as  shown  are  not  pro¬ 
vided  with  required  fire  rated  partitions  of  fireproof 
self  closing  assemblies” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  10,  1969,  acting  on  N.  B.  Applic.  565-69, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  substantially  comply  with  drawings  marked 
“Received  February  20,  1970,”  9  sheets;  on  further  condition 
that  where  any  sprinkler  head  of  the  main  sprinkler  system 
of  the  building  is  located  within  four  feet  of  any  head  of 
the  water  curtain  surrounding  the  escalators,  a  metal  de¬ 
flector  shall  be  installed  to  protect  the  metal  curtain  head 
from  cooling ;  and  that  all  other  applicable  laws,  rules  and 
regulations  shall  be  complied  with. 

730-69-A 

APPLICANT — Frank  A.  Vaccaro  for  Mr.  and  Mrs.  Joseph 
Joura,  owner. 

SUBJECT — Application  December  12,  1969 — filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 5442  Arthur  Kill  Road,  south 
side,  103.35  feet  west  of  Main  Street,  Block  8028,  Lot  45, 
Tottenville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Frank  Vaccaro. 

ACTION  OF  BOARD— Appeal  granted  no  condition. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  17,  1970  on  N.B.  Applic.  861-63,  reads : 

“1.  As  per  Section  36  of  the  General  City  Law,  no 
Certificate  of  Occupancy  for  the  above  truck  garage 
may  be  issued  since  the  street  giving  access  is  not  in¬ 
cluded  on  the  official  map  of  the  City  of  New  York.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  February  17,  1970,  acting  on  N.B.  Applic.  861-63, 
Objection  No.  1,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
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0»  condition  that  the  building  shall  substantially  comply  with 
drawings  marked  “Received  January  9,  1970,”  3  sheets ;  and 
that  all  other  applicable  laws,  rules  and  regulations  shall  be 
complied  with. 

732-69-A 

APPLICANT — Frank  A.  Vaccaro  for  Mike  Paternostro, 
owner. 

SUBJECT — Application  December  12,  1969 — filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 8  Whitaker  Place,  south  side, 
52.42  feet  east  of  Richmond  Road,  Block  3288,  Lot  7,  Old 
Town,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Frank  Vaccaro. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  8,  1969  on  N.B.  Applic.  1674-69,  reads : 

“1.  As  per  Section  36  of  the  General  City  Law,  no 
Certificate  of  Occupancy  for  the  above  residence  may 
be  issued  since  the  street  giving  access  is  not  included 
on  the  official  map  of  the  City  of  New  York.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  December  8,  1969,  acting  on  N.B.  Applic.  1674-69, 
Objection  No.  1,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  sidewalk,  curb,  curb  cut  and  pavement 
to  the  middle  of  the  street  shall  be  in  accordance  with  the 
standards  of  the  Department  of  Highways ;  that  street  trees 
be  planted  in  front  of  these  premises  in  accordance  with  the 
regulations  of  the  Department  of  Parks;  that  a  Certificate 
of  Occupancy  may  be  issued  when  the  building  is  completed 
to  the  satisfaction  of  the  Borough  Superintendent,  substan¬ 
tially^^  shown  on  the  drawings  marked  “Received  January 
9,  1970,”  3  sheets;  on  further  condition  that  all  applicable 
laws,  rules  and  regulations  shall  be  complied  with. 


608-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 64  Brook  Avenue,  south  side, 
326.6  feet  east  of  Hylan  Boulevard,  Block  4728,  Lot  85, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


616-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 144  Brook  Avenue,  west  side, 
1218.82  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot 
131,  Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


896-63-A 

APPLICANT — The  Gillette  Company,  owner. 

SUBJECT — Application  November  15,  1963 — Review  of 
Fire  Department  Regulations  covering  Pressurized  Prod¬ 
ucts.  Foamy  Shavin^  Cream,  Adorn  Hair  Spray,  White 
Rain  Hair  Spray  and  Softstyle  Hair  Spray. 

APPEARANCES— 

For  Applicant:  Everett  I.  Willis,  N.  T.  Lifland  and 
Sidney  S.  Rosdeitcher. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  September  9,  1970, 
at  2  P.M.  for  further  consideration.  Hearing  continued. 


897-63-A 

APPLICANT — Cahill,  Gordon,  Reindel  and  Ohl  for  Col¬ 
gate-Palmolive  Company,  owner. 

SUBJECT — Application  November  15,  1963 — Review  of 
Fire  Department  Regulations  covering  pressurized  prod¬ 
ucts  (Colgate-Palmolive)  ;  various  pressurized  products. 

APPEARANCES— 

For  Applicant:  E.  I.  Willis,  N.  T.  Lefland  and  S.  S. 
Rosdeitcher. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  September  9,  1970, 
at  2  P.M.  for  further  consideration.  Hearing  continued. 


898- 63-A 

APPLICANT — Cahill,  Gordon,  Reindel  and  Ohl  for  Reefer- 
Galler  Incorporated,  owners. 

SUBJECT — Application  November  15,  1963 — Review  of 
Fire  Department  Regulations  covering  Pressurized  Prod¬ 
ucts.  (Galler’s  various  Insect  Killer,  All  Glass  Cleaner 
and  3  Way  Air  Sanitizer.) 

APPEARANCES— 

For  Applicant:  E.  I.  Willis,  N.  T.  Lefland  and  S.  S. 
Rosdeitcher. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  September  9,  1970, 
at  2  P.M.  for  further  consideration.  Hearing  continued. 

899- 63-A 

APPLICANT— Cahill,  Gordon,  Reindel  and  Ohl  for  The 
Lewy  Chemical  Company,  Incorporated,  owners. 
SUBJECT — Application  November  15,  1963 — Review  of 
Fire  Department  Regulations  covering  Pressurized  Prod¬ 
ucts.  (Frostex  Aerosol,  Moth-Gas  Mothproofer.) 
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APPEARANCES— 

For  Applicant:  E.  I.  Willis,  N.  T.  Lefland  and  S.  S. 
Rosdeitcher. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  September  9,  1970, 
at  2  P.M.  for  further  consideration.  Hearing  continued. 


900-63-A 

APPLICANT — Cahill,  Gordon,  Reindel  and  Ohl  for  Galree 
Products  Company  Incorporated,  owners. 

SUBJECT — Application  November  15,  1963 — Review  of 
Fire  Department  Regulations  covering  Pressurized  Prod¬ 
ucts.  (Galco  Secticides,  etc.) 

APPEARANCES— 

For  Applicant:  E.  I.  Willis,  N.  T.  Lifland  and  S.  S. 
Rosdeitcher. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  September  9,  1970, 
at  2  P.M.  for  further  consideration.  Hearing  continued. 


523-69-A 

APPLICANT — Hayward  F.  Manice  for  St.  Vincent’s  Medi¬ 
cal  Center,  owner. 

SUBJECT — Application  September  5,  1969 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system  and  Appeal  from  a  decision  of  the  Bor¬ 
ough  Superintendent  re-  egress,  door,  stairs  etc. 

PREMISES  AFFECTED — 355  Bard  Avenue,  681  Castleton 
Avenue,  northeast  corner,  Block  102,  Lot  1,  West  New 
Brighton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  April  29,  1970,  at 
2  P.M.,  hearing  closed. 


609- 69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  October  22,  1969— Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED- — 72  Brook  Avenue,  south  side, 
440.40  feet  east  of  Hylan  Boulevard,  Block  4728,  Lot  88, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  to  March  10,  1970,  at 
2  P.M.  for  continued  hearing;  applicant  to  file  letter  from 
the  Office  of  Staten  Island  Development. 

— 

610- 69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

(SUBJECT — Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 78  Brook  Avenue,  west  side 
476.36  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  92, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Louis  Lieberman. 


ACTION  OF  BOARD — Laid  over  to  March  10,  1970,  at 
2  P.M. ;  continued  hearing ;  applicant  to  file  letter  from  the 
Office  of  Staten  Island  Development. 


611-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 82  Brook  Avenue,  west  side, 
552.32  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  98, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  to  March  10,  1970,  at 
2  P.  M.  for  continued  hearing ;  applicant  to  file  letter 
from  the  Office  of  Staten  Island  Development. 


612-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 88  Brook  Avenue,  west  side, 
602.48  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  101, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  to  March  10,  1970,  at 
2  P.  M.  for  continued  hearing;  applicant  to  file  letter 
from  the  Office  of  Staten  Island  Development. 


613-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 94  Brook  Avenue,  west  side, 
673.10  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  105, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

ACTION  OF  BOARD— Laid  over  to  March  10,  1970,  at 
2  P.  M.  for  continued  hearing;  applicant  to  file  letter 
from  the  Office  of  Staten  Island  Development. 


614-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 130  Brook  Avenue,  west  side, 
1107.49  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot 
126,  Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  to  March  10,  1970,  at 
2  P.  M.  for  continued  hearing;  applicant  to  file  letter 
from  the  Office  of  Staten  Island  Development. 
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615-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 136  Brook  Avenue,  west  side, 
1151.49  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  128, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  to  March  10,  1970,  at 
2  P.  M.  for  continued  hearing ;  applicant  to  file  letter 
from  the  Office  of  Staten  Island  Development. 


620-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 114  Brook  Avenue,  west  side, 
918.54  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  115, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  to  March  10,  1970,  at 
2  P.  M.  for  continued  hearing;  applicant  to  file  letter 
from  the  Office  of  Staten  Island  Development. 
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617-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 100  Brook  Avenue,  west  side, 
757.18  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  107, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  to  March  10,  1970,  at 
2  P.  M.  for  continued  hearing;  applicant  to  file  letter 
from  the  Office  of  Staten  Island  Development. 


618-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 104  Brook  Avenue,  west  side, 
810.97  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  109, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

ACTION  OF  BOARD— Laid  over  to  March  10,  1970,  at 
2  P.  M.  for  continued  hearing ;  applicant  to  file  letter 
from  the  Office  of  Staten  Island  Development. 


619-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 108  Brook  Avenue,  west  side, 
864.75  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  112, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  to  March  10,  1970,  at 
2  P.  M.  for  continued  hearing;  applicant  to  file  letter 
from  the  Office  of  Staten  Island  Development. 


621-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 118  Brook  Avenue,  west  side, 
972.33  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  118, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  to  March  10,  1970,  at 
2  P.  M.  for  continued  hearing;  applicant  to  file  letter 
from  the  Office  of  Staten  Island  Development. 


622-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 122  Brook  Avenue,  west  side, 
1026.12  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot 
121,  Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  to  March  10,  1970,  at 
2  P.  M.  for  continued  hearing;  applicant  to  file  letter 
from  the  Office  of  Staten  Island  Development. 


623-69-A 

APPLICANT — -Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT— Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 126  Brook  Avenue,  west  side, 
1066.82  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot 
123,  Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  to  March  10,  1970,  at 
2  P.  M.  for  continued  hearing;  applicant  to  file  letter 
from  the  Office  of  Staten  Island  Development. 
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645-69-A 

APPLICANT — John  E.  Paggioli  for  Nicholas  A.  DiMarzio, 
owner. 

SUBJECT — Application  October  30,  1969 — filed  pursuant  to 
Section  36  General  City  Law  re-  erection  of  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 20  Milburn  Street,  west  side, 
311.26  feet  north  of  Richmond  Road,  Block  950,  Lot  398, 
New  Dorp,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  John  E.  Paggioli. 

ACTION  OF  BOARD — Laid  over  to  March  10,  1970,  at 
2  P.  M.  for  decision ;  hearing  closed. 


688-69-A 

APPLICANT — The  Polish  National  Home  of  the  City  of 
New  York,  Incorporated,  owner. 

SUBJECT — Application  November  21,  1969 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
Sprinkler  System. 

PREMISES  AFFECTED— 21-25  St.  Mark’s  Place,  north 
side,  225  feet  east  of  Third  Avenue,  Block  464,  Lot  48, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Sidney  M.  Freed. 

For  Administration :  Lt.  J.  P.  Manfredi ;  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  March  17,  1970,  at 
2  P.  M.  for  inspection  and  continued  hearing ;  applicant 
to  file  complete  plans  of  building. 


741-69-A 

APPLICANT — Procter  and  Gamble  Manufacturing  Com¬ 
pany,  owner. 

SUBJECT — Application  December  23,  1969 — Appeal  from 
a  decision  of  The  Fire  Commissioner  re-  new  smoking 
area,  relocation  of  existing  smoking  area. 

PREMISES  AFFECTED— 3636  Richmond  Terrace,  south 
east  corner  of  Western  Avenue,  Block  1338,  Lot  1,  Port 
Ivory,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Herman  H.  Krogman. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  March  10,  1970,  at 
2  P.  M.  for  continued  hearing ;  applicant  to  file  drawings ; 
inspection  by  Fire  Department. 


24-70-A 

APPLICANT — Schalk  Chemicals,  Incorporated  for  BFC 
Division  of  Essex  Chemical  Corporation,  owner. 

SUBJECT — Application  January  22,  1970 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  flam¬ 
mable  mixture  known  as  Speed  Demon  Panel  and  Con¬ 
struction  Adhesive  in  1/10  gallon  foil  lined  Chemtest 
cartridge  without  a  replaceable  top  or  cap  not  in  compliance 
with  regulations  of  the  Administrative  Code  of  New  York 
City. 

APPEARANCES— 

For  Applicant:  Norman  H.  Geller. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  March  17,  1970,  at 
2  P.  M.  for  continued  hearing;  applicant  to  file  revised 
drawings. 


34-70- A 

APPLICANT — Frank  A.  Vaccaro  for  Alfonso  Bocchino, 
owner. 

SUBJECT — Application  January  13,  1970 — -Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  class  4,  frame 
dwelling,  height. 

PREMISES  AFFECTED— 791  Hylan  Boulevard,  west 
side,  546.08  feet  south  of  Roderick  Avenue,  Block  3040, 
Lot  115,  Grasmere,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Frank  Vaccaro. 

ACTION  OF  BOARD — Laid  over  to  March  10,  1970,  at 
2  P.  M.  for  decision ;  applicant  to  file  drawings ;  previously 
inspected. 


41-70-A 

APPLICANT — Greyhound  Lines,  Incorporated,  owner. 
SUBJECT — Application  January  15,  1970 — -Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Fire  Stand¬ 
pipe  System. 

PREMISES  AFFECTED— 601-659  West  40th  Street,  east 
side  of  12th  Avenue,  entire  block,  525-531  11th  Avenue, 
12th  Avenue,  480-494,  600-660  West  41st  Street,  Block 
1088,  Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  David  E.  Schwabot  and  Harry  Watson. 
ACTION  OF  BOARD — Laid  over  to  March  10,  1970,  at 
2  P.  M.  for  continued  hearing ;  Building  Department  repre¬ 
sentative  to  be  present ;  previously  inspected. 

Adjourned  :  3  :30  P.  M. 

James  P.  Mulroy,  Secretary 
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CORRECTION 


^CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  November  25,  1969,  as 
they  appeared  in  Bulletin  49,  Vol.  54  are  hereby  corrected 
to  read  as  follows : 

499-69-BZ 

APPLICANT — Arthur  J.  McGee  for  Ahi-Ezer  Congrega¬ 
tion,  owner. 

SUBJECT — Application  August  28,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  R4  district,  the  erection  of 
a  four  story  school  that  encroaches  on  the  required  side 
yard,  rear  yard  and  side  setback,  and  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED— 2433  Ocean  Parkway,  north¬ 
east  corner  of  Ocean  Court,  Block  7201,  Lot  1,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino  and  Rabbi  Saul 
Wolf. 

For  Administration:  Samuel  Bodian,  Park  Dept. 
ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commisioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
October  28,  1969,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  November  12,  1969;  then  to  November  18, 
1969;  then  to  November  25,  1969;  and 

Whereas,  the  decision  of  the  Borough  Superintendent 
dated  August  1,  1969,  acting  on  N.  B.  Applic.  973/1968 
reads : 

“1.  Within  an  R4  Zone,  the  proposed  community 
facility  building  (School)  in  U.  G.  4,  without  providing 
a  side  yard  equal  to  10%  of  the  aggregate  width  of  the 
street  wall,  is  contrary  to  24-35  of  the  Zoning  Resolu¬ 
tion. 


2.  The  proposed  building  walls  which  penetrates 
the  sky  exposure  plane,  is  contrary  to  24-521  Z.  R. 

.  3.  The  portions  of  the  building  within  the  required 

side  set  back,  are  contrary  to  24-551  Z.  R. 

4.  The  portion  of  the  building  in  the  interior  por¬ 
tion  of  the  zoning  lot  and  within  the  required  rear  yard 
is  contrary  to  24-36  Z.  R.” 

and 

Whereas,  the  amended  decision  of  the  Borough  Super¬ 
intendent  dated  September  17,  1969,  acting  on  N.  B.  Applic. 

973/1968,  reads: 

5.  Proposed  terrace  (roof  over  cellar)  3  ft.  6  inches 
above  the  curb  level  located  in  the  required  front  yard 
in  a  R4  district  is  contrary  to  24-34  Z.  R. 

and 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli- 
*s  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu- 
tmn,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  K4  district,  the  erection  of  a  four-story  school  that  en¬ 
croaches  on  the  required  side  yard,  rear  yard  and  side  set- 
back,  front  yard  and  penetrates  the  sky  exposure  plane,  on 
condition  that  all  work  shall  substantially  conform  to  draw- 
oogSi nin,,  x^lth  ^is  aPPlicati°n  marked  “Received,  August 
1969tl  “SePtember  23,  1969,”  two  sheets, 

November  7,  1969”  one  sheet,  “November  10,  1969,”  one 
sheet  and  November  21,  1969,”  one  sheet;  ■on  further  condi¬ 
tion  that  the  terms  and  conditions  set  forth  in  the  letter 
dated  November  21,  1969,  from  the  Parks,  Recreation  and 
Cultural  Affairs  Administration,  addressed  to  the  owner, 
be  complied  with,  and  that  all  other  laws,  rules  and  regula¬ 
tions  applicable  shall  be  complied  with,  and  that  substantial 
construction  be  completed  within  one  year  from  the  date 
of  this  resolution. 


^Correction :  Under  the  decision  of  the  Borough  Super¬ 
intendent  objection  Number  Five  (5)  has  been  added  to 
correct. 
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DOCKET 

New  Cases  Filed,  Up  to  March  3, 1970 

Cal.  No.  Dept.  Premises  Affected 

109-70-A — B.R. — 83  Prall  Avenue,  east  side,  170  feet 
north  of  Deisius  Street,  Block  6583,  Lot  9,  Huguenot, 
Borough  of  Richmond,  N.B.  20-69  re-  proposed  building 
not  fronting  on  legal  street,  General  City  Law. 


110-70- A — B.R. — 85  Prall  Avenue,  east  side,  140  feet 
north  of  Deisius  Street,  Block  6583,  Lot  8,  Huguenot, 
Borough  of  Richmond,  N.B.  19-69  re-  proposed  building 
not  fronting  on  legal  street,  General  City  Law. 


11 1-70- A — B.R. — 89  Prall  Avenue,  east  side,  110  feet 
south  of  Deisius  Street,  Block  6583,  Lot  7,  Huguenot, 
Borough  of  Richmond,  N.B.  18-69  re-  proposed  building 
not  fronting  on  legal  street,  General  City  Law. 


112-70-A — B.R. — 91  Prall  Avenue,  east  side,  80  feet  south 
of  Deisius  Street,  Block  6583,  Lot  5,  Huguenot,  Borough 
of  Richmond,  N.B.  17-69  re-  proposed  building  not  front¬ 
ing  on  legal  street,  General  City  Law. 


113-70-A — B.R. — 95  Prall  Avenue,  east  side,  40  feet  north 
of  Deisius  Street,  Block  6583,  Lot  3,  Huguenot,  Borough 
of  Richmond,  N.B.  16-69  re-  proposed  building  not  front¬ 
ing  on  legal  street,  General  City  Law. 


114-70- A — B.R. — 99  Prall  Avenue,  northeast  corner  of 
Deisius  Street,  Block  6583,  Lot  1,  Huguenot,  Borough  of 
Richmond,  N.B.  15-69  re-  proposed  building  not  fronting 
on  legal  street,  General  City  Law. 


115-70-SM — Scaffolding  of  Great  Britain,  Ltd.,  Sidewalk 
Canopy  Frame,  Support  for  temporary  sidewalk  shed, 
Manufactured  by  Scaffolding  of  Great  Britain,  Ltd.,  Ma¬ 
terial. 


116-70-A — B.Bx. — 655  West  254th  Street,  north  side,  from 
Palisades  Avenue  to  Independence  Avenue,  Block  5947, 
Lot  1,  Borough  of  The  Bronx,  Alt.  25-70  re-  proposal 
to  use  building  of  combustible  construction  for  school, 
Administrative  Code. 


117-70-SA — ITT  Nesbitt,  Nesbitt  Direct  Fired  Make-Up 
Air  Units — Series  15,  18,  22,  25,  27  and  30,  Make-Up  air 
for  heating,  ventilating  and  Air  Conditioning  Systems, 
Manufactured  by  ITT  Nesbitt,  Appliance. 


118-70-SA — Interpace  Corporation,  Lapp  Insulator  Divi¬ 
sion,  Pulsafeeder  Metering  Pump — various  models,  Pumps 
various  chemicals  against  pressure/piston-diaphragm, 
positive  displacement  pump,  Manufactured  by  Interpace 
Corporation,  Lapp  Insulator  Division,  Aplliance. 


119-79-BZ — B.R. — 251  to  259  Forest  Avenue,  126  to  134 
Ridgewood  Place,  northwest  corner,  Block  131,  Lot  56, 
New  Brighton,  Borough  of  Richmond,  Alt.  10-70  re-  lot 
area,  OSR,  parking,  R4  District. 


120-79-A — B.B. — 2021  to  2025  Avenue  I,  1024  to  1034  East 
21st  Street,  northwest  corner,  Block  7566,  Lot  1,  Borough 
of  Brooklyn,  Alt.  167-69  re-  proposed  school  in  frame 
structure  and  live  load,  Administrative  Code  and  Building 
Code. 


121-70-SA — Firetrol,  Incorporated,  Firetrol  Fire  Pump 
Controllers  Model  Nos.  FTA-1000,  FTA-500  and  500T, 
FTA-200,  Electrical  equipment  for  control  of  electrical 
driven  fire  pumps,  Manufactured  by  Firetrol,  Incorpo¬ 
rated,  Appliance. 


122-70-BZ — B.M. — 528  to  536  West  121st  Street,  south 
side,  99  feet  6  inches  east  of  Broadway,  Block  1975,  Lot  1, 
Borough  of  Manhattan,  N.B.  76-69  re-  lot  coverage,  R8 
District. 


123-70-A — F.D.— Packaging  of  flammable  mixture  known 
as  Ply  Gem  Wall  Panel  Adhesive  in  1/10  gallon  fibre- 
board  cartridges,  containers  not  in  accordance  with  the 
Administrative  Code. 


124-70-BZ — B.B. — 651  Liberty  Avenue,  northwest  corner 
of  Ashford  Street,  Block  3967,  Lots  37  and  38,  Borough 
of  Brooklyn,  Alt.  2135-69  re-  extension  of  non-conform¬ 
ing  use,  structural  alteration,  wall  and  bulk,  parking 
loading  requirements,  R5  District. 


125-70-BZ — B.R. — Penn  Avenue,  northwest  corner  of 
Hylan  Boulevard,  Block  4278,  Lot  5,  New  Dorp,  Borough 
of  Richmond,  Alt.  218-69  re-  proposed  parking  lot,  R3-1 
District. 


126-70-BZ — B.B. — 6413  to  6423  Fort  Hamilton  Parkway, 
951  to  971  65th  Street,  northeast  corner,  Block  5743,  Lot 
40,  Borough  of  Brooklyn,  N.B.  8-70  re-  erection  of  auto¬ 
motive  service  station,  curb  cut,  ground  sign,  C2-3  and 
R5  District. 

Restored  to  Docket 

875-68-BZ — B.B. — 184  Avenue  U,  south  side,  20  feet  east 
of  West  6th  Street,  Block  7121,  Lot  2,  Borough  of  Brook¬ 
lyn,  restored  to  docket  by  order  of  the  Court,  re-  one 
story  enlargement  to  a  first  floor  food  processing  estab¬ 
lishment.  Cl-3  district. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
uf  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D.— 
Health  Department;  F.D. — Fire  Department. 


MARCH  24,  1970,  10  A.M. 

NO  I  ICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  Morning,  March  24,  1970,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 

following  matters  : 

604-49-BZ 

APPLICANT — William  J.  Karp  for  George  Mintzel,  owner. 

SUBJECT — Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  will  expire  September 
14,  1970 — decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  7i  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  business  use  district,  the 
maintenance  of  ignition  repairs,  battery  charging,  auto 
parts,  cleaning,  testing  room,  office  and  one  family  and 
parking  of  more  than  five  motor  vehicles  waiting  to  be 
serviced  on  open  portion  of  lot. 

PREMISES  AFFECTED — 34-16  31st  Street,  west  side, 
140.5  feet  south  of  34th  Avenue,  Block  607,  Lot  35,  Long 
Island  City,  Borough  of  Queens. 

557-48-BZ 

APPLICANT — William  J.  Karp  for  Ignazia  Galati  and 
John  Galati,  owners. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  January  19,  1970 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  7i  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  business  use  district,  the  main¬ 
tenance  of  premises  as  a  garage  for  more  than  (5)  motor 
vehicles  and  motor  vehicle  repair  shop. 
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PREMISES  AFFECTED— 34-29  to  34-31  31st  Street,  east 
side,  265.24  feet  north  of  35th  Avenue,  Block  608,  Lots  16 
and  17,  Long  Island  City,  Borough  of  Queens. 


282-58-BZ 

APPLICANT — Elmer  H.  Robertson  and  Florence  E.  Rob¬ 
ertson,  owners. 

SUBJECT — Application  for  consideration— reopening  for 
request  to  waive  the  rules  of  procedure  and  extension  of 
term  of  variance  which  expired  January  7,  1969 — decision 
of  the  Borough  Superintendent ;  previously  granted  on 
condition,  under  Section  7e  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  residence  use  district,  the  use  of  an  existing 
building  for  manufacturing  as  permitted  in  a  business  use 
district. 

PREMISES  AFFECTED — 93-08  95th  Avenue,  south  side, 
50  feet  east  of  93rd  Street,  Block  9036,  Lot  3,  Woodhaven, 
Borough  of  Queens. 


681-69-BZ 

APPLICANT — Max  Siegel  Associates  for  John  D.  Di- 
tullio,  owner;  J  &  J  3213,  Incorporated,  lessee. 

SUBJECT — Application  November  18,  1969 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  C2-2  district,  in  an  existing  two 
story  building,  the  addition  to  the  use  of  the  first  floor 
restaurant  to  include  cabaret. 

PREMISES  AFFECTED — 3213  East  Tremont  Avenue, 
east  side,  125  feet  south  of  Waterbury  Avenue,  Block  5331, 
Lot  19,  Borough  of  The  Bronx. 


699-69-BZ 

APPLICANT — Emanuel  Weiner  for  Jacob  Loeffler  and 

Sons,  owner. 

SUBJECT — Application  December  2,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  11-413  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  change 
in  occupancy  of  an  existing  three  story  building  previously 
before  the  Board  from  a  factory  to  a  furniture  showroom. 
PREMISES  AFFECTED — 166  Clymer  Street,  south  side, 
200  feet  east  of  Bedford  Avenue,  Block  2173,  Lot  17, 
Borough  of  Brooklyn. 


704-69-BZ 

APPLICANT — Harry  Soled  for  9th  Avenue  Fish  Market, 
Incorporated,  owner. 

SUBJECT — Application  December  8,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  one  story  build¬ 
ing  and  the  change  in  occupancy  from  garage  to  a  whole¬ 
sale  establishment  and  warehouse. 

PREMISES  AFFECTED — 247  to  249  8th  Street,  north 
side,  327  feet  6  inches  west  of  5th  Avenue,  Block  998,  Lot 
57,  Borough  of  Brooklyn. 


742-69-BZ 

APPLICANT — Arthur  J.  McGee  for  Elvio  Giovannini  and 
Estate  of  Grace  D’Amato,  owners. 

SUBJECT — Application  December  29,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-3  district,  the  erection 
and  maintenance  of  an  automotive  service  station  with 
accessory  uses. 


PREMISES  AFFECTED — 4210  Fort  Hamilton  Parkway, 
southwest  corner  of  42nd  Street,  Block  5596,  Lots  43  and 
45,  Borough  of  Brooklyn. 


27-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Annie  Futernick, 
owner. 

SUBJECT — Application  January  6,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  11-413  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  the  change  in 
occupancy  of  an  existing  one  story  building  previously 
before  the  Board  from  lumber  store,  lumber  yard  and 
storage  of  building  materials  to  a  motor  vehicle  repair 
shop,  touch-up  spraying  and  storage  and  rental  of  motor 
vehicles. 

PREMISES  AFFECTED— 109-20  Sutphin  Boulevard,  147- 
47  Glassboro  Avenue,  northwest  corner,  Block  11949,  Lot 
324,  Jamaica,  Borough  of  Queens. 


36-70-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  200  West  79th  Street  Company,  owner. 

SUBJECT — Application  January  13,  1970 — decision  of  the 
Borough  Superintendent  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  C2-1  and  C2-7  district,  the  erec¬ 
tion  of  an  18  story  residential  and  store  building  that 
exceeds  the  permitted  floor  area  ratio  and  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 380-394  Amsterdam  Avenue, 
200-204  West  79th  Street,  southwest  corner,  201-205  West 
78th  Street,  Block  1170,  Lots  29,  30,  32,  34,  35,  36,  Bor¬ 
ough  of  Manhattan. 


633-69-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Carnarsie  Lots 
Corporation,  and  Ellar  Estates  Corporation,  owners. 
SUBJECT — Application  October  23,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-44 
of  the  Zoning  Resolution,  to  permit  in  a  C2-1  and  R4 
district  in  conjunction  with  the  erection  of  a  two  story 
store  and  office  building,  the  reduction  in  the  number  of 
accessory  parking  spaces  and  the  extension  of  the  parking 
area  into  the  residence  district. 

PREMISES  AFFECTED — 9512  to  9514  Avenue  L,  south 
side,  82  ft.  8Ms  inches  east  of  95th  Street,  1423-1425  East 
95th  Street,  Block  8270,  Lot  38,  Borough  of  Brooklyn. 
Laid  over  from  February  25,  1970;  at  the  request  of  the 
applicant;  hearing  continued. 


532-69-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Tzivyeh  Realty 
Corporation,  owner ;  County  Club  Nursing  Home,  lessee. 
SUBJECT — Application  September  10,  1969 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  Rl-2  district,  the  erec¬ 
tion  of  a  one  story  and  basement  enlargement  to  a  pro¬ 
prietary  nursing  home. 

PREMISES  AFFECTED— 3391  Country  Club  Road,  north 
side,  836.01  feet  east  of  Reed  Place,  Block  5409,  Lot  436 
Borough  of  The  Bronx. 

Laid  over  from  March  3,  1970  for  continued  hearing. 

M.  MILTON  GLASS,  Chairman 
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MARCH  24,  1970,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  March  24,  1970,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

269-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Cliff  Bay  Corporation. 
SUBJECT — Application  May  17,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  dry  standpipe  system. 
PREMISES  AFFECTED — 20  Cliff  Street,  northeast  corner 
of  Harbor  View  Place  North,  Block  2833,  Lot  31,  Rose- 
bank,  Borough  of  Richmond. 


256-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Tysens  Company,  owner. 

SUBJECT — Application  May  8,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy — dry  standpipe 
system. 

PREMISES  AFFECTED — 655  Tysens  Lane,  northwest 
corner  of  Mill  Road,  Block  3983,  Lot  1,  New  Dorp, 
Borough  of  Richmond. 


257-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Tysens  Company,  owner. 

SUBJECT — Application  May  8,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy — dry  standpipe 
system. 

PREMISES  AFFECTED — 285  Mill  Road,  northwest 
corner  of  Tysens  Lane,  Block  3983,  Lot  1,  New  Dorp, 
Borough  of  Richmond. 


258-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Tysens  Company,  owner. 

SUBJECT — Application  May  8,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy — dry  standpipe 
system. 

PREMISES  AFFECTED — 675  Tysens  Lane,  northwest 
corner  of  Mill  Road,  Block  3983,  Lot  1,  New  Dorp, 
Borough  of  Richmond. 


259-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Mills  Company,  owner. 

SUBJECT — Application  May  8,  1969— Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy — dry  standpipe 
system,  and  yard  hydrants. 

PREMISES  AFFECTED — 255  Mill  Road,  west  side,  326 
feet  south  of  Ebbitts  Avenue,  Block  3983,  Lot  45,  New 
Dorp,  Borough  of  Richmond. 


260-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Mills  Company,  owner. 
SUBJECT — Application  May  8,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy — dry  standpipe 
system. 


PREMISES  AFFECTED — 245  Mill  Road,  west  side,  326 
feet  south  of  Ebbitts  Avenue,  Block  3983,  Lot  45,  New 
Dorp,  Borough  of  Richmond. 

261-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Mills  Company,  owner. 

SUBJECT — Application  May  8,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy — dry  standpipe 
system. 

PREMISES  AFFECTED — 265  Mill  Road,  west  side,  326 
feet  south  of  Ebbitts  Avenue,  Block  3983,  Lot  45,  New 
Dorp,  Borough  of  Richmond. 

40-70-A 

APPLICANT — Zecol,  Incorporated,  owner. 

SUBJECT — Application  January  15,  1970 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-packaging  of  inflam¬ 
mable  mixture  known  as  Zecol  Windshield  Washer 
Solvent  in  6  ounce  plastic  round  containers  not  in  compli¬ 
ance  with  regulation  requirements  of  NYC  Administra¬ 
tive  Code. 


62-70-A 

APPLICANT — Max  Siegel  Associates  for  East  29th  Street 

Associates,  owner. 

SUBJECT — Application  January  27,  1970 — Review  of  a  de¬ 
cision  of  the  Borough  Superintendent  re-  class  3  building, 
factory  etc. 

PREMISES  AFFECTED— 202  East  29th  Street,  south 
side,  90  feet  east  of  Third  Avenue,  Block  909,  Lot  53,  Bor¬ 
ough  of  Manhattan. 

97-70-A 

APPLICANT — H.  C.  Bernhard  for  Shreve,  Lamb  and  Har¬ 
mon  Associates  for  One  Wall  Street  Corporation,  owner. 

SUBJECT — Application  February  13,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Occupancy 
Areas  increased,  egress. 

PREMISES  AFFECTED — 60-80  Broadway,  1  to  7  Wall 
Street,  southeast  corner,  Block  23,  Lot  7,  Borough  of 
Manhattan. 

M.  MILTON  GLASS,  Chairman 


APRIL  7,  1970,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning  April  7,  1970,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

619-31-BZ — Vol.  Ill 

APPLICANT — Lama  and  Vassalotti  for  Morben  Proper¬ 
ties,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  1, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7f  of  the  Zoning 
Resolution,  permitting  in  a  business  and  residence  use 
district,  for  a  term  of  10  years,  the  alteration  of  a  gasoline 
service  station. 

PREMISES  AFFECTED — 148-14  to  148-26  111th  Avenue, 
southwest  corner  of  Sutphin  Boulevard,  Block  11965, 
Lot  26  (formerly  Block  2745,  part  of  Lot  26),  Jamaica, 
Borough  of  Queens. 
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255-65-BZ 

APPLICANT — George  Fuchs  for  Carmen  Tameo,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  12, 
1970  and  amendment  of  resolution — decision  of  the  Bor¬ 
ough  Superintendent;  previously  granted  on  condition, 
under  Section  11-412  of  the  Zoning  Resolution,  to  permit 
in  an  R5  district,  the  erection  of  a  one  story  enlargement 
to  an  existing  automotive  service  station  and  motor  vehicle 
repair  shop  previously  granted  by  the  Board. 

PREMISES  AFFECTED — 133-16  101st  Avenue,  south¬ 
west  corner  of  134th  Street,  Block  9501,  Lots  7,  8,  Rich¬ 
mond  Hill,  Borough  of  Queens. 


719-69-BZ 

APPLICANT — La  Tourette  Heights,  Incorporated  for 
Lawrence  Cohen,  owner. 

SUBJECT — Application  December  11,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  73-14  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  installa¬ 
tion  of  a  sewage  pumping  station. 

PREMISES  AFFECTED — 20  Westport  Street,  south  side, 
2.65  feet  east  of  Barnes  Avenue,  Block  2410,  Lot  80, 
Richmond,  Borough  of  Richmond. 

Laid  over  from  February  25,  1970,  at  the  request  of  the 
Planning  Commission. 


701-69-BZ 

APPLICANT. — Arthur  J.  McGee  and  Philip  P.  Augusta 
for  Spring  Belt  Realty  Corporation,  owner;  American 
Oil  Company,  lessee. 

SUBJECT — Application  December  5,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  district,  the 
erection  of  an  automotive  service  station  with  accessory 
uses. 

PREMISES  AFFECTED — 221-10  South  Conduit  Avenue, 
southeast  corner  of  221st  Street,  Block  13491,  Lots  31, 
33  and  35,  Springfield  Gardens,  Borough  of  Queens. 


727-69-BZ 

APPLICANT  Harry  A.  Yarish  for  Jack  Dweck,  owner. 

SLBJECT  Application  December  12,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon- 
mg  Resolution,  to  permit  in  an  R3-1  district,  the  erection 
of  a  one  story  enlargement  to  a  one  family  dwelling  that 
increases  the  degree  of  non-compliance  in  floor  area  ratio, 
open  space  ratio,  encroaches  into  the  side  yard  and  ex¬ 
tends  into  the  rear  yard. 

AFFECTED — 2108  East  3rd  Street,  west  side, 
305  feet  south  of  Avenue  T,  Block  7105,  Lot  79,  Borough 
of  Brooklyn. 


747-69-B  Z 

APPLICANT — Otto  J.  Schumm  for  Jerry  Abramowitz, 
owner. 

SUBJECT— -Application  December  31,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon- 
ing  Resolution^  to  permit  in  an  R8  district,  in  an  existing 
three  story  building,  the  conversion  of  a  portion  of  the 
first  floor  from  a  garage  to  a  photographic  studio. 

PREMISES  AFFECTED — 162  East  92nd  Street,  south 
side,  175  feet  west  of  Third  Avenue,  Block  1520,  Lot  44, 
Borough  of  Manhattan. 


20-70-BZ 

APPLICANT — DeRose  and  Cavalieri  for  J.  Clarence 
Davies,  Incorporated,  owner, 

SUBJECT — Application  December  30,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412,  11-413  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  Cl-4,  C2-4 
and  R8  district,  in  an  existing  one  story  building  previously 
before  the  Board,  the  enlargement  in  floor  area  and  the 
change  in  occupancy  from  cafeteria  and  stores  to  a  variety 
store  that  exceeds  the  floor  area  limitations. 

PREMISES  AFFECTED — 2  to  20  East  Burnside  Avenue, 
2038  to  2048  Jerome  Avenue,  southwest  corner  of  Walton 
Avenue,  Block  2854,  Lot  44,  Borough  of  The  Bronx. 


43-70-BZ 

APPLICANT — Frederick  Ketcher  for  H.  S.  Levy  and  Sons 
Incorporated,  owner. 

SUBJECT — Application  January  20,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  to  permit  in  an  Ml-1  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  three  story  and 
cellar  structure  to  be  occupied  as  a  machine  shop  and  food 
processing  establishment  that  will  exceed  the  permitted 
floor  area  ratio. 

PREMISES  AFFECTED — 34  Porter  Avenue,  west  side, 
50  feet  south  of  Grattan  Street,  Block  3009,  Lot  23,  Bor¬ 
ough  of  Brooklyn. 


44-70-A 

APPLICANT — Frederick  A.  Ketcher  for  H.  S.  Levy  and 
Sons  Incorporated,  owner. 

SUBJECT — Application  January  20,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  design  and 
arrangement,  stairway,  passageway,  fire  doors  and  con¬ 
veyor. 

PREMISES  AFFECTED — 34  Porter  Avenue,  west  side, 
50  feet  south  of  Grattan  Street,  Block  3009,  Lot  23,  Bor¬ 
ough  of  Brooklyn. 


49-70-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  January  22,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-68  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C4-2  district,  at  an  existing 
telephone  exchange,  the  enlargement  in  area  of  the  second, 
third  and  fourth  floors  that  increase  the  degree  of  non- 
compliance  in  floor  area  ratio  and  encroachment  into  the 
rear  yard. 

PREMISES  AFFECTED— 2175-2205  Albemarle  Road, 
north  side,  100  feet  east  of  Flatbush  Avenue,  Block  5109, 
Lot  70,  Borough  of  Brooklyn. 


664-69-BZ 

APPLICANT — Jamaica  Water  Supply  Company,  owner. 

SUBJECT — Application  November  12,  1969— decision  of  the 
Borough  Superintendent,  under  Section  73-14  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Rl-2  district,  the  installa¬ 
tion  of  a  water  pumping  station. 

PREMISES  AFFECTED — 180-38  Grand  Central  Park¬ 
way,  south  side,  104.88  feet  west  of  Avon  Street,  Block 
9949,  Lot  60,  Jamaica,  Borough  of  Queens. 

Laid  over  from  March  3,  1970,  for  continued  hearing. 

M.  MILTON  GLASS.  Chairman 
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APRIL  7,  1970,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuseday  afternoon,  April  7,  1970,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

296-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Herman  Scheiner. 

SUBJECT — Application  May  23,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 763  8th  Avenue,  west  side,  50 
feet  south  of  West  47th  Street,  Block  1037,  Lot  34,  Bor¬ 
ough  of  Manhattan. 


297-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Sutton  Associates  Incorpo¬ 
rated  c/o  Sol  Goldman. 

SLJBJECT — Application  May  23,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 10  Fort  Washington  Avenue, 
southeast  corner  of  West  160th  Street,  Block  2137,  Lot  70, 
Borough  of  Manhattan. 


298-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — H.  Moskowitz  c/o  Morris 
Moskowitz. 

SUBJECT — Application  May  23,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 153  Mercer  Street,  west  side, 
150  feet  north  of  Prince  Street,  Block  513,  Lot  36,  Bor¬ 
ough  of  Manhattan. 


299-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES- — Mutual  Redevelopment  Houses, 
Incorporated,  owner. 

SUBJECT — Application  May  23,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 323-341  Eighth  Avenue,  307-311 
West  26th  Street,  northwest  corner,  Blocks  750,  751,  752, 
Part  of  Lot  1,  Borough  of  Manhattan. 


300-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Louis  Nesser,  585  5th  Avenue 
Corporation,  owner. 

SUBJECT — Application  May  23,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 585  5th  Avenue,  east  side,  80 
feet  north  of  East  47th  Street,  Block  1283,  Lot  4,  Borough 
of  Manhattan. 


324-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Marsicano  Foundation  c/o 
Philomena  Marsicano. 

SUBJECT — Application  June  5,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 18  West  38th  Street,  south  side, 
240  feet  west  of  5th  Avenue,  Block  839,  Lot  58,  Borough  of 
Manhattan. 


325-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — 239  West  18th  Street  Corpora¬ 
tion. 

SUBJECT — Application  June  5,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 239-243  West  18th  Street,  north 
side,  240  feet  east  of  8th  Avenue,  Block  768,  Lot  14,  Bor¬ 
ough  of  Manhattan. 


326-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — 427  Washington  Street  Corpo¬ 
ration. 

SUBJECT— Application  June  3,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 427-429  Washington  Street, 
northeast  corner  of  Vestry  Street,  Block  223,  Lots  21,  22 
and  26,  Borough  of  Manhattan. 


344-69- A — Vol.  II 

APPLICANT — Sol  Feinberg  for  Columbia  Cement  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT — Application  reopened  February  25,  1970  as  Vol¬ 
ume  II — Appeal  from  a  decision  of  the  Fire  Commissioner 
re-  Packaging  of  inflammable  mixture  known  as  Columbia 
Panel  Grip,  in  \\l/2  ounce  composite  fiberboard  and  alum¬ 
inum  foil  container,  not  in  compliance  with  requirement 
regulations  of  Administrative  Code. 


361-69-A— Vol.  II 

APPLICANT — Sol  Feinberg  for  Columbia  Cement  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT — Application  reopened  February  25,  1970  as  Vol¬ 
ume  II — Appeal  from  a  decision  of  the  Fire  Commissioner 
re-  Packaging  of  inflammable  mixture  known  as  Columbia 
Kwikstick  Construction  Adhesive  in  11.50  composition 
cartridges  with  non-replaceable  caps  or  tops,  not  in  com¬ 
pliance  with  regulations  of  the  Administrative  Code. 


96-70-A 

APPLICANT — Vincent  S.  La  Ganga  for  Charles  Langere, 
owner. 

SUBJECT — Application  February  13,  1970 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 636  Britton  Avenue,  northwest 
corner  of  Hay  Street,  Block  3170,  Lot  60,  Town  of  Con¬ 
cord,  Borough  of  Richmond. 

M.  MILTON  GLASS,  Chairman 


APRIL  14,  1970,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  April  14,  1970,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

338-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Jennie  Lever,  et  al. 
SUBJECT— Application  June  11,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
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PREMISES  AFFECTED — 12-14^2  Pell  Street,  north  side, 
125  feet  west  of  the  Bowery,  Block  163,  Lot  2,  Borough 
of  Manhattan. 


339-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Frederick  W.  Lundy. 
SUBJECT — Application  June  11,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 3121-3125  Ocean  Avenue,  north¬ 
east  corner  of  Shore  Parkway,  Block  7494,  Lots  72  and  74, 
Borough  of  Brooklyn. 


340-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Clifford  and  Dorothy  Force. 
SUBJECT — Application  June  11,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 8742  25th  Avenue,  west  side, 
480  feet  south  of  Benson  Avenue,  Block  6878,  Lot  73, 
Borough  of  Brooklyn. 


341-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — 64  Union  Street  Corporation. 
SUBJECT — Application  June  11,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 64-70  Union  Street,  south  side, 
100  feet  east  of  Van  Brunt  Street,  Block  341,  Lots  9,  10, 
11,  12,  Borough  of  Brooklyn. 


342-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Harvey  Levitt. 

SUBJECT — Application  June  11,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 2837  Atlantic  Avenue,  north¬ 
west  corner  of  Schenck  Avenue,  Block  3948,  Lots  34  and 
35,  Borough  of  Brooklyn. 


109-70-A 

APPLICANT — Frank  A.  Vaccaro  for  Franturo  Homes, 
Incorporated,  owner. 

SUBJECT — Application  February  24,  1970— filed  pursuant 
to  Section  36  of  the  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 83  Prall  Avenue,  east  side,  170 
feet  north  of  Deisius  Street,  Block  6583,  Lot  9,  Huguenot, 
Borough  of  Richmond. 


110-70-A 

APPLICANT — Frank  A.  Vaccaro  for  Franturo  Plomes, 
Incorporated,  owner. 

SUBJECT — Application  February  24,  1970 — filed  pursuant 
to  Section  36  of  the  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 85  Prall  Avenue,  east  side,  140 
feet  north  of  Deisius  Street,  Block  6583,  Lot  8,  Huguenot, 
Borough  of  Richmond. 


111-70-A 

APPLICANT — -Frank  A.  Vaccaro  for  Franturo  Homes, 
Incorporated,  owner. 

SUBJECT — Application  February  24,  1970 — filed  pursuant 
to  Section  36  of  the  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 89  Prall  Avenue,  east  side, 
110.00  feet  south  of  Deisius  Street,  Block  6583,  Lot  7, 
Huguenot,  Borough  of  Richmond. 


112- 70-A 

APPLICANT — Frank  A.  Vaccaro  for  Franturo  Homes, 
Incorporated,  owner. 

SUBJECT — Application  February  24,  1970 — filed  pursuant 
to  Section  36  of  the  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 91  Prall  Avenue,  east  side,  80 
feet  south  of  Deisius  Street,  Block  6583,  Lot  5,  Huguenot, 
Borough  of  Richmond. 

11 3- 70- A 

APPLICANT — Frank  A.  Vaccaro  for  Franturo  Homes, 
Incorporated,  owner. 

SUBJECT — Application  February  24,  1970— filed  pursuant 
to  Section  36  of  the  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 95  Prall  Avenue,  east  side,  40 
feet  north  of  Deisius  Street,  Block  6583,  Lot  3,  Huguenot, 
Borough  of  Richmond. 

114- 70-A 

APPLICANT — Frank  A.  Vaccaro  for  Franturo  Homes, 
Incorporated,  owner. 

SUBJECT — Application  February  24,  1970 — filed  pursuant 
to .  Section  36  of  the  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 99  Prall  Avenue,  north  east 
corner  of  Deisius  Street,  Block  6583,  Lot  1,  Huguenot, 
Borough  of  Richmond. 

M.  MILTON  GLASS,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  MARCH  3,  1970,  10  A.M. 

Present:  Chairman  Glass,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 


The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  afternoon  February  10,  1970,  were 
approved  as  printed  in  the  Bulletin  of  February  19,  1970, 
Vol.  55,  No.  8. 


34-57-A 

APPLICANT — William  J.  Freed  for  Westchester  Brickote 
Products  Company,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
request  to  waive  the  rules  of  procedure  and  extension  of 
term  of  variance  which  expired  January  8,  1968  and 
amendment  of  resolution — Appeal  from  a  decision  of  the 
Borough  Superintendent  re-  frame  construction,  commer¬ 
cial  use,  etc. ;  previously  granted  on  condition. 

PREMISES  AFFECTED — 1468  Blondell  Avenue  and  2640 
Chesbrough  Avenue,  southeast  corner,  Block  4141,  Lot  7, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  William  J.  Freed. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  term  of  variance  extended  and  resolution 
amended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  23,  1957,  on  certain  conditions;  and 

Whereas,  the  term  of  variance  was  extended  on  Janu¬ 
ary  8,  1963 ;  and 

Whereas,  the  resolution  was  amended  on  January  8,  1963; 
and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  term  of  variance  and  an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  July  23,  1957,  as  amended  through 
January  8,  1963,  by  adding  thereto: 

“that  this  variance  shall  continue  for  a  term  of  five  years 
from  the  date  of  this  amended  resolution;  and  that  the 
building  may  be  used  for  the  final  assembly,  storage, 
sales,  packaging  and  shipping  of  artificial  fireplace  logs 
which  are  manufactured  elsewhere  and  not  on  the 
premises ;  on  condition  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (Alt.  452-69) 


335-68-A 

APPLICANT — Philip  P.  Agusta  for  Kayann  Realty  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — Appeal  from  an  order  and  a 
decision  of  the  Fire  Commissioner  re-  sprinkler  system; 
previously  granted  on  condition. 

PREMISES  AFFECTED — 465  Seneca  Avenue,  northeast 
corner  of  Harman  Street,  Block  3430,  Lot  1,  Ridgewood, 
Borough  of  Queens. 


APPEARANCES— 

For  Applicant:  Gerald  Tepper. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
November  6,  1968,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  6,  1968,  by  adding  thereto: 

“that  the  fire  retarding  of  the  first  floor  ceiling  and  of 
the  public  hall  partition  may  be  omitted,  on  condition 
that  instead  of  the  non-automatic  sprinkler  system  and 
automatic  fire  alarm  system  heretofore  required,  an  auto¬ 
matic  sprinkler  system  shall  be  installed  throughout  the 
cellar  and  first  floor,  including  the  first  floor  of  the  ad¬ 
joining  premises  to  the  west,  as  shown  on  revised  draw¬ 
ings  of  proposed  conditions  marked  ‘Received  February 
11,  1970’,  one  sheet  and  ‘Received  February  25,  1970’, 
one  sheet ;  that  an  application  shall  also  be  filed  with  the 
Department  of  Buildings  for  approval  of  this  sprinkler 
system  in  the  first  floor  of  the  adjoining  building,  463 
Seneca  Avenue;  and  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects.”  Fire  Dept.  Order  No.  F  2921-7. 


492-29-BZ— Vol.  V 

APPLICANT — Atkin  and  Bassolino  for  First  Concourse 
Realty  Corporation,  owner. 

SUDJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  June  2,  1970 
and  amendment  of  resolution— decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition,  under 
Section  7e  of  the  Zoning  Resolution,  permitting  in  a  resi¬ 
dence  use  district,  the  continuation  on  first  floor  of  exist¬ 
ing  multiple  dwelling,  a  limited  business  occupancy,  facing 
Grand  Concourse  and  Boulevard. 

PREMISES  AFFECTED — 2183-2185  Grand  Concourse, 
west  side,  154.94  feet  south  of  East  182nd  Street,  Block 
3162,  Lot  34  (formerly  Lot  30),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Harry  Atkin. 

ACTION  OF  BOARD — Application  reopened,  term  of 
variance  extended  and  resolution  amended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  . g 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  V,  on  June  27,  1950,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  March  3,  1970,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June 
27,  1950,  as  amended  through  June  2,  1965  by  adding  thereto: 
“that  this  variance  shall  continue  for  a  term  of  five 
years  from  June  2,  1970;  that  the  northerly  portion  of 
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the  first  floor  of  the  building  may  be  arranged  and  used 
substantially  as  shown  on  revised  drawings  of  proposed 
conditions  marked  ‘Received  February  27,  1970’,  three 
sheets,  except  that  the  sign  shown  on  the  facade  shall 
not  be  permitted  but  that  a  non-illuminated  sign  not 
exceeding  3  sq.  feet  may  be  mounted  adjacent  to  the 
entrance  to  the  offices,  on  condition  that  the  existing 
signs  shall  be  removed  from  the  facade  of  the  southerly 
portion  of  the  building;  and  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects.”  (Alt.  520-69) 


562-58-BZ 

APPLICANT— Joseph  B.  Lynch  for  Humble  Oil  and  Re¬ 
fining  Company,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  time  to  complete  which  expired  July  6,  1969 
—decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7c  of  the  Zoning  Res¬ 
olution,  permitting  in  a  residence  use  district,  the  recon¬ 
struction  and  extension  in  area  of  an  existing  gasoline 
service  station,  for  use  as  car  wash,  non-automatic,  office 
and  accessory  sales,  minor  repairs  with  hand  tools  only 
and  parking  and  storage  of  motor  vehicles. 

PREMISES  AFFECTED— 70-02  to  70-20  (70-06  official) 
Eliot  Avenue,  south  side,  from  70th  to  71st  Streets;  61-01 
to  61-13  70th  Street  and  61-02  to  61-14  71st  Street,  Block 
2927,  Lot  1,  Elmhurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  21,  1959,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  July  16,  1968;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  21, 
1959,  as  amended  through  July  16,  1968,  only  as  to  the  time 
to  complete  the  work,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“that  all  work  shall  be  completed  within  one  year  from 
the  date  of  this  amended  resolution,  on  condition  that 
no  further  extension  of  time  will  be  considered  by  the 
Board ;  and  that  a  copy  of  the  original  resolution,  as 
amended,  and  a  certified  copy  of  the  drawings  as  ap¬ 
proved  by  the  Board  shall  be  permanently  posted  in  the 
office  of  this  gasoline  service  station.”  (Alt.  1788-58) 


460-67-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Angelo  Cardiello, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expires  March  11,  1970 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  change  in  occu¬ 
pancy  of  an  existing  building  from  a  carriage  house  and 
stable  to  wood  products  manufacture  and  the  maintenance 
of  a  one-story  enlargement. 


PREMISES  AFFECTED— 365  40th  Street,  north  side,  100 
feet  west  of  Fourth  Avenue,  Block  708,  Lot  46,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
March  11,  1969,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
11,  1969,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

“that  all  work  shall  be  completed  within  one  year  from 
March  11,  1970.”  (Alt.  603-66) 


748-68-BZ 

APPLICANT — Abraham  Werfel  for  Hess  Oil  and  Chemi¬ 
cal  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  January  21,  1970 
— decision  of  the  Borough  Superintendent ;  perviously 
granted  on  condition,  under  Section  73-211  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  the  reconstruction 
of  an  automotive  service  station  with  accessory  uses. 

PREMISES  AFFECTED — 195-02  to  195-16  Jamaica 
Avenue,  91-01  to  91-15  195th  Street,  southeast  corner, 
Block  10823,  Lots  24  and  26,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Marvin  Wiener. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
January  21,  1969,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
21,  1969,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  January  21,  1970,  on  condition  that  a 
copy  of  the  original  resolution,  as  amended,  and  a  certi¬ 
fied  copy  of  the  drawings  as  approved  by  the  Board  shall 
be  permanently  posted  in  the  office  of  this  automotive 
service  station.”  (N.  B.  1174-68) 


767-68-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  James  McKeon, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  re¬ 
quest  to  withdraw — decision  of  the  Borough  Superintend- 
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ent ;  previously  granted  on  condition,  under  Sections  72- 21 
and  73-50  of  the  Zoning  Resolution,  to  permit  in  an  Ml-1 
district,  the  erection  of  a  two  story  factory  and  warehouse 
that  encroaches  on  the  required  front  yard  along  a  district 
boundary  and  with  less  than  the  required  accessory  parking. 

PREMISES  AFFECTED — 645-699  Clinton  Street,  south¬ 
east  corner  of  Lorraine  Street,  624-630  Court  Street,  Block 
583,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  to  reopen  and  extend 
time  to  complete  construction  withdrawn  at  the  request  of 
the  applicant.  (Photographs  submitted  by  the  applicant 
show  that  substantial  construction  has  been  completed  in 
compliance  with  the  terms  and  conditions  of  the  resolution.) 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  . ’  "  o 


875-68-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Guiseppe  and  Ro¬ 
salie  Costelli  d/b/a  Joe’s  Bakery,  owner. 

SUBJECT — Application  for  consideration — reopening  to  re¬ 
store,  to  Docket  (in  accordance  with  order  of  the  Court)  — 
decision  of  the  Borough  Superintendent ;  perviously  denied, 
under  Section  72-2 1  of  the  Zoning  Resolution,  to  permit 
in  a  Cl -3  district,  at  an  existing  two  story  mixed  building, 
the  erection  of  a  one  story  enlargement  to  the  first  floor 
food  processing  establishment  that  increases  the  degree  of 
non-compliance  in  open  space  ratio  and  lot  area  require¬ 
ment. 

PREMISES  AFFECTED — 184  Avenue  U,  south  side  20 
feet  east  of  West  6th  Street,  Block  7121,  Lot  2,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

A(  TION  OF  BOARD — Application  reopened  and  restored 
to  the  Docket,  for  new  hearing  in  accordance  with  the  or¬ 
der  of. the  Court,  requiring  two  publications  in  the  Bulletin 
as  notice  and  twenty  days  notification  to  affected  property 
owners. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  . ’  ” . . .  n 


436-69-BZ 

APPLICANT— Savignano,  Strange  and  Vella  for  Joseph 
Ohveri,  owner. 

SUBJECT  Application  July  22nd  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  to  permit  in  a  Cl-2  district,  at  an  existing 
3  story  building,  the  erection  of  a  one  story  enlargement  to 
the  first  floor  store  that  increases  the  degree  of  non-compli¬ 
ance  in  floor  area  ratio  and  the  lot  area  requirements. 

^"^UVISES  AFFECTED — 7016  18th  Avenue,  west  side, 
59  feet,  14%  inches  north  of  71st  Street,  Block  6171  Lot  47 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  M.  Vella. 

For  Opposition:  John  Palimino  and  Vito  Costa. 

ACTION  OF  BOARD— Laid  over  to  March  17,  1970,  at 
10  A.M.  Applicant  to  submit  additional  information.  Hear¬ 
ing  continued ;  previously  inspected. 


532-69-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Tzivych  Realty 
Corporation,  owner ;  Country  Club  Nursing  Home,  lessee. 

SUBJECT — Application  September  10,  1969 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R2  district,  the  erec¬ 
tion  of  a  one  story  and  basement  enlargement  to  a  pro¬ 
prietary  nursing  home. 

PREMISES  AFFECTED — 3391  Country  Club  Road,  north 
side,  836.01  feet  east  of  Reed  Place,  Block  5409,  Lot  436, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  March  24,  1970,  at 
10  A.M.  at  the  request  of  the  applicant.  Hearing  continued ; 
previously  inspected. 

634-69-BZ 

APPLICANT — Lichtner  Associates  for  Roleke  and  Cervoni, 
Incorporated,  owner. 

SUBJECT— Application  October  23,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district  on  a  plot  with  less 
than  the  required  lot  area  and  lot  width,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area, 
area  per  room  and  accessory  parking,  encroach  on  the 
required  front  and  side  yards,  and  penetrates  sky  exposure 
plane. 

PREMISES  AFFECTED — 63-25  Queens  Midtown  Ex¬ 
pressway,  north  side,  80.44  feet  west  of  64th  Street,  Block 
-366,  Lot  48,  Maspeth,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  William  B.  Lichtner. 

For  Opposition:  Stanley  Goral. 

BOARD — Laid  over  to  March  17,  1970,  at 
10  A.M.  Applicant  to  submit  additional  information  and 
drawings.  Hearing  continued;  previously  inspected. 

662-69-BZ 

APPLICANT — Guerino  Salerni  for  33-55  11th  Street  Realty 
Corporation,  owner. 

SUBJECT  Application  November  10,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection  of 
a  one  story  building  for  use  as  a  warehouse  and  factory. 

PREMISES  AFFECTED— 33-41  to  33-57  (33-55  11th 
Street,  official)  11th  Street,  east  side,  140.15  feet  south  of 
33rd  Road  (33-42  to  33-54  12th  Street),  Block  318,  Lot  15, 
Long  Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Guerino  Salerni,  Kenneth  N.  Bordenian 
and  Arthur  M.  Bordeman. 

For  Opposition:  Rose  Pennilli,  N.  Clara  Marcatante  R. 
Sessarego  and  P.  Cervone,  Jr. 

ACTION  OF  BOARD— Laid  over  to  March  10,  1970  at 
10  A.M.  Laid  over  at  the  request  of  the  objectors.  Hear¬ 
ing  continued ;  previously  inspected. 

664-69-BZ  " 

APPLICANT  Jamaica  Water  Supply  Company,  owner. 

SUBJECT — Application  November  12,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  73-14  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Rl-2  district,  the  installa¬ 
tion  of  a  water  pumping  station. 
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PREMISES  AFFECTED— 180-38  Grand  Central  Parkway, 
south  side,  104.88  feet  west  of  Avon  Street,  Block  9949,  Lot 
60,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  John  E.  Relon,  Stephen  B.  Dempsey  and 
Edward  Fass. 

For  Opposition:  Jane  Loderhase,  Mary  Lamberta  and 
Vincent  Bauso. 

ACTION  OF  BOARD— Laid  over  to  April  7,  1970,  at  10 
A.M.  Laid  over  at  the  request  of  the  Local  Board  and  an 
objector.  Hearing  continued;  previously  inspected. 


696-69-BZ 

APPLICANT — Buckley  and  Kisseloff  for  1133  Building 
Corporation,  owner ;  Inmont  Corporation,  lessee. 

SUBJECT — Application  December  2,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72.01  (b)  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  C6-6  District,  on  a  plot  with  an 
existing  44  story  office  building,  the  installation  of  an  elec¬ 
tric  sign  that  exceeds  the  permitted  height  above  curb  level. 

PREMISES  AFFECTED— 1133  Avenue  of  the  Americas, 
southwest  corner  of  West  44th  Street,  Block  996,  Lot  29, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff  and  Edwin  H.  Todd. 
For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  March  17,  1970,  at 
10  A.M.  Applicant  to  consult  with  the  Office  of  Midtown 
Planning  and  Development.  Hearing  continued ;  previ¬ 
ously  inspected. 


744-69-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbautu  and 
Young  for  New  York  University,  owner. 

SUBJECT — Application  December  24,  1969— decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-641 
of  the  Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  an  R7-2  district,  the  erection 
of  an  11  story  enlargement  to  a  university  structure  that 
exceeds  the  permitted  floor  area  ratio  and  lot  coverage 
and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 80  Washington  Square  East, 
northeast  corner  of  West  4th  Street,  Block  546,  Lots  1,  3,  5, 
8,  10,  11,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Kenneth  Singer. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  March  17,  1970,  at 
10  A.M.  at  the  request  of  the  Local  Board.  Applicant  to 
furnish  additional  information.  Hearing  continued ;  pre¬ 
viously  inspected. 


7-70-BZ 

APPLICANT— New  York  Telephone  Company,  owner. 

SUBJECT— Application  January  2,  1970— decision  of  the 
Borough  Superintendent,  under  Section  73-65  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  at  an  existing 
three  story  telephone  exchange,  the  erection  of  a  fourth 
story  that  increases  the  degree  of  non-compliance  _  in  floor 
area  ratio  and  creates  non-compliance  with  the  height  and 
setback  requirements. 

PREMISES  AFFECTED— 1070  Bushwick  Avenue,  south¬ 
west  corner  of  Palmetto  Street,  Block  3339,  Lot  23  and 
21,  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant:  S.  C.  Imbergamo,  W.  A.  Rose,  D.  O. 

Pringle  and  W.  G.  Muldowney. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  March  10,  1970,  at 
10  A.M.  Applicant  to  submit  additional  drawings.  Hear¬ 
ing  continued;  previously  inspected. 


244-69-BZ 

APPLICANT— Arthur  J.  McGee  for  Webster  Schott, 
owner,  Suweb  Corp. 

SUBJECT— Applicant  May  2,  1969— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-1  and  Cl-2  district,  the 
erection  of  a  one  story  enlargement  to  an  existing  building, 
to  be  used  as  a  factory  that  extends  into  the  Cl-2  district. 

PREMISES  AFFECTED— 50-30  to  50-36  69th  Place,  west- 
side,  119.3  feet  north  of  51st  Avenue,  Block  2438,  Lots 
36,  37,  39  and  40,  Elmhurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  None. 

ACTION  OP"  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan .  5 

Negative:  .  0 


733-69-BZ 

APPLICANT— Charles  M.  Spindler  for  Sun  Oil  Company, 
owmer. 

SUBJECT— Application  December  12,  1969— decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  on  a  plot 
previously  before  the  Board,  the  erection  and  maintenance 
of  an  automotive  service  station  with  accessory  uses. 
PREMISES  AFFECTED— 131-09  Hillside  Avenue,  north¬ 
east  corner  of  131st  Street,  Block  9252,  Lot  28,  Jamaica, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
March  3,  1970,  after  due  notice  by  publication  in  the  Bulletin; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  1,  1969,  acting  on  N.  B.  Applic.  484/1965, 
reads : 

“1.  Proposed  increase  in  size  of  building  is  con¬ 
trary  to  B.  A.  &  A.  Cal.  #366-65-BZ.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-211  of  the  Zoning  Resolution. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Section  73-211  of  the  Zoning  Resolution,  to  permit 
in  a  C2-2  district,  on  a  plot  previously  before  the  Board,  the 
erection  and  maintenance  of  an  automotive  service  station 
with  accessory  uses,  on  condition  that  the  premises  shall  sub¬ 
stantially  conform  to  drawings  filed  with  this  application 
marked  “Received,  December  12,  1969,”  six  sheets,  on  further 
condition  that  all  laws,  rules  and  regulations  applicable  shall 
be  complied  with,  and  that  substantial  construction  shall  be 
completed  within  one  year  from  the  date  of  this  resolution, 
and  that  a  copy  of  this  resolution  and  a  certified  copy  of  the 
plans  on  which  the  approval  is  based  be  permanently  posted 
in  the  office  of  the  service  station. 


746-69-BZ 

APPLICANT — Atkin  and  Bassolino  for  Cardella  Bakery, 
owner;  Louis  Zamboli,  agent. 

SUBJECT — Application  December  30,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  change  in 
occupancy  of  an  existing  one  story  building  from  a  store 
to  a  wholesale  establishment  with  showroom  and  office. 
PREMISES  AFFECTED — 925  Burke  Avenue,  northeast 
corner  of  Radcliff  Avenue,  Block  4609,  Lot  8,  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Harry  Atkin,  Bea  Cardella  and  Louis 
Zamboli. 

For  Opposition:  Elizabeth  Schultz,  Frances  Puglia,  Irene 
Mozzanica,  Theresa  Boiardi  and  Anne  Romanovitch. 
ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  February  17,  1970,  after  due  notice  by  publication  in 
the  Bulletin;  laid  over  to  March  3,  1970;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  19,  1969,  acting  on  Alt.  Applic.  33/1969, 
reads : 

“1.  Proposed  change  of  occupancy  from  store  U.  G. 
6  to  wholesale  establishment  of  U.  G.  16D  is  contrary 
to  Secs.  22-10  and  52-22  of  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  ap¬ 
plicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R5  district,  the  change  in  occupancy  of  an  existing  one- 
story  building  from  a  store  to  a  wholesale  establishment 
with  showroom  and  office,  on  condition  that  all  work  shall 
substantially  conform  to  drawings  filed  with  this  application 
marked,  “Received,  December  31,  1969,”  seven  sheets;  on 
further  condition  that  the  uses  permitted  shall  be  limited  to 
storage,  and  sale  of  wedding  souvenirs  with  incidental 
processing  and  showroom  and  retail  sales,  that  the  hours 
of  operation  for  other  than  the  retail  sales  be  from  8  A.M. 
to  6  P.M.  on  weekdays,  and  that  for  the  retail  sales  the 


hours  be  from  8  A.M.  to  10  P.M.  on  weekdays  and  Satur¬ 
days ;  that  this  variance  be  for  a  term  of  10  years;  that 
all  laws,  rules  and  regulations  applicable  shall  be  complied 
with,  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 

Adjourned:  11:10  A.M. 


James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MARCH  3,  1970,  2  P.M. 

Present:  Chairman  Glass,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 


1246-BZY — Vol.  VII 


ACT  ION  OF  BOARD — Time  to  complete  construction  ex¬ 
tended. 


THE  VOTE— 


Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 

0 


THE  RESOLUTION— 

W hereas,  the  Board  finds  that  in  this  case  the  applicant 
has  met  the  requirements  of  Section  11-324  of  the  Zoning 
Resolution  for  an  additional  extension  of  time  to  complete 
construction. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Reso¬ 
lution,  the  additional  extension  of  time  to  complete  construc¬ 
tion  to  December  15,  1970. 


53-70-A 


APPLICANT — Hector  Ferreras  for  Glen  Cannon  Corpo¬ 
ration,  owner. 

SUBJECT — Application  January  26,  1970 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 91  Melvin  Avenue,  north  side 
92.70  feet  east  of  Glen  Street,  Block  2770,  Lot  26,  Travis! 
Borough  of  Richmond. 


APPEARANCES— 

For  Applicant:  Hector  Ferreras. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 


Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

N  egative :  . 


5 

0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent 
dated  January  8,  1970  on  N.  B.  Applic.  753-69,  reads : 

“1.  Certificate  of  Occupancy  will  not  be  issued  as 
the  street  giving  access  to  this  new  building  is  not  in¬ 
cluded  in  the  official  map  of  the  City  of  New  York  and 
is  contrary  to  Art.  Ill,  Paragraph  36,  of  the  General 
City  Law  as  amended.” 


and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  .which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent 
dated  January  8.  1970,  acting  on  N.  B.  Applic.  753-69,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
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vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle 
of  the  street  shall  be  in  accordance  with  the  standards  of 
the  Department  of  Highways ;  that  street  trees  be  planted  in 
front  of  the  premises  in  accordance  with  the  regulations  of 
the  Department  of  Parks;  that  a  Certificate  of  Occupancy 
may  be  issued  when  the  building  is  completed  to  the  satis¬ 
faction  of  the  Borough  Superintendent,  substantially  incom¬ 
pliance  with  drawings  marked  “Received  January  26,  1970,”  2 
sheets;  and  that  all  other  applicable  laws,  rules  and  regula¬ 
tions  shall  be  complied  with. 

54-70-A 

APPLICANT — Hector  Ferreras  for  Glen  Cannon  Corpo¬ 
ration,  owner. 

SUBJECT— Application  January  26,  1970— filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 95  Melvin  Avenue,  north  side, 
132.70  feet  east  of  Glen  Street,  Block  2770,  Lot  24,  Travis, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Hector  Ferreras. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . . .  5 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  8,  1970  on  N.  B.  Applic.  754-69,  reads: 

“1.  Certificate  of  Occupancy  will  not  be  issued  as 
the  street  giving  access  to  this  new  building  is  not  in¬ 
cluded  in  the  official  map  of  the  City  of  New  York  and 
is  contrary  to  Art.  Ill,  Paragraph  36  of  the  General  City 
Law  as  amended.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  8,  1970,  acting  on  N.  B.  Applic.  754-69,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle 
of  the  street  shall  be  in  accordance  with  the  standards  of 
the  Department  of  Highways;  that  street  trees  be  planted  in 
front  of  the  premises  in  accordance  with  the  regulations  of 
the  Department  of  Parks;  that  a  Certificate  of  Occupancy 
may  be  issued  when  the  building  is  completed  to  the  satis¬ 
faction  of  the  Borough  Superintendent,  substantially  in  com¬ 
pliance  with  drawings  marked  “Received  January  26,  1970,” 
2  sheets ;  and  that  all  other  applicable  laws,  rules  and  regu¬ 
lations  shall  be  complied  with. 

55-70-A 

APPLICANT — Hector  Ferreras  for  Glen  Cannon  Corpo¬ 
ration,  owner. 

SUBJECT — Application  January  26,  1970 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 99  Melvin  Avenue,  north  side, 
172  feet  east  of  Glen  Street,  Block  2770,  Lot  22,  Travis, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Hector  Ferreras. 


ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  8,  1970  on  N.  B.  Applic.  759-69,  reads: 

“1.  Certificate  of  Occupancy  will  not  be  issued  as 
the  street  giving  access  to  this  new  building  is  not  in¬ 
cluded  in  the  official  map  of  the  City  of  New  York  and 
is  contrary  to  Art.  Ill,  Paragraph  36,  of  the  General 
City  Law  as  amended.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  8,  1970,  acting  on  N.  B.  Applic.  759-69, 
Objection  No.  1,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  sidewalk,  curb,  curb  cut  and  pavement 
to  the  middle  of  the  street  shall  be  in  accordance  with  the 
standards  of  the  Department  of  Highways ;  that  street 
trees  be  planted  in  front  of  the  premises  in  accordance 
with  the  regulations  of  the  Department  of  Parks;  that  a 
Certificate  of  Occupancy  may  be  issued  when  the  building 
is  completed  to  the  satisfaction  of  the  Borough  Superintend¬ 
ent,  substantially  in  compliance  with  drawings  marked  “Re¬ 
ceived  January  26,  1970,”  2  sheets;  and  that  all  other  ap¬ 
plicable  laws,  rules  and  regulations  shall  be  complied  with. 


56-70-A 

APPLICANT— Hector  Ferreras  for  Glen  Cannon  Corpora¬ 
tion,  owner. 

SUBJECT— Application  January  26,  1970— filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 103  Melvin  Avenue,  north  side, 
212.70  feet  east  of  Glen  Street,  Block  2770,  Lot  20,  Travis, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Hector  Ferreras. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  8,  1970  on  N.  B.  Applic.  755-69,  reads: 

“1.  Certificate  of  Occupancy  will  not  be  issued  as 
the  street  giving  access  to  this  new  building  is  not  in¬ 
cluded  in  the  official  map  of  the  City  of  New  York 
and  is  contrary  to  Art.  Ill,  Paragraph  36,  of  the  Gen¬ 
eral  City  Law  as  amended.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board,  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  8,  1970,  acting  on  N.  B.  Applic.  755-69, 
Objection  No.  1,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  sidewalk,  curb,  curb  cut  and  pavement 
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to  the  middle  of  the  street  shall  be  in  accordance  with  the 
standards  of  the  Department  of  Highways ;  that  street  trees 
be  planted  in  front  of  the  premises  in  accordance  with  the 
regulations  of  the  Department  of  Parks;  that  a  Certificate 
of  Occupancy  may  be  issued  when  the  building  is  completed 
to  the  satisfaction  of  the  Borough  Superintendent,  sub¬ 
stantially  in  compliance  with  drawings  marked  “Received 
January  26,  1970,”  2  sheets;  and  that  all  other  applicable 
laws,  rules  and  regulations  shall  be  complied  with. 


57-70-A 

APPLICANT — Hector  Ferreras  for  Glen  Cannon  Corpora¬ 
tion,  owner. 

SUBJECT — Application  January  26,  1970 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 107  Melvin  Avenue,  north  side, 
252.70  feet  east  of  Glen  Street,  Block  2770,  Lot  19,  Travis, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Hector  Ferreras. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  8,  1970  on  N.  B.  Applic.  760-69,  reads: 

“1.  Certificate  of  Occupancy  will  not  be  issued  as 
the  street  giving  access  to  this  new  building  is  not  in¬ 
cluded  in  the  official  map  of  the  City  of  New  York  and 
is  contrary  to  Art.  Ill,  Paragraph  36  of  the  General  City 
Law  as  amended.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  8,  1970,  acting  on  N.  B.  Applic.  760-69,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle 
of  the  street  shall  be  in  accordance  with  the  standards  of  the 
Department  of  Highways;  that  street  trees  be  planted  in 
front  of  the  premises  in  accordance  with  the  regulations  of 
the  Department  of  Parks;  that  a  Certificate  of  Occupancy 
may  be  issued  when  the  building  is  completed  to  the  satis¬ 
faction  of  the  Borough  Superintendent,  substantially  in  com¬ 
pliance  with  drawings  marked  “Received  January  26,  1970,” 
2  sheets ;  and  that  all  other  applicable  laws,  rules  and  regula¬ 
tions  shall  be  complied  with. 


58-70-A 

APPLICANT — Hector  Ferreras  for  Glen  Cannon  Corpo¬ 
ration,  owner. 

SUBJECT — Application  January  26,  1970— Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 109  Melvin  Avenue,  north  side, 
276.35  feet  east  of  Glen  Street,  Block  2770,  Lot  18,  Travis,’ 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Hector  Ferreras. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

W  hereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  8,  1970  on  N.  B.  Applic.  761-69,  reads : 

“1.  Certificate  of  Occupancy  will  not  be  issued  as 
the  street  giving  access  to  this  new  building  is  not  in¬ 
cluded  in  the  official  map  of  the  City  of  New  York  and 
is  contrary  to  Art.  Ill,  Paragraph  36,  of  the  General 
City  Law  as  amended.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  8,  1970,  acting  on  N.  B.  Applic.  761-69,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle 
of  the  street  shall  be  in  accordance  with  the  standards  of  the 
Department  of  Highways;  that  street  trees  be  planted  in 
front  of  the  premises  in  accordance  with  the  regulations  of 
the  Department  of  Parks;  that  a  Certificate  of  Occupancy 
may  be  issued  when  the  building  is  completed  to  the  satis¬ 
faction  of  the  Borough  Superintendent,  substantially  in  com¬ 
pliance  with  drawings  marked  “Received  January  26,  1970,” 
2  sheets ;  and  that  all  other  applicable  laws,  rules  and  regu¬ 
lations  shall  be  complied  with. 


47-70-A 

APPLICANT — Irving  Gershon  of  Emery  Roth  and  Sons 
for  36  Central  Park  South  Corporation,  owner. 

SUBJECT— Application  January  21,  1970 — Filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  for  variance  of 
Section  30,  Subd.  10  of  the  Multiple  Dwelling  Law  re¬ 
lot  line  windows. 

PREMISES  AFFECTED — 36-38  Central  Park  South,  south 
side,  245  feet  east  of  Avenue  of  the  Americas,  29-37  West 
58th  Street,  Block  1274,  Lots  11,  12,  13,  14,  62,  64,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Irving  E.  Gershon. 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of  juris¬ 
diction. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  q 


52-70-A 

APPLICANT — Robert  O.  Lowery  for  City  of  New  York, 
owner. 

SUBJECT  Application  January  23,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Class  5  struc¬ 
ture — firehouse,  prefabricated  metal  building,  etc. 

PREMISES  AFFECTED— 1689  to  1703  St.  Marks  Av¬ 
enue,  northeast  corner  of  Eastern  Parkway,  Block  1455, 
Lots  15,  76,  77,  78  and  80,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Edward  F.  Jonat,  Deputy  Chief,  F.  D. 
John  J.  Hogan,  D.  P.  W.,  Herb  Lackner,  D.  P.  W.,  and 
Lieut.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  Edward  M.  Edenbaum,  Atty.  U.  F.  A. 
and  Herbert  C.  Peterson,  U.  F.  A. 
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ACTION  OF  BOARD — Laid  over  to  March  10,  1970,  at 
2  P.M.  for  decision;  applicant  to  file  drawings;  hearing 
closed. 

Adjourned:  2:35  P.M. 

James  P.  Mulroy,  Secretary 


SPECIAL  MEETING 

FRIDAY  MORNING,  MARCH  6,  1970,  10  A.M. 

Present :  Chairman  Glass,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

103-69-SM 

APPLICANT— Plastic  Pipe  Institute  for  U.  S.  Pipe  and 
Foundry  Co.,  Plastics  Division,  owner — plastic  pine  and 
fittings. 

APPEARANCES— 

For  Applicant:  G.  R.  Munger,  Thomas  F.  McCarthy, 
Edmund  Sadowski,  C.  P.  Clevenger,  Robert  Hadley, 
Modular  Housing  Ind.,  Jack  Burrons  and  R.  G.  Sloane. 
For  Opposition:  Joseph  S.  Kaming,  Samuel  M.  Brodsky 
and  George  G.  Inglis. 

ACTION  OF  BOARD— Laid  over  without  date,  at  10 
A.M.  Hearing  continued.  Applicant  and  objectants  to 
submit  additional  information. 


104-69-SM 

APPLICANT— Plastic  Pipe  Institute  for  Vistron  Corp., 
Plastex  Division,  owner— plastic  pipe  and  fittings. 

APPEARANCES— 

For  Applicant:  G.  R.  Munger,  Thomas  F.  McCarthy, 
Edmund  Sadowski,  C.  P.  Clevenger,  Robert  Hadley, 
Modular  Housing  Ind.,  Jack  Burrons  and  R.  G.  Sloane. 
For  Opposition:  Joseph  S.  Kaming,  Samuel  M.  Brodsky 
and  George  G.  Inglis. 

ACTION  OF  BOARD— Laid  over  without  date,  at  10 
A.M.  Hearing  continued.  Applicant  and  objectants  to 
submit  additional  information. 


105-69-SM 

APPLICANT— Plastic  Pipe  Institute  for  Vistron  Corp., 
Plastex  Division,  owner — plastic  pipe  and  fittings. 

APPEARANCES— 

For  Applicant:  G.  R.  Munger,  Thomas  F.  McCarthy, 
Edmund  Sadowski,  C.  P.  Clevenger,  Robert  Hadley, 
Modular  Housing  Ind.,  Jack  Burrons  and  R.  G.  Sloane. 
For  Opposition:  Joseph  S.  Kaming,  Samuel  M.  Brodsky 
and  George  G.  Inglis. 

ACTION  OF  BOARD — Laid  over  without  date,  at  10 
A.M.  Hearing  continued.  Applicant  and  objectants  to 
submit  additional  information. 


106-69-SM 

APPLICANT — Plastic  Pipe  Institute  for  Precision  Poly¬ 
mers,  Inc.,  owner — plastic  pipe  and  fittings. 

APPEARANCES— 

For  Applicant:  G.  R.  Munger,  Thomas  F.  McCarthy, 
Edmund  Sadowski,  C.  P.  Clevenger,  Robert  Hadley, 
Modular  Housing  Ind.,  Jack  Burrons  and  R.  G.  Sloane. 
For  Opposition:  Joseph  S.  Kaming,  Samuel  M.  Brodsky 
and  George  G.  Inglis. 

ACTION  OF  BOARD — Laid  over  without  date,  at  10 
A.M.  Hearing  continued.  Applicant  and  objectants  to 
submit  additional  information. 


107-69-SM 

APPLICANT — Plastic  Pipe  Institute  for  Harvel  Plastics, 
Inc.,  owner — plastic  pipe  and  fittings. 

APPEARANCES— 

For  Applicant:  G.  R.  Munger,  Thomas  F.  McCarthy, 
Edmund  Sadowski,  C.  P.  Clevenger,  Robert  Hadley, 
Modular  Housing  Ind.,  Jack  Burrons  and  R.  G.  Sloane. 
For  Opposition:  Joseph  S.  Kaming,  Samuel  M.  Brodsky 
and  George  G.  Inglis. 

ACTION  OF  BOARD — Laid  over  without  date,  at  10 
A.M.  Hearing  continued.  Applicant  and  objectants  to 
submit  additional  information. 


108-69-SM 

APPLICANT — Plastic  Pipe  Institute  for  Celanese  Plastics 
Co.,  owner — Yardley  pipe  and  fittings. 

APPEARANCES— 

For  Applicant:  G.  R.  Munger,  Thomas  F.  McCarthy, 
Edmund  Sadowski,  C.  P.  Clevenger,  Robert  Hadley, 
Modular  Housing  Ind.,  Jack  Burrons  and  R.  G.  Sloane. 
For  Opposition:  Joseph  S.  Kaming,  Samuel  M.  Brodsky 
and  George  G.  Inglis. 

ACTION  OF  BOARD — Laid  over  without  date,  at  10 
A.M.  Hearing  continued.  Applicant  and  objectants  to 
submit  additional  information. 


383-69-SM 

APPLICANT— Plastic  Pipe  Institute  for  Colonial  Plastics 
Mfg.  Co.,  owner — plastic  pipe  and  fittings. 

APPEARANCES— 

For  Applicant:  G.  R.  Munger,  Thomas  F.  McCarthy, 
Edmund  Sadowski,  C.  P.  Clevenger,  Robert  Hadley, 
Modular  Housing  Ind.,  Jack  Burrons  and  R.  G.  Sloane. 
For  Opposition:  Joseph  S.  Kaming,  Samuel  M.  Brodsky 
and  George  G.  Inglis. 

ACTION  OF  BOARD — Laid  over  without  date,  at  10 
A.M.  Hearing  continued.  Applicant  and  objectants  to 
submit  additional  information. 


132-69-SM 

APPLICANT— Plastic  Pipe  Institute  for  Evanite  Plastics 
Co.,  owner — plastic  pipe  and  fittings. 

APPEARANCES— 

For  Applicant:  G.  R.  Munger,  Thomas  F.  McCarthy, 
Edmund  Sadowski,  C.  P.  Clevenger,  Robert  Hadley, 
Modular  Housing  Ind.,  Jack  Burrons  and  R.  G.  Sloane. 
For  Opposition:  Joseph  S.  Kaming,  Samuel  M.  Brodsky 
and  George  G.  Inglis. 

ACTION  OF  BOARD— Laid  over  without  date,  at  10 
A.M.  Hearing  continued.  Applicant  and  objectants  to 
submit  additional  information. 


133-69-SM 

APPLICANT— Plastic  Pipe  Institute  for  Carlon  Products 
Division  of  Continental  Oil  Co.,  owner — plastic  pipe  and 
fittings. 

APPEARANCES— 

For  Applicant:  G.  R.  Munger,  Thomas  F.  McCarthy, 
Edmund  Sadowski,  C.  P.  Clevenger,  Robert  Hadley, 
Modular  Housing  Ind.,  Jack  Burrons  and  R.  G.  Sloane. 
For  Opposition:  Joseph  S.  Kaming,  Samuel  M.  Brodsky 
and  George  G.  Inglis. 

ACTION  OF  BOARD — Laid  over  without  date,  at  10 
A.M.  Hearing  continued.  Applicant  and  objectants  to 
submit  additional  information. 
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144-69-SM 

APPLICANT — Plastic  Pipe  Institute  for  Amoco  Chemical 
Corp.,  Industrial  Products  Division,  owner — plastic  pipe 
and  fittings. 

APPEARANCES— 

For  Applicant:  G.  R.  Munger,  Thomas  F.  McCarthy, 
Edmund  Sadowski,  C.  P.  Clevenger,  Robert  Hadley, 
Modular  Housing  Ind.,  Jack  Burrons  and  R.  G.  Sloane. 
For  Opposition:  Joseph  S.  Kaming,  Samuel  M.  Brodsky 
and  George  G.  Inglis. 

ACTION  OF  BOARD — Laid  over  without  date,  at  10 
A.M.  Hearing  continued.  Applicant  and  objectants  to 
submit  additional  information. 


180-69-SM 

APPLICANT — Plastic  Pipe  Institute  for  R  &  G  Sloane 
Mfg.  Division,  The  Susquehanna  Corp.,  owner — plastic 
fittings. 

APPEARANCES— 

For  Applicant :  G.  R.  Munger,  Thomas  F.  McCarthy, 
Edmund  Sadowski,  C.  P.  Clevenger,  Robert  Hadley, 
Modular  Housing  Ind.,  Jack  Burrons  and  R.  G.  Sloane. 
For  Opposition:  Joseph  S.  Kaming,  Samuel  M.  Brodsky 
and  George  G.  Inglis. 

ACTION  OF  BOARD — Laid  over  without  date,  at  10 
A.M.  Hearing  continued.  Applicant  and  objectants  to 
submit  additional  information. 


181-69-SM 

APPLICANT — Plastic  Pipe  Institute  for  R  &  G  Sloane 
Mfg.  Division,  The  Susquehanna  Corp.,  owner — plastic 
and  fittings. 

APPEARANCES— 

For  Applicant:  G.  R.  Munger,  Thomas  F.  McCarthy, 
Edmund  Sadowski,  C.  P.  Clevenger,  Robert  Hadley, 
Modular  Housing  Ind.,  Jack  Burrons  and  R.  G.  Sloane. 


For  Opposition:  Joseph  S.  Kaming,  Samuel  M.  Brodsky 
and  George  G.  Inglis. 

ACTION  OF  BOARD — Laid  over  without  date,  at  10 
A.M.  Hearing  continued.  Applicant  and  objectants  to 
submit  additional  information. 


255-69-SM 

APPLICANT — Plastic  Pipe  Institute  for  Amoco  Chemicals 
Corp.,  Industrial  Products  Division,  owner — plastic  pipe 
and  fittings. 

APPEARANCES— 

For  Applicant:  G.  R.  Munger,  Thomas  F.  McCarthy, 
Edmund  Sadowski,  C.  P.  Clevenger,  Robert  Hadley, 
^  Modular  Housing  Ind.,  Jack  Burrons  and  R.  G.  Sloane. 
For  Opposition:  Joseph  S.  Kaming,  Samuel  M.  Brodsky 
and  George  G.  Inglis. 

ACTION  OF  BOARD — Laid  over  without  date,  at  10 
A.M.  Hearing  continued.  Applicant  and  objectants  to 
submit  additional  information. 


305-69-SM 

APPLICANT — Plastic  Pipe  Institute  for  Plastiline,  Inc., 
owner — plastic  pipe  and  fittings. 

APPEARANCES— 

For  Applicant:  G.  R.  Munger,  Thomas  F.  McCarthy, 
Edmund  Sadowski,  C.  P.  Clevenger,  Robert  Hadley, 
Modular  Housing  Ind.,  Jack  Burrons  and  R.  G.  Sloane. 
For  Opposition:  Joseph  S.  Kaming,  Samuel  M.  Brodsky 
and  George  G.  Inglis. 

ACTION  OF  BOARD — Laid  over  without  date,  at  10 
A.M.  Hearing  continued.  Applicant  and  objectants  to 
submit  additional  information. 

Adjourned:  11:30  A.M. 

James  P.  Mulroy,  Secretary 
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CALENDAR  NUMBER  1687-BZY— VOL.  VI 
PETITION  AND  ORDER  SERVED  ON  THE 
BOARD  OF  STANDARDS  AND  APPEALS. 

On  March  12,  1970,  Petition  and  Order  was  served  on  the  Board 
by  Max  M.  Lome  and  George  J.  Gross,  attorneys  for  petitioners.  Max 
R.  Brunschwig,  Siegfried  Rosenberger  and  Edith  Rosenberger,  object- 
f-.  ing  property  owners,  seeking  a  review  of  the  Board’s  determination 
'^4$bn  February  3,  1970,  authorizing  under  Section  11-324  of  the  Zoning 
Resolution,  for  minor  development,  the  extension  of  time  to  complete 
construction  to  December  IS,  1970;  Calendar  Number  1687-BZY — 
Vol.  VI;  Premises  118-18  Union  Turnpike,  Borough  of  Queens. 


Joseph  B.  Klein 
Francis  V.  Madigan 
William  A.  Nolan 


CONTENTS 


Commissioners. 


*Solomon  Sheer,  P.E.,  Director 


Ira  Kalish,  P.E.,  Deputy  Director 


James  P.  Mulroy,  Secretary 


John  B.  Cincotta,  Chief  Clerk 


*  On  Leave. 

Office — 80  Lafayette  Street,  9th  Floor,  Manhattan,  New 
York,  N.  Y.  10013. 

Telephone — 566-5174. 


Petition  and  Order  Served  on  The  Board  of  Standards 
and  Appeals. 

Docket. 

Notice  of  Hearing  of  Calendar. 

Minutes  of  Regular  Meeting,  Tuesday  Morning,  March 
10,  1970,  Affecting  Calendar  Numbers — 930-68-A, 

457-56-BZ,  536-59-BZ,  970-66-BZ,  99-67-BZ,  836-68- 
BZ,  862-68-BZ,  902-68-BZ,  911-68-BZ,  411-69-BZ— 
Vol.  II,  549-69-BZ,  584-69-BZ,  651-69-BZ,  652-69-A, 
662-69-BZ,  683-69-BZ,  684-69-A,  702-69-BZ,  705-69- 
BZ,  738-69-BZ,  743-69-BZ,  18-69-BZ— Vol.  II,  146- 
69-BZ,  676-69-A,  534-69-BZ,  539-69-BZ,  581-69-BZ,  601- 
69-BZ,  636-69-BZ,  648-69-BZ,  656-69-BZ,  663-69-BZ, 
698-69-BZ,  729-69-BZ,  734-69-BZ,  7-70-BZ. 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  March 
10,  1970,  Affecting  Calendar  Numbers — 777-38-SM, 
113-46-SM,  584-53-SA,  263-59-SM,  844-60-SA,  1169-64- 
SA,  843-65-SM,  914-65-SM,  1210-66-SM,  186-68-SM, 
490-68-SA,  496-68-SM,  549-68-SM,  550-68-SM,  678-68- 
SA,  685-68-SM,  686-68-SM,  691-68-SM,  988-67-SM,  645- 
69- A,  741-69- A,  52-70-A,  609-69-A,  610-69-A,  611-69-A, 
612-69-A,  613-69- A,  614-69-A,  615-69-A,  617-69-A,  618- 
69- A,  619-69-A,  620-69-A,  621-69-A,  622-69-A,  623-69-A, 
678-69- A,  31-70-A,  34-70-A,  41-70-A,  65-70-A,  71-70-A, 
74-70-A. 

Correction  Affecting  Calendar  Number — 454-69-BZ, 

Warning  Notice. 
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New  Cases  Filed  Up  to  March  10,  1970 

Cal.  No.  Dept.  Premises  Affected 

127-70-SM — Arkansas  Company,  Incorporated,  Fi-Re- 
tard  R  IR,  Cotton,  rayon  and  felt  containing  wool,  Manu¬ 
factured  by  Arkansas  Company,  Incorporated,  Material. 


128-70-BZ — B.Q. — 255-39  Jamaica  Avenue,  north  side, 
80  feet  west  of  256th  Street,  87-100  256th  Street,  Block 
8830,  Lots  46  and  52,  Floral  Park,  Borough  of  Queens, 
Alt.  1104-69  re-  proposed  automobile  laundry,  proposed 
extension  of  use  and  reservoir,  C8-1  and  R2  District. 


129-70-BZ — B.M. — 6  to  14  West  66th  Street,  south  side, 
125  feet  west  of  Central  Park  West,  5  to  IV/2  West  65th 
Street,  Block  1118,  Lot  22,  Borough  of  Manhattan,  Alt. 
141-70  re-  proposed  transient  parking,  C4-7  district. 


130-70-A — B.M. — 6  to  14  West  66th  Street,  south  side, 
125  feet  west  of  Central  Park  West,  Block  1118,  Lot  22, 
Borough  of  Manhattan,  Alt.  141-70  re-  proposed  transient 
parking,  Multiple  Dwelling  Law. 


131-70-BZ — B.M. — 502  to  512  East  76th  Street,  south 
side,  98  feet  east  of  York  Avenue,  Block  1487,  Lots  43, 
44,  47  and  48,  Borough  of  Manhattan,  Alt.  544-69  re¬ 
accessory  parking  on  roof,  Ml-4  and  R10  District. 


132-70-SA — Bettcher  Manufacturing  Corporation,  Panel- 
bloc  Tempered  Air  Heaters,  various  models,  Manufac¬ 
tured  by  Bettcher  Manufacturing  Corporation,  Appliance. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B.- — Department 
of  Buildings,  Brooklyn;  B.M.- — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D.— Fire  Department. 


APRIL  7,  1970,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning  April  7,  1970,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

619-31-BZ — Vol.  Ill 

APPLICANT — Lama  and  Vassalotti  for  Morben  Proper¬ 
ties,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  1, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7f  of  the  Zoning 
Resolution,  permitting  in  a  business  and  residence  use 
district,  for  a  term  of  10  years,  the  alteration  of  a  gasoline 
service  station. 

PREMISES  AFFECTED— 148-14  to  148-26  111th  Avenue, 
southwest  corner  of  Sutphin  Boulevard,  Block  11965, 
Lot  26  (formerly  Block  2745,  part  of  Lot  26),  Jamaica, 
Borough  of  Queens. 


255-65-BZ 

APPLICANT — George  Fuchs  for  Carmen  Tameo,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  12, 
1970  and  amendment  of  resolution — decision  of  the  Bor¬ 
ough  Superintendent ;  previously  granted  on  condition, 
under  Section  11-412  of  the  Zoning  Resolution,  to  permit 
in  an  R5  district,  the  erection  of  a  one  story  enlargement 
to  an  existing  automotive  service  station  and  motor  vehicle 
repair  shop  previously  granted  by  the  Board. 

PREMISES  AFFECTED— 133-16  101st  Avenue,  south¬ 
west  corner  of  134th  Street,  Block  9501,  Lots  7,  8,  Rich¬ 
mond  Hill,  Borough  of  Queens. 


719-69-BZ 

APPLICANT — La  Tourette  Heights,  Incorporated  for 
Lawrence  Cohen,  owner. 

SUBJECT — Application  December  11,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  73-14  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  installa¬ 
tion  of  a  sewage  pumping  station. 

PREMISES  AFFECTED — 20  Westport  Street,  south  side, 
2.65  feet  east  of  Barnes  Avenue,  Block  2410,  Lot  80, 
Richmond,  Borough  of  Richmond. 

Laid  over  from  February  25,  1970,  at  the  request  of  the 
Planning  Commission. 


701-69-BZ 

APPLICANT — Arthur  J.  McGee  and  Philip  P.  Agusta 
for  Spring  Belt  Realty  Corporation,  owner ;  American 
Oil  Company,  lessee. 

SUBJECT — Application  December  5,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  district,  the 
erection  of  an  automotive  service  station  with  accessory 

uses. 

PREMISES  AFFECTED— 221-10  South  Conduit  Avenue, 
southeast  corner  of  221st  Street,  Block  13491,  Lots  31, 
33  and  35,  Springfield  Gardens,  Borough  of  Queens. 


727-69-BZ 

APPLICANT — Harry  A.  Yarish  for  Jack  Dweck,  owner. 

SUBJECT — Application  December  12,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-1  district,  the  erection 
of  a  one  story  enlargement  to  a  one  family  dwelling  that 
increases  the  degree  of  non-compliance  in  floor  area  ratio, 
open  space  ratio,  encroaches  into  the  side  yard  and  ex¬ 
tends  into  the  rear  yard. 

PREMISES  AFFECTED — 2108  East  3rd  Street,  west  side, 
305  feet  south  of  Avenue  T,  Block  7105,  Lot  79,  Borough 
of  Brooklyn. 


747-69-BZ 

APPLICANT — Otto  J.  Schumm  for  Jerry  Abramowitz, 
owner. 

SUBJECT — Application  December  31,  1969— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R8  district,  in  an  existing 
three  story  building,  the  conversion  of  a  portion  of  the 
first  floor  from  a  garage  to  a  photographic  studio. 

PREMISES  AFFECTED — 162  East  92nd  Street,  south 
side,  175  feet  west  of  Third  Avenue,  Block  1520,  Lot  44, 
Borough  of  Manhattan. 


20-70-BZ 

APPLICANT — DeRose  and  Cavalieri  for  J.  Clarence 
Davies,  Incorporated,  owner. 

SUBJECT — Application  December  30,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412,  11-413  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  Cl -4,  C2-4 
and  R8  district,  in  an  existing  one  story  building  previously 
before  the  Board,  the  enlargement  in  floor  area  and  the 
change  in  occupancy  from  cafeteria  and  stores  to  a  variety 
store  that  exceeds  the  floor  area  limitations. 

PREMISES  AFFECTED — 2  to  20  East  Burnside  Avenue, 
2038  to  2048  Jerome  Avenue,  southwest  corner  of  Walton 
Avenue,  Block  2854,  Lot  44,  Borough  of  The  Bronx. 
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43-70-BZ 

APPLICANT — Frederick  Ketcher  for  H.  S.  Levy  and  Sons 
Incorporated,  owner. 

SUBJECT — Application  January  20,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Ml-1  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  three  story  and 
cellar  structure  to  be  occupied  as  a  machine  shop  and  food 
processing  establishment  that  will  exceed  the  permitted 
floor  area  ratio. 

PREMISES  AFFECTED — 34  Porter  Avenue,  west  side, 
50  feet  south  of  Grattan  Street,  Block  3009,  Lot  23,  Bor¬ 
ough  of  Brooklyn. 


44-70-A 

APPLICANT — Frederick  A.  Ketcher  for  H.  S.  Levy  and 
Sons  Incorporated,  owner. 

SUBJECT — Application  January  20,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  design  and 
arrangement,  stairway,  passageway,  fire  doors  and  con¬ 
veyor. 

PREMISES  AFFECTED — 34  Porter  Avenue,  west  side, 
50  feet  south  of  Grattan  Street,  Block  3009,  Lot  23,  Bor¬ 
ough  of  Brooklyn. 


49-70-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  January  22,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-68  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C4-2  district,  at  an  existing 
telephone  exchange,  the  enlargement  in  area  of  the  second, 
third  and  fourth  floors  that  increase  the  degree  of  non- 
compliance  in  floor  area  ratio  and  encroachment  into  the 
rear  yard. 

PREMISES  AFFECTED— 2175-2205  Albemarle  Road, 
north  side,  100  feet  east  of  Flatbush  Avenue,  Block  5109, 
Lot  70,  Borough  of  Brooklyn. 


664-69-BZ 

APPLICANT — Jamaica  Water  Supply  Company,  owner. 

SUBJECT — Application  November  12,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  73-14  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Rl-2  district,  the  installa¬ 
tion  of  a  water  pumping  station. 

PREMISES  AFFECTED— 180-38  Grand  Central  Park¬ 
way,  south  side,  104.88  feet  west  of  Avon  Street,  Block 
9949,  Lot  60,  Jamaica,  Borough  of  Queens. 

Laid  over  from  March  3,  1970,  for  continued  hearing. 

M.  MILTON  GLASS,  Chairman 


APRIL  7,  1970,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuseday  afternoon,  April  7,  1970,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

296-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Herman  Scheiner. 

SUBJECT — Application  May  23,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 763  8th  Avenue,  west  side,  50 
feet  south  of  West  47th  Street,  Block  1037,  Lot  34,  Bor¬ 
ough  of  Manhattan. 


297-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Sutton  Associates  Incorpo¬ 
rated  c/o  Sol  Goldman. 

SUBJECT — Application  May  23,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 10  Fort  Washington  Avenue, 
southeast  corner  of  West  160th  Street,  Block  2137,  Lot  70, 
Borough  of  Manhattan. 


298-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  .  OF  PREMISES— H.  Moskowitz  c/o  Morris 
Moskowitz. 

SUBJECT— Application  May  23,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 153  Mercer  Street,  west  side, 
150  feet  north  of  Prince  Street,  Block  513,  Lot  36,  Bor¬ 
ough  of  Manhattan. 


299-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Mutual  Redevelopment  Houses, 
Incorporated,  owner. 

SUBJECT — Application  May  23,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 323-341  Eighth  Avenue,  307-311 
West  26th  Street,  northwest  corner,  Blocks  750,  751,  752, 
Part  of  Lot  1,  Borough  of  Manhattan. 


300-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Louis  Nesser,  585  5th  Avenue 
Corporation,  owner. 

SUBJECT — Application  May  23,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 585  5th  Avenue,  east  side,  80 
feet  north  of  East  47th  Street,  Block  1283,  Lot  4,  Borough 
of  Manhattan. 


324-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Marsicano  Foundation  c/o 
Philomena  Marsicano. 

SUBJECT — Application  June  5,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 18  West  38th  Street,  south  side, 
240  feet  west  of  5th  Avenue,  Block  839,  Lot  58,  Borough  of 
Manhattan. 


325-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES— 239  West  18th  Street  Corpora¬ 
tion. 

SUBJECT — Application  June  5,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 239-243  West  18th  Street,  north 
side,  240  feet  east  of  8th  Avenue,  Block  768,  Lot  14,  Bor¬ 
ough  of  Manhattan. 


326-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — 427  Washington  Street  Corpo¬ 
ration. 
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SUBJECT — Application  June  3,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 427-429  Washington  Street, 
northeast  corner  of  Vestry  Street,  Block  223,  Lots  21,  22 
and  26,  Borough  of  Manhattan. 


678-69-A 

APPLICANT— Philip  P.  Agusta  for  Don  Bosco  1960  Club, 
Incorporated,  owner. 

SUBJECT — Application  November  10,  1969 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed 
change  from  store  to  public  use,  stairs,  egress  and  live  load. 

PREMISES  AFFECTED — 729  Metropolitan  Avenue,  north 
side,  50  feet  west  of  Graham  Avenue,  Block  2759,  Lot  30, 
Borough  of  Brooklyn. 


344- 69- A — V ol.  II 

APPLICANT — Sol  Feinberg  for  Columbia  Cement  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT — Application  reopened  February  25,  1970  as  Vol¬ 
ume  II — Appeal  from  a  decision  of  the  Fire  Commissioner 
re-  Packaging  of  inflammable  mixture  known  as  Columbia 
Panel  Grip,  in  IIJ2  ounce  composite  fiberboard  and  alum¬ 
inum  foil  container,  not  in  compliance  with  requirement 
regulations  of  Administrative  Code. 


361-69-A — Vol.  II 

APPLICANT — Sol  Feinberg  for  Columbia  Cement  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT — Application  reopened  February  25,  1970  as  Vol¬ 
ume  II — Appeal  from  a  decision  of  the  Fire  Commissioner 
re-  Packaging  of  inflammable  mixture  known  as  Columbia 
Kwikstick  Construction  Adhesive  in  11.50  composition 
cartridges  with  non-replaceable  caps  or  tops,  not  in  com¬ 
pliance  with  regulations  of  the  Administrative  Code. 

96-70-A 

APPLICANT — Vincent  S.  La  Ganga  for  Charles  Langere, 
owner. 

SUBJECT — Application  February  13,  1970 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 636  Britton  Avenue,  northwest 
corner  of  Hay  Street,  Block  3170,  Lot  60,  Town  of  Con¬ 
cord,  Borough  of  Richmond. 

M.  MILTON  GLASS,  Chairman 


APRIL  14,  1970,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  April  14,  1970,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

673-53-BZ-Vol.  II 

APPLICANT — Arthur  Levine  for  Sidney  Esikoff,  Janet 
Kruger  and  Norman  A.  Fieber,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  February  23, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7e,  7h  and  21  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district, 
for  a  term  of  twenty  years,  the  erection  and  maintenance 
of  a  gasoline  service  station,  lubritorium,  car  washing, 


motor  vehicle  repairs,  storage  and  sale  of  accessories  and 
office  and  permitting  the  erection  of  a  two  story  dwelling, 
constituting  the  erection  of  two  buildings  on  one  lot  and 
permitting  the  parking  and  storage  of  motor  vehicles  on 
unbuilt  upon  portion  of  lot. 

PREMISES  AFFECTED— 196-23  to  196-43  (196-25  offi¬ 
cial)  Hillside  Avenue  and  87-88  to  87-98  197th  Street, 
northwest  corner  and  196-38  to  196-46  (196-40  official) 
Foothill  Avenue,  Block  10509,  Lot  265,  Hollis,  Borough 
of  Queens. 


162-54-BZ 

APPLICANT — Arthur  Levine  for  Sidney  Esikoff,  Janet 
Kruger  and  Norman  Fieber,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  22, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7f  and  7e  of  the  Zon¬ 
ing  Resolution,  permitting  in  the  retail  use  district  portion 
of  a  plot  located  in  a  residence  and  retail  use  district,  for 
a  term  of  fifteen  years,  the  erection  and  maintenance  of  a 
gasoline  service  station,  lubritorium,  auto  wash  (non¬ 
automatic),  storage  and  sale  of  accessories  and  office,  and 
to  permit  the  parking  of  cars  awaiting  to  be  serviced. 

PREMISES  AFFECTED— 250-02  to  250-14  Hillside  Ave¬ 
nue  (250-04  official)  and  84-01  to  84-09  250th  Street,  south¬ 
east  corner,  Block  8604,  Lot  85,  Bellerose,  Borough  of 
Queens. 


193-68-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Lawrence  Kiosk, 
owner;  Railroad  Maintenance  Corporation,  lessee. 

SUBJECT — Application  March  12,  1968 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  construc¬ 
tion  and  maintenance  of  an  off-site  accessory  parking 
facility  for  a  commercial  establishment  without  the  re¬ 
quired  screening. 

PREMISES  AFFECTED — 423-429  Zerega  Avenue,  428- 
436  Effingham  Avenue,  northwest  corner,  Block  3512,  Lots 

58  and  95,  Borough  of  The  Bronx. 


163-69-BZ 

APPLICANT — Albert  J.  Mario  for  Morris  Dweck  and 
Renee  Dweck,  owners. 

SUBJECT — Application  April  2,  1969 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
two  story  and  terrace  enlargement  to  a  one  family  dwell¬ 
ing  that  encroaches  on  the  required  front  and  side  yard. 

PREMISES  AFFECTED — 442  Quentin  Road,  southeast 
corner  of  East  4th  Street,  Block  6661,  Lot  1,  Borough  of 
Brooklyn. 


665-69-BZ 

APPLICANT — M.  Martin  Elking  for  Constantine  G.  Keffas, 
owner. 

SUBJECT — Application  November  13,  1969 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl -3  district  the  erec¬ 
tion  of  a  one  story  enlargement  to  an  existing  building  three 
story  mixed  building  that  increases  the  degree  of  non- 
compliance  in  floor  area  ratio  and  the  lot  area  requirements. 

PREMISES  AFFECTED — 40.15  to  40.17  82nd  Street,  east 
side,  140  feet  south  of  Roosevelt  Avenue,  Block  1493,  Lots 
34,  33,  Jackson  Heights,  Borough  of  Queens. 
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26-70-BZ 

APPLICANT — Roland  J.  Voisinet  for  Shell  Oil  Company, 
owner. 

SUBJECT — Application  December  31,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  11-411  and  11-412 
of  the  Zoning  Resolution,  to  permit  in  a  C2-4  district,  the 
erection  of  a  one  story  enlargement  to  an  existing  automo¬ 
tive  service  station  with  accessory  uses  previously  before 
the  Board  and  the  extension  of  the  term  of  variance. 

PREMISES  AFFECTED— 4467  to  4469  Broadway,  700  to 
706  West  192nd  Street,  southwest  corner,  Block  2180,  Lot 
513,  Borough  of  Manhattan. 


82-70-BZ 

APPLICANT — John  J.  Calcagno  for  Marie  and  John  Cal- 
cagno,  owners. 

SUBJECT — Application  February  5,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district,  the  erection  of  a 
two  story,  one  family  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space  ratio 
and  encroaches  on  the  required  side  yard. 

PREMISES  AFFECTED — 141  Browning  Avenue,  North 
side,  160  feet  west  of  Bogert  Avenue,  Block  918,  Lot  166, 
Todt  Hill,  Borough  of  Richmond. 


90-70-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  45  Madison  Company,  owner. 

SUBJECT — Application  February  5,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City  Char¬ 
ter,  to  permit  in  a  C5-3  district,  the  erection  of  a  42  story 
office  building  that  encroaches  on  the  required  tower  set¬ 
back  and  the  required  rear  yard  on  the  through  lot  portion 
of  the  plot. 

PREMISES  AFFECTED— 35-41  Madison  Avenue,  24-40 
East  26th  Street,  southeast  corner,  Block  855,  Lots  1,  32, 
37  and  39,  Borough  of  Manhattan. 

M.  MILTON  GLASS,  Chairman 


APRIL  14,  1970,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  April  14,  1970,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

508-66-SA 

APPLICANT — Leonard  F.  Rothkrug  for  Zanussi  Indus¬ 
tries,  owner — coin-operated  washing  machine. 

1076-67-SM 

APPLICANT — Westinghouse  Electric  Corporation,  owner 
— elevator  interlock. 


638-69-SM 

APPLICANT— Ray  Burner  Sales,  Div.  of  Way  Wolff  As¬ 
sociates,  Inc.,  for  Ray  Burner  Company,  owner — conver¬ 
sion  type  gas  burners. 

658-69-SA  ” 

APPLICANT — Sol  Feinberg  for  National  Sonics  Corpora¬ 
tion,  owner — liquid  level  sensing  system. 


338-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Jennie  Lever,  et  al. 

SUBJECT — Application  June  11,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 12-14^  Pell  Street,  north  side, 
125  feet  west  of  the  Bowery,  Block  163,  Lot  2,  Borough 
of  Manhattan. 


339-69-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Frederick  W.  Lundy. 
SUBJECT — Application  June  11,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 3121-3125  Ocean  Avenue,  north¬ 
east  corner  of  Shore  Parkway,  Block  7494,  Lots  72  and  74, 
Borough  of  Brooklyn. 


340-69-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Clifford  and  Dorothy  Force. 
SUBJECT — Application  June  11,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 8742  25th  Avenue,  west  side, 
480  feet  south  of  Benson  Avenue,  Block  6878,  Lot  73, 
Borough  of  Brooklyn. 


341-69-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— 64  Union  Street  Corporation. 
SUBJECT— Application  June  11,  1969— Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 64-70  Union  Street,  south  side, 
100  feet  east  of  Van  Brunt  Street,  Block  341,  Lots  9,  10, 
11,  12,  Borough  of  Brooklyn. 


342-69-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Harvey  Levitt. 

SUBJECT— Application  June  11,  1969— Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 2837  Atlantic  Avenue,  north¬ 
west  corner  of  Schenck  Avenue,  Block  3948,  Lots  34  and 
35,  Borough  of  Brooklyn. 


109-70-A 

APPLICANT— Frank  A.  Vaccaro  for  Franturo  Homes, 
Incorporated,  owner. 

SUBJECT— Application  February  24,  1970— filed  pursuant 
to  Section  36  of  the  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 83  Prall  Avenue,  east  side,  170 
feet  north  of  Deisius  Street,  Block  6583,  Lot  9,  Huguenot, 
Borough  of  Richmond. 


110-70-A 

APPLICANT— Frank  A.  Vaccaro  for  Franturo  Homes, 
Incorporated,  owner. 

SUBJECT— Application  February  24,  1970— filed  pursuant 
to  Section  36  of  the  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED— 85  Prall  Avenue,  east  side,  140 
feet  north  of  Deisius  Street,  Block  6583,  Lot  8,  Huguenot, 
Borough  of  Richmond. 
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Vaccaro 


Franturo  Homes, 


APPLICANT— Frank  A. 

Incorporated,  owner. 

SUBJECT — Application  February  24,  1970 — filed  pursuant 
to  Section  36  of  the  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 91  Prall  Avenue,  east  side,  80 
feet  south  of  Deisius  Street,  Block  6583,  Lot  5,  Huguenot, 
Borough  of  Richmond. 
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113-70- A 

APPLICANT — Frank  A.  Vaccaro  for  Franturo  Homes, 
Incorporated,  owner. 

SUBJECT — Application  February  24,  1970 — filed  pursuant 
to  Section  36  of  the  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 95  Prall  Avenue,  east  side,  40 
feet  north  of  Deisius  Street,  Block  6583,  Lot  3,  Huguenot, 
Borough  of  Richmond. 


114-70-A 

APPLICANT — Frank  A.  Vaccaro  for  Franturo  Homes, 
Incorporated,  owner. 

SUBJECT — Application  February  24,  1970 — filed  pursuant 
to  Section  36  of  the  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 99  Prall  Avenue,  north  east 
corner  of  Deisius  Street,  Block  6583,  Lot  1,  Huguenot, 
Borough  of  Richmond. 


M.  MILTON  GLASS,  Chairman 


APRIL  23,  1970,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Thursday  morning,  April  23,  1970,  at  10  o’clock  at  80  La¬ 
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fayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

247-69-BZ 

APPLICANT — Leonard  Boxer  of  Olnick  and  Seltzer  for 
Deerealty  Corp.,  owner. 

SUBJECT — Application  May  6,  1969 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City  Char¬ 
ter,  to  nermit  in  a  Cl-9  and  R7-2  district,  the  erection  of  a 
34  story  mixed  building  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  lot  area  per  room  and 
with  commercial  occupancy  above  the  first  floor. 
PREMISES  AFFECTED— 560-576  Third  Avenue,  west 
side  from  East  37th  Street  to  East  38th  Street,  158-166 
East  38th  Street,  159-163  East  37th  Street,  Block  893,  Lot 
41,  Borough  of  Manhattan. 

Laid  over  from  February  17,  1970,  for  continued  hear¬ 
ing  at  the  request  of  the  applicant. 


662-69-BZ 

APPLICANT — Guerino  Salerni  for  33-55  11th  Street  Realty 
Corporation,  owner. 

SUBJECT — Application  November  10,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a  one  story  building  for  use  as  a  warehouse  and  factory. 
PREMISES  AFFECTED— 33-41  to  33-57  (33-55  11th 
Street,  official)  11  Street,  east  side,  140.15  feet  south  of 
33rd  Road,  (33-42  to  33-54  12th  Street),  Block  318,  Lot 
15,  Long  Island  City,  Borough  of  Queens. 

Laid  over  from  March  10,  1970,  for  continued  hearing. 


705-69-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Aetna  Insurance  Company,  owner. 

SUBJECT — Application  December  8,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-68 
of  the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  C5-5  district,  the 
erection  of  a  21  story  office  building  that  exceeds  the 
height  of  the  front  wall  and  the  tower  coverage,  en¬ 
croaches  on  the  required  tower  setback  and  exceeds  the 
permitted  floor  area  ratio. 

PREMISES  AFFECTED — 98  to  106  William  Street, 
southeast  corner  of  John  Street,  Block  68,  Lot  36,  Bor¬ 
ough  of  Manhattan. 

Laid  over  from  March  10,  1970,  for  continued  hearing. 

M.  MILTON  GLASS,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  MARCH  10,  1970,  10  A.M. 

Present:  Chairman  Glass,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  afternoon  February  17,  1970,  were 
reproved  as  printed  in  the  Bulletin  of  February  26,  1970, 
Vol.  55,  No.  9. 

930-68-A 

APPLICANT — H.  M.  Cole  for  American  Foundation  on 
Automation  and  Employment,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — Appeal  from  a  decision  of  the 
Borough  Superintendent  re-  proposed  opening  in  pass¬ 
ageway  leading  from  a  required  stair  to  street;  previously 
granted  on  condition. 

PREMISES  AFFECTED— 49  East  68th  Street,  north  side, 
100  feet  west  of  Park  Avenue,  Block  1383,  Lot  32,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  H.  M.  Cole  and  T.  Lehrecke. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  this  appeal  was  granted  by  the  Board  on  Febru¬ 
ary  25,  1969,  on  certain  conditions ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent 
dated  February  19,  1970  on  Alt.  Applic.  852-67  reads : 

“C-6)  Provide  second  means  of  egress  from  cellar 
area  in  accordance  with  C26-273.b.3. 

“C7)  Rear  intermediate  floor  egress  must  comply 
with  C26-273.b.4.” 

and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  February 
25,  1969,  by  adding  thereto: 

“that  the  decision  of  the  Borough  Superintendent  dated 
February  19,  1970,  acting  on  Alt.  Applic.  852-67,  Objec¬ 
tions  Nos.  C-6  and  C-7  be  and  it  hereby  is  modified,  on 
condition  that  the  cellar,  intermediate  floor  and  first 
floor  substantially  comply  with  revised  drawings  of  pro¬ 
posed  conditions  marked  ‘Received  March  9,  19705,  two 
sheets ;  and  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects.” 

457-56-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Jacob  Blei  and 
Kate  Trachtman,  owners. 

SUBJECT— Application  for  consideration — reopening  for 
request  to  waive  the  rules  of  procedure  and  extension  of 
term  of  variance  which  expired  December  17,  1968 — deci¬ 
sion  of  the  Borough  Superintendent ;  previously  granted  on 
condition,  under  Sections  7e  and  7h  of  the  Zoning  Resolu¬ 
tion,  permitting  the  premises  to  be  occupied  for  the  loading 
and  unloading  of  material  manufactured  in  the  adjoining 
building  on  Lot  10  and  for  parking  and  storage  of  motor 
vehicles. 


PREMISES  AFFECTED— 152-154  India  Street,  south  side, 
150  feet  east  of  Manhattan  Avenue,  Block  2541,  Lots  12 
and  13,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  . .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
December  4,  1956,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
March  10,  1970,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rule  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  December  4,  1956,  as  amended 
through  December  17,  1963  only  as  to  the  term  of  the  vari¬ 
ance,  so  that  as  amended  this  portion  of  the  resolution  shall 
read: 

“granted  for  a  term  of  five  years  from  December  17, 
1968,  to  permit  .  .  .;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  1433-56) 


536-59-BZ 

APPLICANT — Elliot  Saltzman  for  Estate  of  Moe  Kappel, 
Jerome  Kappel,  Executor. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  January  5, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7e  of  the  Zoning 
Resolution,  to  permit  in  a  manufacturing  use  district,  the 
change  in  use  of  that  portion  of  the  present  building  now 
used  as  a  garage,  to  manufacturing,  storage,  distribution 
and  sale  of  metal  doors,  bucks  and  kalamein  doors,  using 
power  driven  woodworking  tools,  arc  welding  tools  and 
paint  spraying. 

PREMISES  AFFECTED— 34-52  Kosciusko  Street,  south 
side,  312  feet  east  of  Bedford  Avenue,  Block  1783,  Lot  23, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Elliot  Saltzman. 

ACTION  OF  BOARD— Application  reopened  and  term  of 
variance  extended. 


THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 

0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
January  5,  1960,  on  certain  conditions ;  and  _  .  . 

Whereas,  a  public  hearing  was  held  on  this  application 
on  March  10,  1970,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Janu¬ 
ary  5,  1960,  only  as  to  the  term  of  the  variance,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  five  years  from  January  5,  1970, 
to  permit  .  .  . ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re- 


*» 
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if 
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spects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  4311-58) 


970-66-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Estate  of  I. 
Bazinover,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  16, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  conditions,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  in  an  existing  one 
story  building  occupied  as  a  restaurant,  the  addition  to  the 
uses  to  include  cabaret. 

PREMISES  AFFECTED — 94  Manhattan  Avenue,  east 
side,  50  feet  south  of  Boerum  Street,  Block  3079,  Lot  6, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
January  16,  1968,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  March  10,  1970,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Janu¬ 
ary  16,  1968,  only  as  to  the  term  of  the  variance,  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

“granted  for  a  term  of  five  years  from  January  16,  1970, 
to  permit  .  .  .;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  488-65) 

99-67-BZ 

APPLICANT — Charles  M.  Spindler  for  Sun  Oil  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
request  to  waive  the  rules  of  procedure  and  extension  of 
time  to  complete  which  expired  December  25,  1968 — deci¬ 
sion  of  the  Borough  Superintendent ;  previously  granted 
on  condition,  under  Section  73-50  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  a  C8-2  and  R5  district,  the  erection  of 
an  automotive  service  station  with  accessory  uses  that  en¬ 
croaches  on  the  required  yard  along  a  district  boundary, 
has_  business  signs  and  show  windows  within  75  feet  of  a 
residence  district,  with  a  post  standard  sign  and  without 
the  required  loading  berth. 

PREMISES  AFFECTED — 3123  to  3129  Atlantic  Avenue 
and  220  to  230  Hale  Avenue,  northwest  corner,  Block 
3959,  Lot  52,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  time  to  obtain  Certificate  of  Occu¬ 
pancy  extended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  . !!!.!!! .  0 


THE  RESOLUTION— 

Whereas, ^this  application  was  granted  by  the  Board  on 
May  23,  1967,  on  certain  condition;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  a  Certificate  of  Occupancy. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  May  23,  1967,  as  amended  through 
June  25,  1968,  only  as  to  the  time  to  obtain  a  Certificate  of 
Occupancy,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“that  a  Certificate  of  Occupancy  shall  be  obtained  within 
six  months  from  the  date  of  this  amended  resolution, 
on  condition  that  a  copy  of  the  original  resolution,  as 
amended,  and  a  certified  copy  of  the  drawings  as  ap¬ 
proved  by  the  Board  shall  be  permanently  posted  in  the 
office  of  this  automotive  service  station.”  (Alt.  2460-66) 


836-68-BZ 

APPLICANT — Lama  and  Vassalotti  for  Bernard  Tanen- 
baum,  owner. 

SUBJECT — Application  for  consideration— reopening  for 
extension  of  time  to  complete  which  expired  February  18, 
1970  and  amendment  of  resolution — decision  of  the  Bor¬ 
ough  Superintendent;  previously  granted  on  condition, 
under  Sections  73-211  and  73-212  of  the  Zoning  Resolution, 
to  permit  in  a  C2-2  district,  the  enlargement  in  area  and 
reconstruction  of  an  automotive  service  station  with  ac¬ 
cessory  uses. 

PREMISES  AFFECTED— 137-15  to  137-25  (137-17  offi¬ 
cial)  Northern  Boulevard,  35-24  to  35-26  Linden  Place, 
northwest  corner,  Block  4959,  Lots  28,  29  and  32,  Flushing, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened,  time  to 
complete  work  extended  and  resolution  amended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  . * '  o 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
February  18,  1969,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  work  and  an  amendment  of 
the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  February 
18,  1969,  as  amended  through  October  15,  1969,  by  adding 
thereto : 

“that  there  may  be  five  4,000  gallon  approved  gasoline 
storage  tanks  in  lieu  of  the  twelve  550  gallon  tanks 
heretofore  permitted,  substantially  as  shown  on  revised 
drawing  of  proposed  conditions  marked  ‘Received  Feb¬ 
ruary  3,  1970’,  one  sheet;  that  substantial  construction 
shall  be  completed  within  one  year  from  February  18, 
1970;  on  condition  that  a  copy  of  the  original  resolution, 
as  amended,  and  a  certified  copy  of  the  drawings  as 
approved  by  the  Board  shall  be  permanently  posted  in 
the  office  of  this  automotive  service  station;  and  that 
other  than  as  herein  amended  the  resolution  above 
cited  shall  be  complied  with  in  all  respects.”  (N.  B. 
715-66) 

862-68-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Jack  Goodstein,  Milton  Schwartz,  Morton 
Rosenfeld,  owners. 
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SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  March  18, 
1970 — decision  of  the  Borough  Superintendent;  previously- 
granted  on  condition,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-9  and  R8  district,  the  erec¬ 
tion  of  a  31  story  mixed  building  that  exceeds  the  per¬ 
mitted  floor  area  ratio  and  has  less  than  the  required  lot 
area  per  room. 

PREMISES  AFFECTED— 471-487  Third  Avnue,  north¬ 
east  corner  of  East  32nd  Street,  200-206  East  33rd  Street, 
Block  913,  Lots  1-5,  59,  61,  63,  64  and  65,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Kenneth  Singer. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
March  18,  1969,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
18,  1969,  only  as  to  the  time  to  complete  the  work,  so  that 
as  amended  this  portion  of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  March  18,  1970.”  (N.  B.  7-68) 


902-68-BZ 

APPLICANT — Lama  and  Vassalotti  for  Muriel  Lupoff, 
owner. 

SUBJECT — Application  for  consideration— reopening  for 
extension  of  time  to  complete  which  expired  March  25, 
1970  and  amendment  of  resolution — decision  of  the  Bor¬ 
ough  Superintendent ;  previously  granted  on  condition, 
under  Section  11-412  of  the  Zoning  Resolution,  to  permit 
in  a  C8-2  and  an  R6  district,  at  an  existing  automotive 
service  station,  previously  before  the  Board,  the  enlarge¬ 
ment  in  lot  area  and  the  addition  to  the  uses  to  include 
public  parking,  automotive  repairs  and  the  storage  and 
leasing  of  U-haul  with  curb  cuts  within  50  feet  of  inter¬ 
secting  street. 

PREMISES  AFFECTED— 1519-1527  Bedford  Avenue,  654- 
668  Lincoln  Place,  southeast  corner,  413-423  Eastern 
Parkway,  Block  1260,  Lot  5,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened,  time  to  com¬ 
plete  work  extended  and  resolution  amended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
March  25,  1969,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  work  and  an  amendment  of 
the  resolution. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
25,  1969,  by  adding  thereto: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  March  25,  1970;  that  a  6  ft.  high  alumi¬ 
num  louvered  fence  may  be  substituted  for  the  fence 
wall  heretofore  specified  along  the  Lincoln  Place  build¬ 
ing  line,  substantially  as  shown  on  revised  drawing  of 
proposed  conditions  marked  ‘Received  March  3,  1970’, 
one  sheet,  on  condition  that  a  copy  of  the  original  reso¬ 
lution,  as  amended,  and  a  certified  copy  of  the  drawings 
as  approved  by  the  Board  shall  be  permanently  posted 
in  the  office  of  this  automotive  service  station;  and  that 
other  than  as  herein  amended  the  resolution  above  cited 
shall  be  complied  with  in  all  respects.”  (Alt.  2126-68) 


911-68-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  East  Coast  De¬ 
velopment  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  February  25, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  73-44  and  73-48  of 
the  Zoning  Resolution,  to  permit  in  an  Ml -3  district,  in 
conjunction  with  the  erection  of  a  parking  facility  that  ex¬ 
ceeds  105  spaces  and  the  reduction  in  the  number  of  re¬ 
quired  accessory  parking  spaces. 

PREMISES  AFFECTED — 41-14  Crescent  Street,  south¬ 
west  corner  of  41st  Avenue,  Block  414,  Lots  23  and  123, 
Long  Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
February  25,  1969,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Febru¬ 
ary  25,  1969,  only  as  to  the  time  to  complete  the  work,  so 
that  as  amended  this  portion  of  the  resolution  shall  read: 
“that  substantial  construction  shall  be  completed  within 
one  year  from  February  25,  1970.”  (N.B.  988-68) 


41 1-69-BZ — Vol.  II 

APPLICANT — Albert  J.  Mario  for  North  Star  Homes, 
Incorporated,  owner. 

SUBJECT — Application  reopened  January  6,  1970  as  Vol¬ 
ume  II — decision  of  the  Borough  Superintendent,  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
R3-2  district,  the  erection  of  a  one  story  and  mezzanine 
building  for  use  as  a  warehouse  with  accessory  offices, 
loading  and  parking. 

PREMISES  AFFECTED— 120-40  to  120-60  168th  Street, 
northwest  corner  of  Baisley  Boulevard,  Block  12383,  Lot 
17,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Albert  J.  Mario,  Thelma  D.  Miller  and 
Max  Steinmetz. 


237 


MINUTES 


For  Opposition:  Barry  Horowitz,  George  A.  Gaton,  Julia 
Gaton,  Isadora  Rogers,  Robert  Hayes,  William  Mixon, 
Joanna  Hill,  Nathaniel  Fleshman  and  Vera  Reynolds. 
ACTION  OF  BOARD — Laid  over,  without  date,  for  con¬ 
tinued  hearing;  previously  inspected. 


549-69-BZ 

APPLICANT — Arthur  J.  McGee  for  9th  Street  Company, 
owner. 

SUBJECT — Application  September  23,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C6-1  and  R7-2  district,  the 
erection  of  a  28  story  multiple  dwelling  and  store  building 
that  exceeds  the  permitted  floor  area  ratio  and  lot  area 
per  room,  has  less  than  the  required  open  space  ratio  and 
accessory  parking  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 39-45  Third  Avenue,  east  side, 
from  East  9th  Street  to  East  10th  Street,  Block  465,  Lots 
1  to  8,  30,  32,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino,  Helen  Barrera 
and  Stuart  Harmon. 

For  Opposition :  Esther  T.  Rand. 

ACTION  OF  BOARD — Laid  over  to  March  24,  1970,  at 
10  A.M.  for  further  consideration  and  continued  hearing; 
previously  inspected. 


584-69-BZ 

APPLICANT— Buckley  and  Kisseloff  for  Alexander  Muss 
— 345  Company  (contract  vendee),  owner. 

SUBJECT — Application  October  8,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City  Charter, 
to  permit  in  a  C6-4  district,  the  erection  of  a  32  story 
office  building  that  exceeds  the  permitted  floor  area  ratio 
encroaches  on  the  required  tower  area  and  tower  setback. 
PREMISES  AFFECTED— 339-347  Broadway,  86-96  Leon¬ 
ard  Street,  southwest  corner,  Block  173,  Lots  23,  24,  27, 
30,  31,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  J.  Kisseloff,  Nevis  Meggiora, 
Alexander  Muss,  Ivan  Steinberg  and  James  D.  Riela. 
For  Opposition :  None. 

For  Administration :  Max  A.  Levine,  City  Planning  Com¬ 
mission. 

ACTION  OF  BOARD — Laid  over  to  March  24,  1970,  at 
10  A.M.  for  further  consideration,  additional  information 
and  decision;  hearing  closed;  previously  inspected. 


651-69-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Helen  Marer, 
owner. 

SUBJECT — Application  November  5,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district  the  erection  of 
a  six  story  multiple  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  the  height  of  the  front  wall  and  lot  area 
per  room,  has  less  than  the  required  open  space  ratio  and 
accessory  parking,  and  encroaches  on  required  front  set¬ 
back. 

PREMISES  AFFECTED— 830  to  832  Magenta  Street, 
southwest  corner  of  Bronxwood  Avenue,  Block  4633,  Lot 
1,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug,  Edward  Tangredi 
and  Marvin  Fine. 

For  Opposition :  None. 


For  Administration:  A.  A.  DiMeo,  Housing  and  Devel. 
Authority. 

ACTION  OF  BOARD— Laid  over  to  March  17,  1970,  at 
10  A.M.  for  decision;  applicant  to  file  revised  drawings 
and  financial  statement ;  hearing  closed ;  previously  in¬ 
spected. 


652-69-A 

APPLICANT — Leonard  F.  Rothkrug  for  Helen  Marer, 
owner. 

SUBJECT — Application  November  5,  1969 — filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  re-  proposed 
seven  story  Class  A  Multiple  Dwelling  and  proposed  use 
of  top  of  rock. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug,  Edward  Tangredi 
and  Marvin  Fine. 

For  Administration :  A.  A.  DiMeo,  Housing  and  Develop¬ 
ment  Authority. 

ACTION  OF  BOARD — Laid  over  to  March  17,  1970,  at 
10  A.  M.  for  decision;  hearing  closed. 


662-69-BZ 

APPLICANT — Guerino  Salerni  for  33-55  11th  Street  Realty 
Corporation,  owner. 

SUBJECT — Application  November  10,  1969— decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a  one  story  building  for  use  as  a  warehouse  and  factory. 
PREMISES  AFFECTED— 33-41  to  33-57  (33-55  11th 
Street,  official)  11th  Street,  east  side,  140.15  feet  south  of 
33rd  Road,  (33-42  to  33-54  12th  Street),  Block  318,  Lot 
15,  Long  Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Guernio  Salerno,  Arthur  Bordeman,  Ken¬ 
neth  Bordenian  and  Stuart  Welsh. 

For  Opposition :  Rose  Parnelli,  Margaret  Cigna,  Irma 
Esposito,  B.  Sessaregd,  Joseph  Gaeta,  Philip  Cervoni,  Jr. 
and  M.  Clara  Marcatante. 

ACTION  OF  BOARD— Laid  over  to  April  23,  1970,  at  10 
A.M.  previously  inspected;  the  architect  to  explore 
alternative  possible  development  of  the  property.  Hearing 
continued. 


683-69-BZ 

APPLICANT — Franklin  E.  Tretter  for  Beekman  Staff 
Residence,  owner. 

SUBJECT — Application  November  19,  1969 — decision  of 
the  Borough  Superintendent,  under  Sections  72-21  and 
73-64  of  the  Zoning  Resolution  and  Section  666  of  the 
New  York  City  Charter,  to  permit  in  a  C6-4  district  the 
erection  of  a  17  story  hospital  staff  residence  that  pene¬ 
trates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 59  Beekman  Street,  north  side, 
Entire  Block  Front  from  Gold  Street  to  Ann  Street, 
Block  93,  Lot  34,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Franklin  E.  Tretter,  Richard  P.  Rosen¬ 
thal,  Paul  G.  Mauch  and  Donald  M.  Manney. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  March  17,  1970,  at 
10  A.  M.  for  decision;  hearing  closed.  Previously  in¬ 
spected. 


684-69-A 

APPLICANT — Franklin  E.  Tretter  for  Beekman  Staff 
Residence,  owner. 


MINUTES 


SUBJECT — Application  November  19,  1969 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  projecting 
of  balconies. 

PREMISES  AFFECTED — 59  Beekman  Street,  north  side, 
Entire  Block  Front  from  Gold  Street  to  Ann  Street, 
Block  93,  Lot  34,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Franklin  E.  Tretter. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


702-69-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 
SUBJECT — Application  December  5,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  73-65  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  district,  the  enlarge¬ 
ment  in  area  of  the  fifth,  sixth  and  seventh  floors  of  an 
existing  telephone  exchange  that  increases  the  degree  of 
non-compliance  in  floor  area  ratio  and  penetrates  the 
sky  exposure  plane. 

PREMISES  AFFECTED — 82-23  Broadway,  north  west 
corner  of  Victor  Avenue,  Block  1517,  Lot  69,  Elmhurst, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Robert  J.  Alderdice,  Stanley  H.  Singer 
and  Henry  Marlock. 

For  Opposition :  Mettia  and  Amelia  Gometto. 

ACTION  OF  BOARD — Laid  over  to  March  17,  1970,  at 
10  A.  M.  Previously  inspected,  hearing  closed.  Applicant 
to  submit  modified  drawings. 


705-69-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Aetna  Insurance  Company,  owner. 

SUBJECT — Application  December  8,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-68 
of  the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  C5-5  district,  the 
erection  of  a  21  story  office  building  that  exceeds  the 
height  of  the  front  wall  and  the  tower  coverage,  en¬ 
croaches  on  the  required  tower  setback  and  exceeds  the 
permitted  floor  area  ratio. 

PREMISES  AFFECTED — 98  to  106  William  Street, 
southeast  corner  of  John  Street,  Block  68,  Lot  36,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Kenneth  Singer. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  April  23,  1970,  at 
10  A.  M.,  for  continued  hearing  at  the  request  of  the 
applicant. 


738-69-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Edythe  Rein 
Landau,  owner. 

SUBJECT — Application  December  16,  1969 — decision  of 
the  Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  an  Rl-2  district,  on  a  plot 
with  a  dwelling  and  accessory  swimming  pool  previously 
before  the  Board,  the  erection  of  a  one  story  enlargement 
to  the  cabana  structure  that  encroaches  on  the  required 
side  and  rear  yards. 


PREMISES  AFFECTED — 4530  Fieldstone  Road,  east 
side,  85.18  feet  north  of  West  245th  Street,  Block  3415, 
Lot  207,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Frederick  A.  Ketcher. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  March  24,  1970,  at 
10  A.  M.  Previously  inspected,  hearing  closed.  Applicant 
is  to  supply  revised  plans. 


743-69-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Jack  Gottes- 
man  and  Irwin  Emerman,  owners ;  Le  Bonne  Viet  Adult 
Home,  lessee. 

SUBJECT — Application  December  23,  1969 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  R8  district,  the  erection  of  a 
13  story  senior  citizens  residence  that  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED — 154  Haven  Avenue,  west  side, 
272  feet  north  of  West  172nd  Street,  Block  2139,  Lot  275, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  Kisseloff  and  Milton  L.  Maier. 
For  Opposition :  David  B.  Friedland,  City  Councilman 
and  William  Reich. 

ACTION  OF  BOARD — Laid  over  to  March  24,  1970,  at 
10  A.  M.  for  hearing  at  the  request  of  an  objector,  pre¬ 
viously  inspected. 


18-69-BZ — Vol.  II 

APPLICANT — Buckley  and  Kisseloff  for  Emalie  Heckard, 
owner;  Chemical  Bank,  Trustee. 

SUBJECT— Application  reopened,  January  6,  1970  as  Vol¬ 
ume  II — decision  of  the  Borough  Superintendent,  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a 
C5-3  district,  on  a  plot  previously  before  the  Board,  the 
erection  of  a  32  story  office  building  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  encroaches  on  the  initial  setback, 
exceeds  the  permitted  tower  coverage  and  without  the  re¬ 
quired  loading  berth. 

PREMISES  AFFECTED — 489  Fifth  Avenue,  east  side, 
73  feet  south  of  East  42nd  Street,  12  East  42nd  Street, 
Block  1276,  Lots  4  and  68,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff,  Jesse  J.  Secoles, 
Newcomb  B.  Pines  and  Nevis  Maggiora. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  o 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
February  25,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  March  10,  1970;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  1,  1969,  acting  on  N.  B.  Applic.  110/1968, 
reads : 

“C-ll.  Plans  submitted  do  not  conform  to  plans  ap¬ 
proved  by  B.  of  S.  &  A.  under  18-69-BZ.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
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Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
a  C5-3  district,  on  a  plot  previously  before  the  Board,  the 
erection  of  a  32-story  office  building  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  encroaches  on  the  initial  setback, 
exceeds  the  permitted  tower  coverage  and  without  the  re¬ 
quired  loading  berth;  on  condition  that  all  work  shall  sub¬ 
stantially  conform  to  drawings  filed  with  this  application  and 
marked  “Received  December  11,  1969,”  19  sheets;  that  all 
laws,  rules  and  regulations  applicable  shall  be  complied  with, 
and  that  substantial  construction  be  completed  within  one 
year  from  the  date  of  this  resolution. 


146-69-BZ 

APPLICANT — Arthur  J.  McGee  for  Sunshine  Coal  and 
Fuel  Oil  Company,  Incorporated,  owner. 

SUBJECT — Application  March  25,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  at  an  exist¬ 
ing  coal  yard  previously  before  the  Board,  the  installation 
of  fuel  storage  tanks  and  the  erection  of  a  two  story 
service  and  office  building. 

PREMISES  AFFECTED— 222-01  141st  Avenue,  north 
side,  394.57  feet  east  of  219th  Street,  Block  13143,  Lots  81, 
85,  100,  Springfield  Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  M'orsellino,  Andrew  Avitabile 
and  Michael  Lacertosa. 

For  Opposition:  Blanche  Michelman,  Victoria  Addeo, 
Millicant  Fountain,  John  H.  Lehmbeck,  Emma  Saw- 
chenko,  Angela  Sonivesso,  Earl  D.  Polite  and  S.  M. 


Lemoggio. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
February  17,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  March  10,  1970;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  10,  1969,  acting  on  N.  B.  Applic.  1404/1968, 
reads : 

“1.  Erection  of  a  building  in  an  R3-2  district  to  be 
used  for  offices  (Use  Group  6)  and  accessory  parking 
for  fuel  oil  trucks  is  contrary  to  Sec.  22-10  Z.  R.  and 
B.  S.  &  A.  approval — 367-52-A. 

2.  The  erection  of  six  (6)  fuel  oil  storage  tanks 
with  a  capacity  of  514,000  gallons  each  to  replace  six 
existing  coal  siles  constitutes  an  enlargement  of  a  non- 
conforming  use  in  an  R3-2  district  and  as  such  is  con¬ 
trary  to  Section  52-51  Z.  R.  and  B.  S.  &  A.  Resolution 
367-52-A.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  findings  a,  b  and  c,  under 
Section  72-21  of  the  Zoning  Resolution. 


Resolved,  that  the  decision  of  the  Borough  Superintendent, 

dated  March  10,  1969,  acting  on  N.  B.  Applic.  1404/1968, 

Objection  Nos.  1  and  2,  be  and  it  hereby  is  affirmed  and  that 

the  application  be  and  it  hereby  is  denied. 

676-69-A 

APPLICANT — Arthur  J.  McGee  for  Sunshine  Coal  and 
Fuel  Oil  Company,  owner. 

SUBJECT — Application  November  14,  1969 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  fuel  oil 
storage  tanks. 

PREMISES  AFFECTED— 222-01  141st  Avenue,  north 
side,  394.57  feet  east  of  219th  Street,  Block  13143,  Lots  81, 
85,  100,  Springfield  Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE  TO  WITHDRAW: 

Affirmative :  Chairman  Glass,  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


534-69-BZ 

APPLICANT — Allen  H.  Feinberg  for  Harold  Tepitz, 
owner. 

SUBJECT — Application  September  11,  1969 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R4  district,  the  erec¬ 
tion  of  a  front  and  rear  enlargement  to  an  existing  three 
story  building  that  encroaches  on  the  required  front,  side 
and  rear  yards. 

PREMISES  AFFECTED — 1834  Rockaway  Parkway,  west 
side,  100  feet  north  of  Avenue  M,  Block  8261,  Lot  66, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Allen  H.  Feinberg. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  February  10,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  25,  1970;  then  to  March 
10,  1970;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  17,  1970,  acting  on  Alt.  Applic.  628/1968, 
reads : 

“1.  Provide  two  eight  foot  side  yards  for  the  pro¬ 
posed  extensions  to  an  existing  community  facility  build¬ 
ing  (doctor’s  office)  in  U.G.  4,  within  an  R4  zone,  as  per 
24-35  Z.R. 

2.  The  proposed  stairs  in  the  required  front  and 
read  yards  are  contrary  to  24-34  and  24-36  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R4  district,  the  erection  of  a  front  and  rear  enlargement 
to  an  existing  three-story  building  that  increases  the  degree 
of  non-compliance  in  floor  area  ratio  and  encroaches  on  the 
required  front,  side  and  rear  yards,  on  condition  that  all 
work  shall  substantially  conform  to  drawings  filed  with  this 
application  and  marked  “Received  September  11,  1969,”  2 
sheets,  and  “March  4,  1970,”  9  sheets;  that  all  laws,  rules 
and  regulations  applicable  shall  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


539-69-BZ 

APPLICANT — Edwin  Storch  for  Sanford  Finkelstein  and 
Elliot  Finkelstein,  owners. 

SUBJECT — Application  September  15,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  and  Section  666  of  the  City  Charter 
Law  to  permit  in  an  R5  district,  the  erection  of  a  two 
story  enlargement  to  an  existing  warehouse  with  acces¬ 
sory  offices. 

PREMISES  AFFECTED— 37-42  58th  Street,  west  side, 
137  feet  north  of  38th  Avenue,  Block  1212,  Lots  32,  35, 
Woodside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Edwin  Storch. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  February  25,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  March  10,  1970;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  5,  1969,  acting  on  Alt.  Applic.  848/1969, 
reads : 

“1.  Proposed  extension  at  a  factory  in  an  R5  dis¬ 
trict  is  contrary  to  Sec.  52-41  Z.R. 

2.  As  there  are  no  rules  for  a  warehouse,  Use 
Group  16,  in  a  residential  zone,  application  is  referred 
to  the  B.S.  &  A.  for  bulk  and  parking  regulations.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  R5  district,  the  erection  of  a  two-story  enlarge¬ 
ment  to  an  existing  warehouse  with  accessory  offices,  on 
condition  that  all  work  shall  substantially  conform  to  draw¬ 
ings  filed  with  this  application  and  marked  “Received  Sep¬ 
tember  15,  1969,”  2  sheets,  and  “March  13,  1970,”  5  sheets ; 
that  all  laws,  rules  and  regulations  applicable  shall  be  com¬ 
plied  with,  and  that  substantial  construction  be  completed 
within  one  year  from  the  date  of  this  resolution. 


581-69-BZ 

APPLICANT — Hannibal  F.  Zumbo  for  Flatbush  Pontiac 
Incorporated,  owner;  Flatpon  Realty  Corporation,  lessee. 
SUBJECT — Application  October  8,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-50 
of  the  Zoning  Resolution,  to  permit  in  an  Ml-1  and  R6 
district,  the  enlargement  in  area  of  an  existing  off  site 
accessory  parking  facility. 

PREMISES  AFFECTED — 270  Winthrop  Street,  south 
side,  192  feet,  6  inches  west  of  Nostrand  Avenue,  671- 
675  Parkside  Avenue,  Block  5050,  Lots  33,  60  and  62, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Hannibal  F.  Zumbo. 

For  Opposition :  Edwin  C.  Harling. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  February  10,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  25,  1970;  then  to  March  10, 
1970;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  26,  1969,  acting  on  Alt.  Applic.  842/1969, 
reads : 

“1.  On  a  lot  located  partially  in  an  Ml-1  Zone  and 
partially  in  an  R6  Zone,  the  proposed  storage  of  cars 
and  commercial  vehicles  in  Use  Group  8  and  16,  acces¬ 
sory  to  existing  off-site  motor  vehicle  repair  shops,  and 
located  within  the  residential  portion  of  the  lot,  is  con¬ 
trary  to  22-10  Z.R. 

(Note:  Part  of  the  premises  to  which  the  proposed 
use  will  be  accessory  to  are  presently  under  jurisdiction 
of  the  B.S. A.  under  Cal.  Nos.  880-23-BZ,  1029-62-A, 
400-20-BZ,  1030-62- A  pertaining  to  646-654  Parkside 
Ave.  and  656-670  Parkside  Ave.) 

“2.  The  proposed  storage  of  motor  vehicles  within 
30  feet  of  the  portion  of  the  rear  lot  line  which  coin¬ 
cides  with  the  rear  lot  line  of  the  adjoining  zoning  lot 
in  an  R6  Zone,  is  contrary  to  43-302  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship;  and 

Whereas,  the  Board  has  also  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  73-50  of  the  Zoning  Resolution; 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that_the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  and  grants 
a  Special  Permit  under  Section  73-50  to  permit  in  an 
Ml-1  and  R6  district,  the  enlargement  in  area  of  an  existing 
off-site  accessory  parking  facility,  on  condition  that  all  work 
shall  substantially  conform  to  drawings  filed  with  this  appli¬ 
cation,  marked  “Received,  October  8,  1969,”  two  sheets,  and 
“February  24,  1970,”  one  sheet;  on  further  condition  that 
the  movement  of  cars  on  or  off  this  parking  lot  be  limited 
to  the  hours  between  8  A.M.  and  6  P.M.  on  weekdays;  and 
that  all  other  laws,  rules  and  regulations  applicable  be  com¬ 
plied  with,  and  that  substantial  construction  be  completed 
within  one  year  from  the  date  of  this  resolution. 
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601-69-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Ford  Leasing  De¬ 
velopment  Company,  owner;  Banner  Ford,  lessee. 

SUBJECT — Application  October  13,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  11-413 
of  the  Zoning  Resolution,  to  permit  in  a  C2-2  and  R5 
district,  on  a  plot  previously  before  the  Board,  in  con¬ 
junction  with  the  erection  of  an  automobile  showroom,  the 
enlargement  in  lot  area  for  used  car  sales  and  accessory 
parking  extending  into  the  R5  district. 

PREMISES  AFFECTED— 2531  to  2547  East  Tremont 
Avenue,  north  side,  57.41  feet  east  of  Lurting  Avenue, 
Block  4069,  Lots  23  and  24,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  January  27,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  10,  1970;  then  to  February 
25,  1970;  then  to  March  10,  1970;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  9,  1969,  acting  on  N.  B.  Applic.  320/1969, 
reads : 

“1.  The  proposed  extension  of  the  accessory  com¬ 
mercial  parking  in  an  R5  district  is  contrary  to  Sec. 
22-00  Z.  R.  and  B.  S.  A.  806-60-BZ .” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  finds  that  this  is  an  appropriate 
case  in  which  to  permit  under  Section  11-412  of  the  Zoning 
Resolution,  the  extension  of  the  present  use  and  the  en¬ 
largement  of  the  present  premises ;  and 
Whereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  11-413  of  the  Zoning 
Resolution,  the  change  in  use  of  the  present  premises. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  permit  under  Section  11-412  &  11-413  of  the  Zoning 
Resolution,  in  a  C2-2  and  R5  district,  on  a  plot  previously 
before  the  Board,  in  conjunction  with  the  erection  of  an 
automobile  showroom,  the  enlargement  in  lot  area  for  used 
car  sales  and  accessory  parking  extending  into  the  R5 
district,  on  condition  that  all  work  shall  substantially  con¬ 
form  to  drawings  filed  with  this  application  marked  “Re¬ 
ceived,  October  13,  1969,”  one  sheet,  “February  24,  1970,” 
four  sheets,  and  “March  3,  1970,”  one  sheet,  on  further 
condition  that  the  hours  of  operation  on  the  R5  portion  of 
the  lot,  except  the  storage  of  cars,  be  limited  to  those 
between  8  a.m.  and  6  p.m.  on  weekdays,  and  that  all  other 
laws,  rules  and  regulations  applicable  be  complied  with, 
and  that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  resolution. 


636-69-BZ 

APPLICANT — Hurley,  Kearney  and  Lane  for  The  Roman 
Catholic  Church  of  the  Most  Precious  Blood,  owner. 

SUBJECT — Application  October  23,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection  of 
a  Church  that  encroaches  on  the  required  side  yard  and 
without  the  required  accessory  parking. 


PREMISES  AFFECTED— 2701  Bath  Avenue,  northeast 
corner  of  27th  Avenue,  Block  6885,  Lot  1,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  John  E.  Murphy  and  Mario  A.  Longo, 

Jr. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  February  17,  1970,  after  due  notice  by  publication  in 
the  Bulletin;  laid  over  to  March  10,  1970;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  24,  1969,  acting  on  N.  B.  Applic.  258/1969, 
reads : 

“1.  Provide  one  8  foot  side  yard  on  27th  Avenue 
as  per  Section  24-35  Z.  R. 

2.  Provide  65  required  accessory  parking  spaces 
as  per  Section  25-31  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Res¬ 
olution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R5  district,  the  erection  of  a  church  that  encroaches  on 
the  required  side  yard  and  with  fewer  than  the  required 
accessory  parking  spaces,  on  condition  that  the  drawings 
filed  with  this  application  marked  “Received,  October  23, 
1969,”  four  sheets,  and  “March  4,  1970,”  one  sheet;  on 
further  condition  that  the  parking  area  be  paved  and 
screened  in  accordance  with  the  applicable  provisions  of 
the  Zoning  Resolution,  and  that  all  other  laws,  rules  and 
regulations  applicable  be  complied  with,  and  that  substantial 
construction  be  completed  within  two  years  from  the  date 
of  this  resolution. 


648-69-BZ 

APPLICANT — Savignano,  Strange  and  Vella  for  Frank 
Napodano,  owner;  Gene  LaBella  Memorial  Chapel,  Incor¬ 
porated,  Lessee. 

SUBJECT — Application  October  31,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  73-27  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  district,  the  conversion 
of  an  existing  automotive  service  station  and  factory  to 
a  funeral  establishment  without  the  required  loading  berth. 
PREMISES  AFFECTED— 7402  to  7408  18th  Avenue, 
southwest  corner  of  74th  Street,  Block  6215,  Lots  41  and 
43,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  M.  Vella  and  Gene  LaBella. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
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THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  February  25,  1970,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  14,  1969,  acting  on  Alt.  Applic.  71/1969, 
reads : 

“1.  Proposed  change  in  occupancy  from  automobile 
service  station  and  factory  to  funeral  establishment  Use 
Group  No.  7  within  a  Cl-2  in  R5  district  is  contrary  to 
Sect.  32-16  of  Z.  R. 

2.  Proposed  enlargement  and  structural  alterations 
to  funeral  establishment  Use  Group  #7  within  a  Cl-2  in 
R5  district  is  contrary  to  Sect.  52-40  &  52-22  of  Z.  R. 

3.  Provide  one  required  loading  berth  as  per  Sect. 
36-62  of  Z.  R.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  undei 
Section  73-27  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Section  73-27  of  the  Zoning  Resolution,  to  permit 
in  a  Cl-2  district,  the  conversion  of  an  existing  automotive 
service  station  and  factory  to  a  funeral  establishment  with¬ 
out  the  required  loading  berth,  on  condition  that  all  work 
shall  substantially  conform  to  drawings  filed  with  this  appli¬ 
cation  and  marked  “Received  October  31,  1969,”  one  sheet, 
“January  21,  1970,”  one  sheet,  and  “March  3,  1970,”  7 
sheets ;  that  all  laws,  rules  and  regulations  applicable  shall 
be  complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


656-69-BZ 


APPLICANT — Leonard  F.  Rothkrug  for  Charles  LaBella 
d/b/a  LaBella  Funeral  Home,  owner. 

SUBJECT — Application  November  6,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  construction 
of  an  off-site  accessory  parking  facility  for  a  funeral  estab¬ 
lishment. 

PREMISES  AFFECTED — 2617  to  2623  Harway  Avenue, 
208  to  218  Bay  43rd  Street,  northwest  corner,  Block  6897, 
Lots  1  and  2,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 


Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative :  . 


5 

0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
February  25,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  March  10,  1970;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  28,  1969,  acting  on  Alt.  Applic.  1910/1968, 
reads : 


“1.  On  a  lot  located  in  an  R5  Zone  the  proposed 
off-site  accessory  parking  with  a  16'-0"  curb  cut  for 


a  funeral  parlor  in  the  same  zone  is  not  permitted  as  of 
right  and  is  contrary  Z.  R.  22-00,  32-16,  52-41  (Note — 
normally  curb  cut  should  be  from  corner  for  accessory 
parking.)” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  R5  district,  the  construction  of  an  off-site 
accessory  parking  facility  for  a  funeral  establishment,  on 

condition  that  all  work  shall  substantially  conform  to 

drawings  filed  with  this  application  and  marked  “Received 
November  26,  1969,”  2  sheets,  and  “March  9,  1970,”  one 
sheet ;  on  further  condition  that  the  hedges  shown  on  the 

drawings  comply  with  Section  25-66  (a)  of  the  Zoning 

Resolution;  that  the  gates  be  kept  closed  at  all  times 
except  for  the  passage  of  vehicles;  that  this  variance  be  for 
a  term  of  ten  years ;  that  all  laws,  rules  and  regulations 
applicable  shall  be  complied  with,  and  that  substantial  con¬ 
struction  be  completed  within  one  year  from  the  date  of 
this  resolution. 


663-69-BZ 

APPLICANT — Harry  Soled  for  Frank  Patrone  and  Estate 
of  Elizabeth  Goodman,  Frank  Patrone — Executor,  owners. 
SUBJECT — Application  November  10,  1969 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  C6-1  district,  the  com¬ 
bining  of  two  adjoining  structures  and  the  extension  of 
the  existing  products  manufacturing  establishment. 
PREMISES  AFFECTED— 521-523  Atlantic  Avenue,  north 
side,  61  feet  east  of  3rd  Avenue,  Block  180,  Lots  61  and 
62,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Harry  Soled. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  February  10,  1970,  after  due  notice  by  publication  in 
the  Bulletin;  laid  over  to  February  25,  1970;  then  to  March 
10,  1970;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  6,  1969,  acting  on  Alt.  Applic.  697/1969, 
reads : 

“1.  Within  a  C6-1  Zone  the  proposed  change  of 
use  from  a  conforming  office  use  in  Use  Group  6  to  a 
non-conforming  use  for  manufacturing  of  metal  products 
(gas  service  appliances)  in  Use  Group  17,  which  is  not 
permitted  as  of  right,  is  contrary  to  32-10  Z.  R. 

2.  The  proposed  structural  alterations  to  a  non- 
conforming  use  are  contrary  to  52-22  Z.  R. 

3.  The  proposed  extension  of  a  non-conforming 
use  in  U.  G.  17  is  contrary  to  52-42  Z.  R.” 

and 
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Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practi¬ 
cal  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Res¬ 
olution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
a  C6-1  district,  the  combining  of  two  adjoining  structures 
and  the  extension  of  the  existing  metal  products  manufactur¬ 
ing  establishment,  on  condition  that  all  work  shall  substan¬ 
tially  conform  to  drawings  filed  with  this  application  and 
marked  “Received  November  10,  1969,”  11  sheets  and  Feb¬ 
ruary  4,  1970,”  one  sheet ;  that  all  laws,  rules  and  regulations 
applicable  shall  be  complied  with,  and  that  substantial  con¬ 
struction  be  completed  within  one  year  from  the  date  of  this 
resolution. 


698-69-BZ 

APPLICANT — Kenneth  W.  Milnes  for  Getty  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  December  4,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2  dis¬ 
trict,  the  erection  and  maintenance  of  an  automotive  serv¬ 
ice  station  with  accessory  uses. 

PREMISES  AFFECTED— 4240  Hylan  Boulevard,  north¬ 
east  corner  of  Groton  Street,  Block  5316,  Lot  1,  Great 
Kills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Kenneth  W.  Milnes. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative:  .  0 

Negative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  March  10,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  26,  1969,  acting  on  N.  B.  Applic.  2421/1968, 
reads : 

“1.  Proposed  Automotive  Service  Station  with 
accessory  uses  located  in  a  Residence  Zone  District  is 
not  permitted  as  of  right,  contrary  to  Sec.  22-10  of 
Zoning  Resolution.  (R3-2  Zone) 

2.  No  Applicable  Bulk,  Parking  and  Sign  Regula¬ 
tions  for  the  proposed  use  in  a  Residence  District.  This 
Application  is  referred  to  the  Board  of  Standards  and 
Appeals  for  additional  requirements.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  findings  a,  b  and  c  under 
Section  72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  26,  1969  acting  on  N.  B.  Applic.  2421/1968 
Objection  Nos.  1  and  2  be  and  it  hereby  is  affirmed  and  that 
the  application  be  and  it  hereby  is  denied. 


729-69-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 
SUBJECT— Application  December  12,  1969 — decision  of 
the  Borough  Superintendent,  under  Section  73-65  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-2  district,  the  en¬ 
largement  in  area  of  the  third  floor  of  an  existing  tele¬ 
phone  exchange  that  increases  the  degree  of  non-compli¬ 
ance  in  floor  area  ratio  and  encroachment  into  the  required 
side  and  rear  yards. 

PREMISES  AFFECTED — 28-27  30th  Street,  east  side,  92 
feet  south  of  Newtown  Avenue,  Block  595,  Lot  10, 
Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Stanley  H.  Singer  and  Robert  J.  Alder- 
dice. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
March  10,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  7,  1969,  acting  on  Alt.  Applic.  1290/1969, 
reads : 

“1.  Proposed  Floor  Area  for  Telephone  Exchange 
Building  located  in  a  Cl-2  mapped  in  R6  district  is 
contrary  to  Section  33-121  Z.  R. 

2.  Proposed  1  story  addition  over  existing  2  story 
portion  of  building  increases  the  degree  of  non-compli¬ 
ance  with  respect  to  Side  and  Rear  yards  and  is  contrary 
to  Sections  33-25,  33-26  and  54-31  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-65  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Section  73-65  of  the  Zoning  Resolution,  to  permit  in  a 
Cl-2  district,  the  enlargement  in  area  of  the  third  floor  of  an 
existing  telephone  exchange  that  increases  the  degree  of 
non-compliance  in  floor  area  ratio  and  encroaches  into  the 
required  side  and  rear  yards,  on  condition  that  all  work  shall 
substantially  conform  to  drawings  filed  with  this  application, 
marked  “Received,  December  11,  1969,”  16  sheets,  and 
“January  14,  1970,”  one  sheet;  that  all  laws,  rules  and 
regulations  applicable  shall  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 

734-69-BZ 

APPLICANT — Charles  F.  Murphy  for  Braemle  Realty 
Corporation,  owner. 

SUBJECT — Application  December  12,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  in  an  R4  district,  on 
a  plot  previously  before  the  Board,  the  erection  of  a  five 
story  office  building  that  exceeds  the  permitted  floor  area 
ratio,  penetrates  the  sky  exposure  plane  and  has  less  than 
the  required  accessory  parking. 

PREMISES  AFFECTED — 163-01  to  163-19  Horace  Hard¬ 
ing  Expressway,  north  side  from  163rd  Street  to  164th 
Street,  Block  6741,  Lot  1,  Flushing,  Borough  of  Queens. 
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APPEARANCES— 

For  Applicant:  Charles  F.  Murphy,  Stuart  Welsh,  Hugh 
P.  Fox  and  Charles  F.  Mintz. 

For  Opposition:  None. 

For  Administration:  E.  Gross,  Dept,  of  Commerce. 
ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
February  10,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  25,  1970;  then  to  March  10, 
1970;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  28,  1969,  acting  on  Alt.  Applic.  1408/1969, 
reads : 

“1.  This  application  substantially  alters  the  building 
use  and  area  as  previously  approved  by  the  Board  of 
Standards  and  Appeals,  under  Calendar  No.  912-54-BZ. 
Review  by  Board  of  Standards  and  Appeals  is  therefore 
required. 

2.  The  proposed  building  enlargement  exceeds  the 
maximum  floor  area  ratio  as  required  under  Sec.  33-121 
of  the  Zoning  Resolution. 

3.  The  proposed  building  enlargement  exceeds  the 
maximum  height  of  front  wall  permitted  within  the 
initial  setback  distance;  and  projects  into  the  sky  ex¬ 
posure  plane;  as  per  Sec.  33-431  of  the  Zoning  Reso¬ 
lution,  and  also  exceeds  the  limit  of  2  stories  max.  for 
a  commercial  building,  established  by  Sec.  32-421  Z.R. 

4.  The.  proposed  parking  does  not  meet  the  re¬ 
quired  parking  standards  for  a  Use  Group  6  B1  occu¬ 
pancy  within  a  C2-2  zone,  as  defined  under  Sec.  36-21 
of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted '  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  a  C2-2  district,  on  a  plot  previously  before  the 
Board,  the  erection  of  a  five-story  office  building  that  ex¬ 
ceeds  the  permitted  floor  area  ratio,  penetrates  the  sky 
exposure  plane  and  has  less  than  the  required  accessory  park¬ 
ing,  on  condition  that  all  work  shall  substantially  conform 
to  drawings  filed  with  this  application  marked  “Received 
December  12,  1969,”  seven  sheets,  and  “March  6,  1970,” 
eight  sheets ;  on  further  condition  that  the  existing  gasoline 
service  station  be  demolished  and  the  parking  area  be  com¬ 
pleted  as  shown  on  sheet  #7  of  fourteen,  not  later  than  at 
the  expiration  of  the  variance  granted  by  the  Board  under 
Cal.  #912-54-BZ;  that  these  premises  be  occupied  by  the 
International  Brotherhood  of  Pulp,  Sulfite  and  Paper  Mill 
Workers,  only;  that  the  maximum  number  of  employees  be 
limited  to  30  at  any  one  time ;  and  that  the  employer  provide 
at  its  own  expense  private  bus  service  for  the  employees 
between  these  premises  and  the  subway  stations  nearby; 
that  all  laws,  rules  and.  regulations  applicable  be  complied 
with.,  and  that  substantial  construction  shall  be  completed 
within  one  year  from  the  date  of  this  resolution. 


7-70-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 
SUBJECT — Application  January  2,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-65  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  at  an  existing 
three  story  telephone  exchange,  the  erection  of  a  fourth 
story  that  increases  the  degree  of  non-compliance  in  floor 
area  ratio  and  creates  non-compliance  with  the  height  and 
setback  requirements. 

PREMISES  AFFECTED — 1070  Bushwick  Avenue,  south¬ 
west  corner  of  Palmetto  Street,  Block  3339,  Lots  23  and 
21,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  S.  C.  Imbergamo,  W.  A.  Rose  and  D.  O. 
Pringle. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE : 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION : 

Whereas,  a  public  hearing  was  held  on  this  application 
on  March  3,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  March  10,  1970;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  2,  1969,  acting  on  Alt.  Applic.  933/1969, 
reads : 

“1.  Proposed  extension  of  a  non-conforming  use  in 
a  structure  situated  in  a  Residence  District  is  contrary 
to  Sec.  52-41  of  the  Zoning  Resolution. 

2.  Proposed  structural  alteration  in  a  building 
completely  occupied  by  a  non-conforming  use  is  con¬ 
trary  to  Sec.  52-22  of  the  Zoning  Resolution. 

3.  Proposed  enlargement  to  an  existing  non-con¬ 
forming  use  (telephone  exchange  bldg.  Use  Group  6) 
in  an  R6  Zoning  District  to  be  used  for  open  accessory 
parking  of  20  automobiles  is  not  permitted  as  of  right 
and  is  contrary  to  Sec.  22-00  and  Sec.  52-41  of  the  Zon¬ 
ing  Resolution. 

4.  Proposed  enlargement  of  a  non-complying 
building  increases  the  degree  of  non-compliance  and  is 
contrary  to  Sec.  54-31  of  the  Zoning  Resolution. 

Note  :  There  are  no  bulk  regulations  governing  a 
commercial  building  situated  in  a  Residence  District.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-65  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Section  73-65  of  the  Zoning  Resolution,  to  permit 
in  an  R6  district,  at  an  existing  three-story  telephone  ex¬ 
change  the  erection  of  a  fourth  story  that  increases  the  de¬ 
gree  of  non-compliance  with  the  height  and  setback  require¬ 
ments,  on  condition  that  all  work  shall  substantially  conform 
to  drawings  filed  with  this  application,  marked  “Received, 
January  2,  1970,”  12  sheets,  and  “March  6,  1970,”  two  sheets ; 
on  further  condition  that  there  shall  be  no  commercial  ve¬ 
hicles  on  the  parking  area,  and  that  the  parking  area  gate 
be  kept  closed  at  all  times  except  for  the  passage  of  vehicles, 
and  that  in  all  other  respects,  all  other  laws,  rules  and  regu¬ 
lations  applicable  be  complied  with,  and  that  substantial 
construction  be  completed  within  one  year  from  the  date  of 
this  resolution. 


Adjourned:  1:10  P.M. 

James  P.  Mulroy,  Secretary 
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REGULAR  MEETING 

TUESDAY  AFTERNOON,  MARCH  10,  1970,  2  P.  M. 

Present :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

777-38-SM 

APPLICANT — Celotex  Corporation,  subsidiary  of  Jim 
Walters  Corp.,  owner. 

APPEARANCES— 

For  Applicant:  Arch  H.  Riley. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
777-38-SM — Amendment  to  resolution  as  to  change  of 
trade  name. 

Celotex  Corporation,  subsidiary  of  Jim  Walters  Corp., 
requested  that  the  resolution  adopted  September  20,  1938 
as  amended  December  5,  1967  under  Calendar  Number  777- 
38-SM  be  reopened  and  amended  so  as  to  show  a  change  of 
trade  name. 

PROPOSED  USE:  Roofing  material. 

DESCRIPTION :  The  material,  Barrett  Bituminous  Ce¬ 
ment  was  approved  under  this  Calendar  Number  on  Sep¬ 
tember  20,  1938.  The  requested  materials,  known  as  Barrett 
Weatherized  Plastic  Cement,  Barrett  C  Elistigum  Roof  Ce¬ 
ment  and  Barrett  Flexigum  Roof  Cement,  are  the  same 
material  as  the  approved  Barrett  Bituminous  Cement. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  September  20,  1938  as 
amended  through  December  5,  1967  under  Calendar  Num¬ 
ber  777-38-SM  be  reopened  and  amended  so  as  to  include 
the  additional  trade  names  as  above  described,  on  condition 
that  the  requirements  of  the  resolution  adopted  September 
20,  1938  as  amended  through  December  5,  1967  under 
Calendar  Number  777-38-SM  be  complied  with.  In  lieu 
of  the  requirements,  as  set  forth  in  resolution  adopted  De¬ 
cember  5,  1967,  a  report  from  an  independent  testing  labora¬ 
tory  ;  the  Committee  recommends  that  a  sworn  affidavit 
by  a  responsible  officer  of  the  manufacturer,  familiar  with 
the  materials,  processes  and  controls  are  being  maintained 
as  were  in  effect  at  the  time  of  this  approval,  or  previous 
approvals  under  this  Calendar  Number.  Failure  to  notify 
the  Board  of  change  of  ownership,  change  of  address  or  to 
submit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 

(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

113-46-SM 

APPLICANT — Auth  Electric  Company,  Inc.,  owner. 
APPEARANCES— 


For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
113-46-SM — Amendment  to  resolution  as  to  additional  model 
of  door  interviewer. 

Auth  Electric  Company,  Inc.,  Long  Island  City,  New  York, 
requested  that  the  resolution  adopted  November  19,  1946  as 
amended  at  various  times  through  December  14,  1965  under 
Calendar  Number  113-46-SM  be  reopened  and  amended  so 
as  to  include  an  additional  door  interviewer. 

PROPOSED  USE:  Door  interviewer. 

DESCRIPTION  :  The  requested  Model  No.  896  is  a  com¬ 
bination  door  chime  and  peephole. 

This  model  is  a  combination  of  the  presently  approved 
Model  886  (wide  angle  lens  peephole)  and  the  presently 
approved  Model  895  (one-way  mirror  peephole)  achieved  by 
substituting  the  face  plate  of  the  Model  895  for  that  of 
Model  886.  This  results  in  an  interviewer  which  has  the 
wide-angle  lens  peephole  in  the  face  plate  which  previously 
held  the  one-way  mirror  peephole. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  19,  1946  as 
amended  through  December  14,  1965  under  Calendar  Num¬ 
ber  113-46-SM  be  reopened  and  amended  so  as  to  include 
the  additional  Model  No.  896  Combination  Door  Chime 
and  Viewer,  on  condition  that  the  requirements  of  the  reso¬ 
lution  adopted  November  19,  1946  as  amended  at  various 
times  through  December  14,  1965  under  Calendar  Number 
113-46-SM  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

584-53-SA 

APPLICANT — The  H.  B.  Smith  Company,  Inc. 
APPEARANCES— 

For  Applicant :  Richard  W.  Conway. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  . . . .  0 
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THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
584-53-SA — H.  B.  Smith  Company,  Inc.,  Westfield,  Mass., 
requested  that  the  resolution  adopted  December  22,  1953 
under  Calendar  Number  584-53-SA  be  reopened  and  amended 
to  include  the  Century  III  Gas  Boilers,  Series  CCC-S/W. 
PROPOSED  USE:  Gas-fired  low  pressure  steam  or  hot 
water  boilers  for  domestic  and  commercial  installation. 

DESCRIPTION :  The  Century  III  Series  CCC  boilers  are 
similar  to  the  previously  approved  C  Series.  The  overall 
height  of  the  heating  surface  was  increased  and  the  return 
tappings  on  the  end  sections  were  relocated  to  improve 
foundry  operation.  Operating  and  safety  controls  have  not 
been  changed. 

As  previously,  the  CCC  Series  steam  or  hot  water  boilers 
are  made  with  3  to  12  cast  iron  sections.  Heat  input  for  the 
3  section  boiler  has  been  increased  from  138,000  Btu  per 
hour  input  to  150,000  Btu.  Additional  burners  installed  be¬ 
tween  boiler  sections  add  75,000  Btu  so  that  the  12  section 
boiler  with  11  burners  has  an  input  capacity  of  825,000  Btu. 

INSPECTION  AND  TEST :  The  CCC  Series  steam  and 
hot  water  boilers  have  been  approved  by  the  American  Gas 
Association.  Copy  is  on  file. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  22,  1953  under 
Calendar  Number  584-53-SA  be  reopened  and  amended  to 
include  the  Century  III  Gas  Boilers,  Series  CCC-S/W  for 
use  in  New  York  City  under  the  provisions  of  Articles  14 
and  15  Building  Code  of  the  City  of  New  York  in  lieu  of 
Article  12,  Chapter  26,  Administrative  Building  Code,  and 
on  condition  that  the  other  requirements  of  the  resolution 
adopted  December  22,  1953  under  Calendar  Number  584- 
53-SA  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 
John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

263-59-SM 

APPLICANT — The  New  Haven  Trap  Rock  Co.,  Div.  of 
Ashland  Oil  and  Refining  Company,  owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

W hereas,  the  report  of  a  Committee  on  Test  reads : 
263-59-SM — Amendment  to  resolution  as  to  change  of  owner- 
manufacturer. 


The  New  Haven  Trap  Rock  Co.,  Division  of  Ashland  Oil 
and  Refining  Company,  requested  that  the  resolution  adopted 
September  15,  1959  under  Calendar  Number  263-59-SM  be 
reopened  and  amended  so  as  to  show  a  change  of  owner- 
manufacturer. 

PROPOSED  USE:  Aggregate  for  use  in  concrete. 
DESCRIPTION  :  There  has  been  no  change  in  the  locations 
of  the  quarries  nor  in  the  method  of  processing  the  aggregate. 
Longevity  of  the  quarry  is  50  years. 

Ashland  Oil  and  Refining  Company  has  submitted  an  affi¬ 
davit  showing  that  they  have  purchased  all  rights,  assets, 
etc.  of  the  New  Haven  Trap  Rock  Company  and  the  new 
owner-manufacturer  is  known  as  The  New  Haven  Trap 
Rock  Co.,  Division  of  Ashland  Oil  and  Refining  Company. 
RECOMMENDATION  :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  September  15,  1959  under 
Calendar  Number  263-59-SM  be  reopened  and  amended  so 
as  to  show  a  change  of  owner-manufacturer,  new  owner- 
manufacturer  being  The  New  Haven  Trap  Rock  Company, 
Division  of  Ashland  Oil  and  Refining  Company,  on  condition 
that  the  requirements  of  the  resolution  adopted  September 
15,  1959  under  Calendar  Number  263-59-SM  be  complied 
with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Num¬ 
ber.  Failure  to  notify  the  Board  of  change  of  ownership, 
change  of  address  or  to  submit  the  annual  affidavit  will  be 
cause  for  revocation  af  approval. 

(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


844-60-SA 

APPLICANT — Crane  Company,  owner. 
APPEARANCES— 

For  Applicant:  John  F.  Canyock. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
844-60-SA — Crane  Company,  Chicago,  Illinois,  requested 
that  the  resolution  adopted  May  23,  1961  under  Calendar 
Number  844-60-SA  be  reopened  and  amended  to  include  the 
new  model  Crane  Sunnyday  202A  Series  Gas  Boilers,  Steam 
or  Hot  Water,  also  be  marketed  as  the  National  U.  S.  109A 
Series  Gas  Boilers,  Steam  or  Hot  Water. 

PROPOSED  USE:  Steam  and  hot  water  residential 
heating  boilers. 

DESCRIPTION :  The  202A  Series  gas  boilers  are  similar 
to  the  previously  approved  Series  8  Sunnyday  boilers  also 
designated  as  the  Series  202.  The  height  of  the  draft  di¬ 
verter  has  been  changed  as  has  the  height  of  the  rear  base 
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panel.  Gas  port  was  changed  for  use  with  propane  or  man¬ 
ufactured  gas. 

The  heating  capacity  for  the  202A  Series  will  be  the  same 
as  for  the  Series  8  boilers  ranging  from  60,000  Btu  per  hour 
input  for  the  3  section  boiler  to  300,000  Btu  for  the  11  sec¬ 
tion  boiler.  Operating  and  safety  controls  will  be  the  same. 
INSPECTION  AND  TEST:  The  Sunnyday  202  Series  has 
been  approved  by  the  American  Gas  Association  for  reduced 
clearance  installation.  Copy  is  on  file.  The  listing  includes 
National-U.  S.  109A  Series. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  23,  1961  under  Calen¬ 
dar  Number  844-60-SA  be  reopened  and  amended  to  include 
the  Crane  Sunnyday  202A  Series  Gas  Boilers,  Steam  or  Hot 
Water,  for  use  in  New  York  City  under  the  provisions  of 
Articles  14  and  IS  Building  Code  of  the  City  of  New  York 
in  lieu  of  Article  12,  Chapter  26,  Administration  Building 
Code  on  condition  that  the  other  requirements  of  the  resolu¬ 
tion  adopted  May  23,  1961  under  Calendar  Number  844- 
60-SA  be  complied  with. 

The  Committee  further  recommends  that  these  boilers  may 
be  marketed  as  the  National-U.  S.  109A  Series  by  the 
National-U.  S.  Radiator  Division  of  Crane  Company. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  affidavit  will  be  cause 
for  revocation  of  approval. 

(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

1169-64-SA 

APPLICANT — Eclipse  Air  Brush  Company,  owner. 
APPEARANCES— 

For  Applicant :  David  B.  Kerr. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
1169-64-SA — Eclipse  Air  Brush  Company,  Fairfield,  New 
Jersey,  requested  that  the  resolution  adopted  November  23, 
1965  under  Calendar  Number  1169-64-SA  be  reopened  and 
amended  to  include  the  Eclipse  Auto-Wrap-Rod  Automatic 
Electrostatic  Gun. 

PROPOSED  USE:  An  electrostatic  paint  spray  gun. 
DESCRIPTION :  The  automatic  spray  gun  is  similar  to 
the  previously  approved  Wrap-Rod  hand  gun  but  is  intended 
to  be  clamped  in  position  and  to  be  operated  automatically 
by  air  pressure  supplied  through  an  additional  air  line.  The 
barrel  of  the  automatic  gun  is  2  inches  longer  than  the  barrel 
of  the  hand  gun. 


INSPECTION  AND  TEST :  All  data  submitted  in  catalog 
99D  was  examined  by  Ass’t  Engr.  G.  F.  Sklenarik  and  found 
satisfactory. 

RECOMMENDATION  :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  23,  1965  under 
Calendar  Number  1169-64-SA  be  reopened  and  amended  to 
include  the  Eclipse  Auto-Wrap-Rod  Automatic  Electro¬ 
static  Gun,  on  condition  that  the  requirements  of  the  resolu¬ 
tion  adopted  November  23,  1965  under  Calendar  Number 
1169-64-SA  shall  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


843-65-SM 

APPLICANT — Evon  Industries,  Inc.,  owner. 
APPEARANCES— 

For  Applicant :  Peter  H.  Miller. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  q 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
843-65-SM — Amendment  to  resolution  as  to  additional  sizes 
of  studs. 

Evon  Industries,  Inc.,  Newark,  New  Jersey,  requested  that 
the  resolution  adopted  May  24,  1966  under  Calendar  Number 
843-65-SM  be  reopened  and  amended  so  as  to  include  addi¬ 
tional  size  studs. 

PROPOSED  USE:  Steel  studs  for  use  in  partitions. 
DESCRIPTION :  The  presently  approved  studs  range  in 
widths  from  1$4  to  3^4  inches.  The  requested  amendment 
is  to  increase  the  range  of  widths  from  to  6  inches  with 
the  same  gauge,  with  no  increase  in  height  above  16',  0". 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  24,  1966  under  Cal¬ 
endar  Number  843-65-SM  be  reopened  and  amended  so  as 
to  include  additional  steel  studs  in  widths  ranging  from  1^4 
to  6  inches,  on  condition  that  all  requirements  of  the  resolu¬ 
tion  adopted  May  24,  1966  under  Calendar  Number  843- 
65-SM  are  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 


MINUTES 


Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik. 

Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


914-65-SM 

APPLICANT — Hobart  Brothers  Company,  owner. 
APPEARANCES— 

For  Applicant:  Joseph  M.  Golden. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
914-65-SM — Amendment  to  resolution  as  to  additional  weld¬ 
ing  process. 

Hobart  Bros.,  Troy,  Ohio,  requested  that  the  resolution 
adopted  July  12,  1966  under  Calendar  Number  914-65-SM 
be  reopened  and  amended  so  as  to  include  the  welding  proc¬ 
ess  known  as  Electroslag  Welding  (trade  name  is  Hobart 
Porta  Slag  Unit) 

PROPOSED  USE:  Electroslag  welding. 

DESCRIPTION :  This  process  utilizes  the  same  basic 
equipment  and  electrode  wires  previously  approved  under 
Calendar  Number  914-65-SM.  Added  are  a  welding  head, 
control  box,  box  for  wire  feeding  and  weld  metal  retaining 
shoes.  In  electroslag  welding  the  previously  approved  elec¬ 
trode  is  directed  at  the  bottom  of  the  joint  by  a  guide  in 
a  vertical  position.  The  guide,  which  is  a  heavy-walled 
tube  carries  the  welding  current  until  the  electrode  passed 
from  it.  A  flux  is  placed  at  the  bottom  of  the  joint  to  start 
the  process.  The  electrode  and  the  guide  melt  and  become 
part  of  the  solidified  weld  metal.  There  is  no  arc  in  this 
process  except  at  the  start  of  the  welding  process. 

Welding  is  done  in  the  vertical  position  using  weld  metal 
retaining  shoes  in  contrast  with  the  joint  sides  to  contain  the 
molten  weld  metal. 

A  detailed  description  of  the  process  is  contained  in  WPL- 
6801-P  which  is  filed  with  the  case. 

INSPECTION  &  TEST :  A  series  of  tests  as  prescribed 
by  the  American  Welding  Society’s  Code  for  Welding  and 
Building  Construction  (AWS  Dl.0.69)  has  been  made  and 
certified  by  the  Bowser  Morner  Testing  Laboratory  of  Day- 
ton,  Ohio.  All  of  the  tests  conducted  as  prescribed  were 
satisfactory. 

Demonstrations  of  the  electroslag  process  were  witnessed 
by  Commissioners  Joseph  B.  Klein  and  William  A.  Nolan 
of  the  Board. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  12,  1966  under  Cal¬ 
endar  Number  914-65-SM  be  reopened  and  amended  so  as 
to  include  Electroslag  Welding  (trade  name  is  Hobart  Porta 
slag  unit),  on  condition  that  the  requirements  of  the  resolu¬ 
tion  adopted  July  12,  1966  under  Calendar  Number  914- 


65-SM  as  to  the  construction  and  operation  of  the  equipment 
and  that  the  welding  processes  comply  with  the  require¬ 
ments  of  AWS  Dl.0.69. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Joseph  B.  Klein, 

Commissioner, 

William  A.  Nolan, 

Commissioner. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


1210-66-SM 

APPLICANT — Hordis  Brothers,  Inc.,  owner;  James  J. 
Price,  agent. 

APPEARANCES— 

For  Applicant :  Joseph  P.  Abruzzo. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  o 

Absent:  Commissioner  Klein  .  1 

THE  RESOLUTION— 


w hereas,  the  report  of  a  Committee  on  Test  reads : 
1210-66-SM — Hordis  Bros.,  Inc.,  Pennsauken,  New  Jersey, 
filed  for  approval  of  the  material  known  as  Arm-R-Brite 
Spandrel  Panel  under  the  provisions  of  C26-550.2  Adminis¬ 
trative  Building  Code. 

PROPOSED  USE:  Glass  panel. 

DESCRIPTION :  The  material  is  tempered  glass  having 
a  ceramic  enamel  facing  fused  onto  one  surface  of  the  glass 
to  afford  color  and  pattern.  All  panels  are  manufactured  to 
size  as  the  panels  cannot  be  cut  or  ground  after  forming. 
INSPECTION  AND  TEST :  The  applicant  has  submitted 
reports  of  tests  conducted  by  Miami  Testing  Laboratories, 
Inc.  The  load  test  on  inch  thick  panel  showed  that  the 
load  required  to  cause  failure  was  226  lbs.  per  sq.  ft. 

An  impact  test  was  also  conducted  on  a  3/16  inch  thick 
panel  in  accordance  with  USASI  Z97.1-1966  and  successfully 
met  the  requirements. 

The  complete  tests  reports  are  on  file  with  the  record. 
RECOMMENDATION :  Although  the  applicant  filed  un¬ 
der  the  provisions  of  C26-550.2  Administrative  Building 
Code,  the  Committee  on  Test  recommends  the  approval  of 
the  material  known  as  Arm-R-Brite  Spandrel  Panel  under 
the  provisions  of  C26-106.0.2  Building  Code  of  the  City  of 
New  York  when  installed  in  accordance  with  the  require¬ 
ments  of  Sub- Article  1011.0  Building  Code  of  the  City  of 
New  York.  All  panels  shall  be  labeled  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  1210-66-SM”. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 
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(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


186-68-SM 

APPLICANT — Donn  Products,  Inc.,  owner. 
APPEARANCES— 

For  Applicant :  Eugene  Carraro. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
186-68-SM — Donn  Products,  Inc.,  Westlake,  Ohio,  filed  for 
approval  of  the  Donn  Crusader  Movable  Partition  System 
under  the  provisions  of  C26-636.0  Administrative  Building 
Code. 

PROPOSED  USE:  One-hour  fire  resistive  subdividing 
partition. 

DESCRIPTION :  The  partition  consists  of  a  concealed 
skeletal  steel  framing  which  is  formed  of  two  24  gauge  cold 
rolled  steel  components  clinched  together  at  6  inch  on  cen¬ 
ters.  The  studs  are  formed  to  provide  a  mechanical  inter¬ 
lock  with  the  panel  edges. 

The  panel  consists  of  24  gauge  steel  faces  laminated  to  Vi 
inch  thick  Type  X  approved  gypsum  board.  The  vertical 
edges  of  the  panels  have  continuously  roll-formed  edges  to 
automatically  and  mechanically  interlock  and  align  to  studs. 
The  panel  is  insulated  with  2^  lb.  density  approved  rock 
wool. 

The  size  of  the  panel  is  30  inches  wide  by  3  inches  thick, 
and  weighs  76  lbs.  for  a  10  ft.  high  panel. 

The  materials  used  and  the  construction  of  the  partition 
is  in  accordance  with  Figures  2  and  3  as  contained  in  Ohio 
State  University  Report  T-3658  which  is  on  file  with  the 
record. 

INSPECTION  AND  TEST :  A  partition  constructed  as 
herein  described  was  tested  at  Ohio  State  University  in 
accordance  with  the  requirements  of  C26-591.0  and  C26- 
592.0  Administrative  Building  Code.  The  partition  success¬ 
fully  met  the  fire  and  hose  stream  test  requirements.  The 
complete  report  of  Ohio  State  University  T-3658  is  on  file 
with  the  record. 

RECOMMENDATION :  Although  the  applicant  filed 

under  the  provisions  of  C26-636.0  Administrative  Building 
Code,  the  Committee  on  Test  recommends  the  approval  of 
the  Donn  Crusader  Movable  Partition  System  under  the 
provisions  of  C26-501.1  Building  Code  of  the  City  of  New 
York  as  having  met  the  requirements  of  RS5-2  for  use  in 
New  York  City  as  a  one-hour  fire  resistive  non-load  bearing 
movable  partition  under  the  provisions  of  C26-504.8  Build¬ 
ing  Code  of  the  City  of  New  York,  on  condition  that  all 
plans  submitted  to  the  Department  of  Buildings  showing 
the  proposed  use  of  this  construction  shall  be  labeled  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  use  in 
New  York  City  under  Calendar  Number  186-68-SM”  and 
in  addition  the  drawing  herein  described,  namely,  Figures  2 


and  3  as  contained  in  Ohio  State  University  Report  T-3658 
shall  also  be  submitted. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


490-68-SA 

APPLICANT — William  Runge  for  J.  W.  Runge  and  Com¬ 
pany,  owner. 

APPEARANCES— 

For  Applicant :  None. 

AC1ION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
490-68-SA — J.  W.  Runge  and  Company,  Jersey  City,  New 
Jersey,  filed  for  approval  of  the  appliance  known  as  Runge 
Heat  Exchanger  under  the  provisions  of  the  Oil  Burner 
Rules  of  the  Board. 

PROPOSED  USE:  Fuel  oil  preheater. 

DESCRIPTION :  The  preheater  is  of  the  single  shell, 
single  tube  design.  Shell  and  tubes  are  of  carbon  steel. 

INSPECTION  AND  TEST :  The  preheaters  are  built  in 
accordance  with  the  provisions  of  the  Boiler  and  Pressure 
'Vessel  Code  of  A.  S.  M.  E. 

RECOMMENDATION :  Although  the  applicant  filed  un¬ 
der  the  provisions  of  the  Oil  Burner  Rules  of  the  Board, 
the  Committee  on  Test  recommends  the  approval  of  the 
Runge  Heat  Exchanger  under  the  provisions  of  C26- 107.0 
Building  Code  of  the  City  of  New  York,  on  condition  that 
the  installation  comply  with  the  requirements  of  C26-1416.4.C 
(1)  (3)  (4)  or  (5).  Each  heater  shall  bear  a  label,  perman¬ 
ently  affixed,  reading  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  490-68-SA”. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval.  Failure  to  notify  the  Board  of  change  of 
ownership,  change  of  address  or  to  submit  the  annual  affi¬ 
davit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 
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George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


496-68-SM 

APPLICANT — Union  Carbide  Corporation  Cement  and 
Concrete  Chemicals  Dept.,  owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
496-68-SM — Union  Carbide  Corp.,  Cement  and  Concrete 
Chemicals  Dept.,  New  York,  filed  for  approval  of  Placewel 
EF  under  the  provisions  of  C26-191.0  Administrative  Build¬ 
ing  Code. 

PROPOSED  USE:  Water  reducing  agent  for  concrete. 
DESCRIPTION :  This  liquid  material,  non-lignin  based 
and  containing  no  calcium  chloride,  is  basically  a  hydro- 
oxylated  carboxylic  acid  product. 

The  amount  of  this  material  used  in  the  making  of  con¬ 
crete  is  2  fluid  ounces  per  sack  of  cement. 

INSPECTION  AND  TEST :  The  applicant  has  submitted 
a  report  of  tests  conducted  by  Froehling  and  Robertson, 
Inc.  showing  that  this  material  meets  the  requirements  of 
A.S.T.M.  C494. 

RECOMMENDATION :  Although  the  applicant  filed  un¬ 
der  the  provisions  of  C26- 191.0  Administrative  Building 
Code,  the  Committee  on  Test  recommends  the  approval  of 
the  material  known  as  Placewel  EF  under  the  provisions  of 
C26-106.2(a)  (2)  Building  Code  of  the  City  of  New  York  as 
having  met  the  requirements  of  RS10-44  for  use  in  New 
York  City  under  the  provisions  of  C26-1004.6  Building  Code 
of  the  City  of  New  York.  Each  container  in  which  the  ma¬ 
terial  is  marketed  shall  be  labeled  “Approved  by  the  Board 
of  Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  496-68-SM”. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


549-68-SM 

APPLICANT — Greeley  Sign  System,  Incorporated,  owner. 


APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  o 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
549-68-SM — Greeley  Sign  System,  Inc.,  New  York  City, 
filed  for  approval  of  the  Spot-Lite  Series  4000  CLL  Vinyl 
Exit  Sign  under  the  provisions  of  C26-27 9.0  Administrative 
Building  Code. 

PROPOSED  USE:  Supplemental  exit  sign. 
DESCRIPTION :  The  word  “Exit”,  in  opaque  letters,  is 
silk-screened  onto  a  phosphorescent  vinyl  film.  The  phos¬ 
phorescent  material  has  been  approved  by  the  Board  for 
Canrad  Precision  Industries,  Inc.  under  Calendar  Number 
232-67-SM. 

INSPECTION  AND  TEST :  As  the  material  has  been 
approved  under  Calendar  Number  232-67-SM,  the  only  test 
required  was  the  visibility  test  and  the  sign  successfully 
met  this  test  as  it  remained  visible  at  a  distance  of  lOO'-O" 
after  remaining  in  darkness  for  a  period  of  8  hours.  The 
complete  test  report  of  United  States  Testing  Company, 
Inc.,  is  on  file  with  the  record. 

RECOMMENDATION :  Although  the  applicant  filed  un¬ 
der  the  provisions  of  C26-279.0  Administrative  Building 
Code,  the  Committee  on  Test  recommends  the  approval  of 
the  Spot-Lite  Series  4000  CLL  Vinyl  Exit  Sign  under  the 
provisions  of  C26-106.2  Building  Code  of  the  City  of  New 
York  for  use  as  a  supplemental  exit  sign  under  the  provi¬ 
sions  of  C26-606.0  and  C26-607.0  Building  Code  of  the  City 
of  New  York.  Each  sign  shall  be  label  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  549-68-SM”. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board, _  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 
John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

550-68-SM 

APPLICANT — Letterama,  owner. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 
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THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
550-68-SM — Letterama,  New  York  City,  filed  for  approval 
of  the  Spot-Lite  Series  4000  CLL  Vinyl  Exit  Sign  under 
the  provisions  of  C26-279.0  Administrative  Building  Code. 
PROPOSED  USE:  Supplemental  exit  sign. 
DESCRIPTION :  The  word  “Exit”,  in  opaque  letters,  is 
silk-screened  onto  a  phosphorescent  vinyl  film.  The  phos¬ 
phorescent  material  has  been  approved  by  the  Board  for 
Canrad  Precision  Industries,  Inc.  under  Calendar  Number 
232-67-SM. 

INSPECTION  AND  TEST :  As  the  material  has  been 
approved  under  Calendar  Number  232-67-SM,  the  only 
test  required  was  the  visibility  test  and  the  sign  successfully 
met  this  test  as  it  remained  visible  at  a  distance  of  lOO'-O" 
after  remaining  in  darkness  for  a  period  of  8  hours.  The 
complete  test  report  of  United  States  Testing  Company,  Inc. 
is  on  file  with  the  record. 

RECOMMENDATION :  Although  the  applicant  filed  un¬ 
der  the  provisions  of  C26-279.0  Administrative  Building 
Code,  the  Committee  on  Test  recommends  the  approval  of 
the  Spot-Lite  Series  4000  CLL  Vinyl  Exit  under  the  pro¬ 
visions  of  C26-106.2  Building  Code  of  the  City  of  New 
York  for  use  as  a  supplemental  exit  sign  under  the  provi¬ 
sions  of  C26-606.0  and  C26-607.0  Building  Code  of  the  City 
of  New  York.  Each  sign  shall  be  labeled  “Approved  by 
the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  550-68-SM”. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  Ira  Kai.ish,  P.E., 

Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


678-68-SA 

APPLICANT — Space  Conditioning,  Incorporated,  owner; 
Henry  S.  Proctor,  agent. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
678-68-SA — Space  Conditioning,  Inc.,  Harrisonburg,  Vir¬ 
ginia,  filed  for  approval  of  the  appliance  known  as  Space 
Conditioning  Furnace,  Models  FIS-85,  FIS-100,  FIS-125, 
FIS-160,  FIS-250,  under  the  provisions  of  Chapter  26, 
Article  12,  Administrative  Building  Code  and  the  Oil  Burner 
Rules  of  the  Board. 

PROPOSED  USE:  Oil-fired  furnace. 


DESCRIPTION :  The  appliance  is  an  oil-fired  warm  air 
furnace.  The  Btu  input  ranges  from  106,000  for  the  FIS-85 
to  245,000  for  the  FIS-250. 

The  principal  components  are  the  furnace,  oil  burner,  heat 
exchanger  and  controls  consisting  of  a  light  sensitive  flame 
detector  cell,  combination  fan  and  limit  control,  solenoid 
valve  and  prepurge  delay  switch. 

INSPECTION  AND  TEST :  The  furnaces  have  been  ap¬ 
proved  by  the  Underwriters’  Laboratories  under  MP1551. 
RECOMMENDATION :  Although  the  applicant  filed  un¬ 
der  the  provisions  of  Chapter  26,  Article  12,  Administra¬ 
tive  Building  Code  and  the  Oil  Burner  Rules  of  the  Board, 
the  Committee  on  Test  recommends  the  approval  of  the 
Space  Conditioning  Furnace,  Models  FIS-85,  FIS-100,  FIS- 
125,  FIS-160,  FIS-250,  under  the  provisions  of  C26-170.0 
Building  Code  of  the  City  of  New  York  when  installed  in 
accordance  with  the  requirements  of  Articles  14  and  15 
Building  Code  of  the  City  of  New  York.  Each  furnace  shall 
bear  a  label,  permanently  affixed,  reading  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  678-68-SA”. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval.  Failure  to  notify  the  Board  of  change  of 
ownership,  change  of  address  or  to  submit  the  annual  affi¬ 
davit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 
John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


685-68-SM 

APPLICANT — Sol  Glogower,  owner. 

APPEARANCES— 

For  Applicant :  Sol  Glogower. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
685-68-SM — Sol  Glogower,  Little  Neck,  New  York,  filed  for 
approval  of  the  Spot-Lite  Series  4000  CLL  Vinyl  Exit  Sign 
under  the  provisions  of  C26-279.0  Administrative  Building 
Code. 

PROPOSED  USE:  Supplemental  exit  sign. 
DESCRIPTION :  The  word  “Exit”,  in  opaque  letters,  is 
silk-screened  onto  a  phosphorescent  vinyl  film.  The  phos¬ 
phorescent  material  has  been  approved  by  the  Board  for 
Canrad  Precision  Industries,  Inc.  under  Calendar  Number 
232-67-SM. 

INSPECTION  AND  TEST :  As  the  material  has  been  ap¬ 
proved  under  Calendar  Number  232-67-SM,  the  only  test 
required  was  the  visibility  test  and  the  sign  successfully  met 
this  test  as  it  remained  visible  at  a  distance  of  lOO'-O"  after 
remaining  in  darkness  for  a  period  of  8  hours.  The  com- 
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plete  test  report  of  United  States  Testing  Company,  Inc.  is 
on  file  with  the  record. 

RECOMMENDATION :  Although  the  applicant  filed 
under  the  provisions  of  C26-279.0  Administrative  Building 
Code,  the  Committee  on  Test  recommends  the  approval  of 
the  Spot-Lite  Series  4000  CLL  Vinyl  Exit  under  the  pro¬ 
visions  of  C26-106.2  Building  Code  of  the  City  of  New  York 
as  a  supplemental  exit  sign  under  the  provisions  of  C26-606.0 
and  C26-607.0  Building  Code  of  the  City  of  New  York.  Each 
sign  shall  be  labeled  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  685-68-SM”. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


686-68-SM 

APPLICANT — Advertisers  Screen  Process  Corporation, 
owner. 

APPEARANCES— 

For  Applicant :  Sol  Glogower. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative  ;  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
686-68-SM — Advertisers  Screen  Process  Corporation,  New 
York  City,  filed  for  approval  of  Spot-Lite  Series  4000  CLL 
Vinyl  Exit  Sign  under  the  provisions  of  C26-279.0  Adminis¬ 
trative  Building  Code. 

PROPOSED  USE:  Supplemental  exit  sign. 
DESCRIPTION :  The  word  “Exit”,  in  opaque  letters,  is 
silk-screened  onto  a  phosphorescent  vinyl  film.  The  phos¬ 
phorescent  material  has  been  approved  by  the  Board  for 
Canrad  Precision  Industries,  Inc.  under  Calendar  Number 
232-67-SM. 

INSPECTION  AND  TEST:  As  the  material  has  been 
approved  under  Calendar  Number  232-67-SM,  the  only  test 
required  was  the  visibility  test  and  the  sign  successfully  met 
this  test  and  it  remained  visible  at  a  distance  of  lOO'-O"  after 
remaining  in  darkness  for  a  period  of  8  hours.  The  complete 
test  report  of  United  States  Testing  Company,  Inc.  is  on  file 
with  the  record. 

RECOMMENDATION ;  Although  the  applicant  filed 
under  the  provisions  of  C26-279.0  Administrative  Building 
Code,  the  Committee  on  Test  recommends  the  approval  of  the 
Spot-Lite  Series  4000  CLL  (Vinyl  Exit  under  the  provisions 
of  C26-106.2  Building  Code  of  the  City  of  New  York  for  use 


as  a  supplemental  exit  sign  under  the  provisions  of  C26-606.0 
and  C26-607.0  Building  Code  of  the  City  of  New  York.  Each 
sign  shall  be  labeled  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  686-68-SM”. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


691-68-SM 

APPLICANT— National  Gypsum  Company,  owner ;  John 
K.  Hovind,  agent. 

SUBJECT — Application  September  4,  1968 — Gold  Bond 
Contempo  Wall  Partition  Systems;  approval  of. 

APPEARANCES— 

For  Applicant:  John  K.  Hovind.. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  q 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
691-68-SM — National  Gypsum  Company  filed  for  approval 
of  the  Gold  Bond  Contempo-Wall  Partition  System  under 
the  provisions  of  C26-S91.0  and  C26-S92.0  Administrative 
Building  Code. 

PROPOSED  USE:  One-hour  incombustible  fire  resistive 
non-load  bearing  partition. 

DESCRIPTION :  The  partitions  consist  of  steel  floor  and 
ceiling  runners,  steel  studs  and  gypsum  wallboard. 

Type  I — This  construction  consists  of  steel  ceiling  and 
floor  tracks  and  steel  studs  spaced  24  inches  on  centers.  §4 
inch  thick  Durasan  or  Plain  Fire  Shield  Gypsum  Wallboard 
(approved  under  Calendar  Number  439-52-SM)  is  secured 
to  the  steel  studs  by  means  of  ll/%  inch  screws  spaced  9 
inches  on  centers  through  steel  batten  retainers  which  are 
erected  vertically  at  each  stud.  The  construction  is  in 
accordance  with  Dwg.  F -366  contained  in  Underwriters’ 
Laboratory  Report  R3501 -23-24  which  is  on  file  with  the 
record. 

Type  II — This  construction  is  the  same  as  Type  I  except 
that  the  stud  spacing  has  been  increased  to  3_0  inches  on 
centers;  all  other  components  and  erection  techniques  are 
the  same  as  in  the  partition  described  as  Type  I.  The  con¬ 
struction  is  in  accordance  with  Dwg.  FD-94  contained  in 
Factory  Mutual  Report  16738.37  which  is  on  file  with  the 
record. 

Type  III — This  construction  consists  of  steel  ceiling  and 
floor  runners  and  steel  studs  spaced  24  inches  on  centers  T/< 
inch  thick  Durasan  of  Fire  Shield  Gypsum  Wallboard  (ap- 
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proved  under  Calendar  Number  439-S2-SM)  is  secured  to 
the  studs  in  the  same  manner  as  in  Type  I.  The  other  differ¬ 
ence  between  this  type  and  Type  I  is  that  the  space  between 
the  studs  is  filled  with  3  lb.  density  rock  wool.  The  con¬ 
struction  is  in  accordance  with  Dwg.  FD-68  contained  in 
Factory  Mutual  Report  16738.31  which  is  on  file  with  the 
record. 

INSPECTION  AND  TEST :  The  three  types  of  partitions 
were  tested  in  accordance  with  the  requirements  of  C26-591.0 
and  C26-592.0  Administrative  Building  Code  and  RS5-2 
Building  Code  of  the  City  of  New  York,  and  each  partition 
successfully  met  the  fire  and  hose  stream  test  requirements 
for  a  one-hour  incombustible  fire  resistive  partition.  The 
complete  test  reports  of  the  Underwriters’  Laboratories  and 
Factory  Mutual,  as  referred  to  in  description,  are  on  file 
with  the  record. 

RECOMMENDATION :  Although  the  applicant  filed  un¬ 
der  the  provisions  of  C26-591.0  and  C26-592.0  Administra¬ 
tive  Building  Code,  the  Committee  on  Test  recommends  the 
approval  of  the  Gold  Bond  Contemp-Wall  Partition  Systems 
as  herein  described  under  the  provisions  of  C26-501.1  as 
having  met  the  requirements  of  RS5-2  Building  Code  of  the 
City  of  New  York,  as  a  one-hour  incombustible  fire-resistive 
partition  when  constructed  as  herein  described  as  Types  I, 
II  &  III,  on  condition  that  all  plans  submitted  to  the  Depart¬ 
ment  of  Buildings  showing  the  proposed  use  of  this  con¬ 
struction  shall  be  labeled  “Approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  691-68-SM”  and  in  addition,  the  applicant  shall  sub¬ 
mit  the  drawing,  as  herein  described,  for  the  Type  of  parti¬ 
tion  that  has  been  submitted. 

(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


988-67-SM 

APPLICANT — Robert  K.  Stafford  for  Miracle  Adhesives 
Corporation,  owner. 

SUBJECT — Application  November  9,  1967 — Miracle  Dry- 
wall  Contact  Adhesive  #7  (non-flammable)  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


645-69-A 

APPLICANT — John  E.  Paggioli  for  Nicholas  A.  DiMarzio, 
owner. 

SUBJECT — Application  October  30,  1969 — filed  pursuant  to 
Section  36  General  City  Law  re-  erection  of  building  not 
fronting  on  legal  street. 

PREMISES  AFFECTED — 20  Milburn  Street,  west  side, 
311.26  feet  north  of  Richmond  Road,  Block  950,  Lot  398, 
New  Dorp,  Borough  of  Richmond. 


APPEARANCES— 

For  Applicant:  John  E.  Paggioli. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  15,  1969  on  N.B.  Applic.  2099-68,  reads: 

“1.  Building  fronting  on  an  unmapped  street  is 
contrary  to  Sec.  36  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  15,  1969,  acting  on  N.B.  Applic.  2099-68, 
Objection  No.  1  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General  City 
Law,  and  that  the  appeal  be  and  it  hereby  is  granted ,  on 
condition  that  the  pavement  to  the  middle  of  the  street  be 
in  accordance  with  the  standards  of  the  Department  of  High¬ 
ways,  and  that  the  building  shall  substantially  comply  with 
drawings  filed  with  this  application  marked  “Received  Oc¬ 
tober  30,  1969,”  seven  sheets,  and  that  in  all  other  respects 
all  other  applicable  laws,  rules  and  regulations  be  complied 
with. 


741-69-A 

APPLICANT — Procter  and  Gamble  Manufacturing  Com¬ 
pany,  owner. 

SUBJECT — Application  December  23,  1969 — Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  new  smoking 
area,  2-relocation  of  existing  smoking  area. 

PREMISES  AbbECTED — 3636  Richmond  Terrace,  south¬ 
east  corner  of  Western  Avenue,  Block  1338,  Lot  1,  Port 
Ivory,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Plerman  H.  Krugman. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
August  5,  1969  on  Folder  No.  136930.01,  reads: 

“In  reply  to  your  letter  of  July  16,  1969  your  request 
regarding  relocation  of  existing  smoking  area  and  pro¬ 
posed  new  smoking  area  in  building  60  is  denied.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  August  5,  1969,  acting  on  Folder  No.  136930.01 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  building  shall  sub¬ 
stantially  comply  with  drawings  marked  “Received,  Decem¬ 
ber  23,  1969,”  six  sheets,  and  “March  2,  1970,”  two  sheets; 
on  further  condition  that  self-closing  metal  receptacles  be 
provided  in  each  smoking  area  for  combustible  waste;  and 
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in  all  other  respects  all  other  applicable  laws,  rules  and  reg¬ 
ulations  shall  be  complied  with. 


52-70-A 

APPLICANT — Robert  O.  Lowery  for  City  of  New  York, 
owner. 

SUBJECT— Application  January  23,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Class  5  struc¬ 
ture — firehouse,  prefabricated  metal  building,  etc. 

PREMISES  AFFECTED — 1689  to  1703  St.  Marks  Avenue, 
northeast  corner  of  Eastern  Parkway,  Block  1455,  Lots 
15,  76,  77,  78  and  80,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  J.  Hogan,  D.P.W.,  Herb  Lackner, 
D.P.W.,  Deputy  Chief  Edward  F.  Jonat,  F.D.  and  Lt. 
John  P.  Manfredi,  F.D. 

For  Opposition:  Edward  M.  Edenbaum,  U.F.A.  and 
Herbert  Peterson,  U.F.A. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  13,  1970  on  N.  B.  Applic.  N.  B.  867-69,  reads : 

“1.  Proposed  fire  house,  a  public  building,  in  a 
Class  5  structure  over  2,500  sq.  ft.  in  area,  is  contrary 
to  4.2.1. 

2.  Minimum  thickness  of  structural  steel  frame¬ 
work  of  the  proposed  prefabricated  metal  building  shall 
comply  with  C26-518.6  or  B.  S.  &  A.  approval.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved .  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  _  January  13,  1970,  acting  on  N.  B. 
Applic.  867-69,  Objections  Nos.  1  and  2  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  bffilding  shall  substantially  comply 
with  drawings  marked  “Received,  March  3,  1970,”  twelve 
sheets,  and  “March  8,  1970,”  one  sheet ;  on  further  con¬ 
dition  that  this  modification  be  for  a  term  of  three  years ; 
and  that  in  all  other  respects  all  other  laws,  rules  and 
regulations  shall  be  complied  with. 


609-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

AFFECTED — 72  Brook  Avenue,  south  side, 
400.40  feet  east  of  Hylan  Boulevard,  Block  4728,  Lot  88, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  to  March  17,  1970,  at 
2  P.  M.  for  decision ;  previously  inspected ;  hearing  closed. 


610-69-A 

APPLICANT  Louis  Lieberman  for  Montreal  Development 
ment  Corporation,  owner. 


SUBJECT  Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 78  Brook  Avenue,  west  side, 
4/6.36  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  92, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  to  March  17,  1970,  at 
2  P.  M.  for  decision;  previously  inspected;  hearing  closed. 


611-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT  Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFPECTED — 82  Brook  Avenue,  west  side, 
552.32  feet  south  of  LIylan  Boulevard,  Block  4728,  Lot  98, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  to  March  17,  1970,  at 
2  P.M.  for  decision;  previously  inspected;  hearing  closed. 


612-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT  Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 88  Brook  Avenue,  west  side 
602.48  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  10l’ 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  to  March  17,  1970,  at 
^  P.M.  for  decision ;  previously  inspected  j  hearing’  closed. 


613- 69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT  Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 94  Brook  Avenue,  west  side 
673.10  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  105’ 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  to  March  17,  1970,  at 
2  P.M.  for  decision;  previously  inspected;  hearing  closed. 

614- 69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT  Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 130  Brook  Avenue,  west  side 
1107.49  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  126’ 
Oakwood,  Borough  of  Richmond. 
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APPEARANCES— 

For  Applicant:  Louis  Lieberman. 

ACTION  OF  BOARD— Laid  over  to  March  17,  1970,  at 
2  P.M.  for  decision;  previously  inspected;  hearing  closed. 


615-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 136  Brook  Avenue,  west  side, 
1151.49  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  128, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  to  March  17,  1970,  at  2 
P.M.  for  decision;  previously  inspected;  hearing  closed. 


617-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 100  Brook  Avenue,  west  side, 
757.18  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  107, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  to  March  17,  1970,  at 
2  P.M.  for  decision;  previously  inspected;  hearing  closed. 


618-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 104  Brook  Avenue,  west  side 
810.97  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  109, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  to  March  17,  1970,  at  2 
P.M.  for  decision;  previously  inspected;  hearing  closed. 


619-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 108  Brook  Avenue  west  side, 
864.75  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  112, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  to  March  17,  1970,  at  2 
P.M.  for  decision ;  previously  inspected ;  hearing  closed. 


620-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT- — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — -114  Brook  Avenue,  west  side, 
918.54  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  115, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  to  March  17,  1970,  at 
2  P.M.  for  decision;  previously  inspected;  hearing  closed. 


621-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFbECTED — 118  Brook  Avenue,  west  side, 
972.33  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  118, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  to  March  17,  1970,  at 
2  P.M.  for  decision;  previously  inspected;  hearing  closed. 


622-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 122  Brook  Avenue,  west  side, 
1026.12  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot 
121,  Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Louis  Lieberman. 

ACTION  Oh  BOARD — Laid  over  to  March  17,  1970,  at 
2  P.M.  for  decision;  previously  inspected;  hearing  closed. 


623-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT  Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 126  Brook  Avenue,  west  side, 
1066.82  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot 
123,  Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  to  March  17,  1970,  at 
2  P.M.  for  decision;  previously  inspected;  hearing  closed. 


678-69-A 

APPLICANT — Philip  P.  Agusta  for  Don  Bosco  1960  Club, 
Incorporated,  owner. 

SUBJECT — Application  November  10,  1969 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed 
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change  from  store  to  public  use,  stairs,  egress  and  live 
load. 

PREMISES  AFFECTED — 729  Metropolitan  Avenue, 
north  side,  50  feet  west  of  Graham  Avenue,  Block  2759, 
Lot  30,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Philip  P.  Agusta. 

ACTION  OF  BOARD — Laid  over  to  April  7,  1970,  at 
2  P.  M.  for  inspection  and  decision;  hearing  closed. 


31-70-A 

APPLICANT — Edward  Durell  Stone  and  Associates  for 
City  University  of  New  York,  owner. 

SUBJECT—Application  January  8,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  egress,  open 
shaft,  etc. 

PREMISES  AFFECTED — 100  Quintard  Street,  northwest 
corner  of  Seaside  Boulevard,  Block  3355,  Part  of  Lot  1, 
Grasmere,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  J.  Michael  Kenlaw  and  Arthur  J.  Benline. 
ACTION  OF  BOARD— Laid  over  to  March  24,  1970,  at 
2  P.  M.  for  applicant  to  file  drawings;  previously  in¬ 
spected  ;  hearing  closed. 


34-70-A 

APPLICANT — Frank  A.  Vaccaro  for  Alfonso  Bocchino, 
owner. 

SUBJECT — Application  January  13,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  class  4,  frame 
dwelling,  height. 

PREMISES  AFFECTED — 791  Hylan  Boulevard,  west 
side,  546.08  feet  south  of  Roderick  Avenue,  Block  3040, 
Lot  115,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Frank  A.  Vaccaro. 

ACTION  OF  BOARD— Laid  over  to  March  17,  1970,  at 
2  P.  M.  for  decision;  previously  inspected;  hearing  pre¬ 
viously  closed.  Applicant  to  submit  additional  plans. 


41-70-A 

APPLICANT — Greyhound  Lines,  Incorporated,  owner. 
SUBJECT  Application  January  15,  1970 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Fire  Standpipe 
System. 

PREMISES  AFFECTED — 601-659  West  40th  Street,  east 
side  of  12th  Avenue,  Entire  Block,  525-531  11th  Avenue, 
12th  Avenue,  480-494,  600-660  West  41st  Street,  Block 
1088,  Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  David  E.  Schwab  and  Edward  D. 
McGuire. 

For  Administration:  Walter  L.  Kent,  Bldg.  Dept. 


ACTION  OF  BOARD — Laid  over  to  March  24,  1970,  at 
2  P.  M.  for  further  action  by  the  Building  Department. 
Premises  previously  inspected;  hearing  continued. 

65-70-A 

APPLICANT — Donald  D.  Fisher  for  766  Madison  Avenue 
Realty  Corporation,  owner. 

SUBJECT — Application  January  27,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Class  3 
building,  height,  egress,  live  load,  etc. 

PREMISES  AFFECTED — 766  Madison  Avenue,  west  side, 
40  feet  5  inches  south  of  East  66th  Street,  Block  1380! 
Lot  157,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Donald  D.  Fisher. 

ACTION  OF  BOARD— Laid  over  to  March  24,  1970,  at 
2  P.  M.  for  continued  hearing;  applicant  to  file  drawings; 
nreviously  inspected. 

71-70-A  ' 

APPLICANT— Joseph  Marini  for  Mt.  Olivet  Church,  In¬ 
corporated,  owner. 

SUBJECT — Application  January  28,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Class  4 
construction,  proposed  change  from  stores  to  church  (pub¬ 
lic  building). 

PREMISES  AFFECTED — 2386-2390  Jerome  Avenue,  east 
side,  117.48  feet  north  of  East  184th  Street,  Block  3188, 
Lot  7,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  L.  A.  Chiabrera,  Emilie  Staatz,  Daniel 
J.  Staatz  and  William  Gruner. 

ACTION  OF  BOARD — Laid  over  to  March  24,  1970,  at 
2  P.  M.  for  continued  hearing;  applicant  to  file  revised 
drawings ;  nreviously  inspected. 

74-70-A  " 

APPLICANT— Atkin  and  Bassolino  for  Alpha  Chi  Chapter 
— PI  Lambda  Phi,  Incorporated,  owner. 

SUBJECT — Application  January  30,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  class  4  struc¬ 
ture,  change  of  use  to  Fraternity  House. 

PREMISES  AFFECTED — 61-25  155th  Street,  east  side, 
127.05  feet  south  of  Horace  Harding  Expressway,  Block 
6746,  Lot  29,  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Harry  Atkin,  Michael  Matrone  and  Bruce 
M.  Barone. 

ACTION  OF  BOARD — Laid  over  to  March  24,  1970, 
at  2  P.  M.  for  decision;  applicant  to  file  drawings;  pre¬ 
viously  inspected;  hearing  closed. 


Adjourned :  4 :00  P.  M. 

James  P.  Mulroy,  Secretary 
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CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  December  16,  1969,  as 
they  appeared  in  Bulletin  52,  Vol.  54  are  hereby  corrected 
to  read  as  follows : 

454-69-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Frandian  Asso¬ 
ciates,  owner. 

SUBJECT — Application — August  6,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  New  York  City  Charter, 
to  permit  in  a  C6-6  district,  the  erection  of  a  28  story 
commercial  building  that  exceeds  the  permitted  height  of 
the  front  wall  and  tower  area,  encroaches  on  the  required 
tower  setback  and  without  the  required  loading  berth. 
PREMISES  AFFECTED— 1752  to  1756  Broadway,  211 
West  56th  Street,  northeast  corner,  Block  1028,  Lot  17, 
Borouerh  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff,  Richard  Roth,  Sr., 
Harris  Shapiro  and  Ralph  W.  Kein. 

For  Opposition :  John  P.  Rooney. 

For  Administration :  Mark  A.  Levine,  City  Planning  Com¬ 
mission  ;  Alex  Caragonne,  Midtown  Development. 
ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
October  15,  1969,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  then  laid  over  to  October  28,  1969;  then  to  November 
12,  1969;  then  to  November  18,  1969;  then  to  November 
25,  1969;  then  to  December  2,  1969;  then  to  December  16, 
1969;  and 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  22,  1969,  acting  on  N.  B.  Applic.  53/1969,  reads : 

“C-l.  Height  of  front  wall  is  excessive  and  no  initial 
setback  has  been  provided,  contrary  to  Section  33-432 
Z.  R. 

C-2.  Tower  area  exceeds  44%  contrary  to  Section 
33-454  Z.  R. 

C-3.  Encroachment  on  required  tower  setback  con¬ 
trary  to  Section  33-451  Z.  R. 

C-4.  Provide  a  20'-0"  deep  rear  yard  for  that  portion 
of  the  zoning  lot  beyond  lOO'-O"  of  the  corner  as  per 
Section  33-26  Z.  R. 

C-5.  Provide  one  loading  berth  as  per  Section  36-62 
Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical  dif¬ 
ficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a 
C6-6  district  the  erection  of  a  28-story  commercial  building 
that  exceeds  the  permitted  height  of  the  front  wall  and  tower 
area,  encroaches  on  the  required  tower  setback,  and  without 
the  required  yard  and  the  required  loading  berth,  on  condition 
that  all  work  shall  substantially  conform  to  drawings  filed 
with  this  application  marked  “Received  August  6,  1969,”  ten 
sheets  ;  and  “October  15,  1969”  one  sheet,  on  further  condition 
that  the  occupancy  of  the  store  area  be  limited  to  use  group 
6,  and  that  all  other  laws,  rules  and  regulations  shall  be  com¬ 
plied  with,  and  that  substantial  construction  shall  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 

*  Correction :  The  third  line  of  the  Resolution  section  has 
been  added  to  as  shown  above  in  italics. 
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NOTICE 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  repre¬ 
sentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the  hearing 
can  be  entertained  in  view  of  this  publication  and  of  the 
posting  of  the  calendars  on  the  bulletin  board  in  the  offices 
of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will  be 
held  in  abeyance  by  reason  of  failure  of  the  appellant  or 
applicant  to  file  necessary  data,  or  by  any  other  method  of 
delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  convenience 
in  notifying  property  owners,  they  may  obtain  such  copies 
at  the  office  of  the  Board  of  Standards  and  Appeals,  80 
Lafayette  Street,  9th  floor,  Manhattan,  at  five  cents  each — 
add  postage  payment  if  the  forms  are  forwarded  by  mail. 
Purchase  payment  by  postage  stamps  NOT  ACCEPTABLE. 
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CALENDAR  NUMBER  1688-BZY— VOL.  VI 
PETITION  AND  ORDER  TO  SHOW  CAUSE 
SERVED  ON  THE  BOARD  OF  STANDARDS 
AND  APPEALS. 

On  March  17,  1970,  Petition  and  Order  To  Show  Cause  was  served 
on  the  Board  by  John  F.  Fitzsimons,  for  petitioner,  Eugene  B.  O’Brien, 
objecting  property  owner,  seeking  a  review  of  the  Board’s  determina¬ 
tion  on  February  3,  1970,  authorizing  under  Section  11-324  of  the 
Zoning  Resolution,  for  minor  development,  the  extension  of  time  to 
complete  construction  to  December  15,  1970;  Calendar  Number  1688- 
BZY — Vol.  VI;  Premises  118-17  Union  Turnpike,  Forest  Hills,  Bor¬ 
ough  of  Queens. 

theub^0FTH£ 
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CONTENTS 


Petition  and  Order  Served  on  The  Board  of  Standards 
and  Appeals. 

Docket. 

Notice  of  Hearing  of  Calendar. 

Minutes  of  Regular  Meeting,  Tuesday  Morning,  March 
17,  1970,  Affecting  Calendar  Numbers — 69-67-A,  604- 
26-BZ— Vol.  II,  265-59-BZ,  1222-65-BZ,  1069-66-BZ, 
616-65-BZ— Vol.  II,  1091-67-BZ— Vol.  II,  436-69-BZ, 
492-69-BZ,  597-69-BZ,  634-69-BZ,  651-69-BZ,  652-69- 
A,  657-69-BZ,  696-69-BZ,  740-69-BZ,  45-70-BZ,  659- 

69- BZ,  683-69-BZ,  702-69-BZ,  744-69-BZ,  50-70-BZ, 
51-70-A. 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  March 
17,  1970,  Affecting  Calendar  Numbers — 688-69-A,  34- 

70-  A,  60-70- A,  609-69-A,  610-69-A,  61 1-69- A,  612-69- A, 
613-69-A,  614-69-A,  615-69-A,  617-69-A,  618-69-A,  619- 
69-A,  620-69- A,  621-69-A,  622-69-A,  623-69-A,  18-70-A, 
24-70-A,  73-70-A. 


Warning  Notice. 
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APRIL  14,  1970,  10  A.M. 


New  Cases  Filed  Up  to  March  17,  1970 

Cal.  No.  Dept.  Premises  Affected 

133-70-A — B.M. — 117  to  119  West  26th  Street,  north 
side,  175  feet  west  of  Avenue  of  the  Americas,  Block 
802,  Lot  29  (former  28,  29  and  30),  Borough  of  Manhat¬ 
tan,  Alt.  1476-69  re-  proposed  occupancy  of  penthouse 
floor  for  office  space. 


134-70-BZ — B.Q. — 88-11  165th  Street,  southeast  corner  of 
88th  Avenue,  Block  9815,  Lot  56,  Jamaica,  Borough  of 
Queens,  N.B.  17-70  re-  parking  spaces,  C4-2  District. 


135-70-A — B.Q. — 28th  Street  from  Borden  Avenue  to 
54th  Street,  Long  Island  City,  Borough  of  Queens, 
(Pennsylvania  Railroad  Tunnels),  F.  D.  Order  69-7736- 
OC-3  re-  standpipe  system  or  extinguishers,  Administra¬ 
tive  Code. 


136-70-SA — Lexington  Standard  Corporation,  Fire  Pump 
Controls— Model  Nos.  LX1023F4,  LX1040F4,  LX1027, 
LX1052A  and  B,  LX517,  LX518,  LX1030,  Manual  and 
Automatic  Operation  of  Sprinkler  and  Fire  Pumps, 
Manufactured  by  Lexington  Standard  Corporation  Ap¬ 
pliance. 


137-7°-SM— National  Gypsum  Company,  Gold  Bond 
Vv  oodrock  Siding — 1  Hour  Partition,  Exterior  wood  stud 
load  bearing  1  hour  fire  rated  wall  assembly,  Manu¬ 
factured  by  National  Gypsum  Company,  Material. 


138-70-SA— American  Can  Company,  Fisher  Internal 
Spray  Machine — Model  No.  102,  for  the  internal  coating 
of  beverage  cans,  Manufactured  by  American  Can  Com¬ 
pany,  Appliance. 


L39-70-SM  Frankel  Associates,  Incorporated,  Neva- 
1  lame.  Fantastic  Satin  and  Galaxy  Boucle,  For  use  as 
draperies  in  places  of  public  assembly,  Manufactured  by 
b ranked  Associates,  Incorporated,  Material. 


140-70-BZ  B.M. — 206  to  262  West  34th  Street,  south¬ 
west  corner  of  Seventh  Avenue,  Block  783,  Lot  1  Bor- 
ough  of  Manhattan,  N.B.  85-68  re-  accessory  parkins' 
facility,  C6-4  District. 


14-1 *-70;?A— Mueller  Company,  HI  1175  Luboseal  Lock¬ 
wing  Meter  Shop  and  HI  1102  Meter  Stop,  Meter  stop 
is  used  as  a  control  valve  for  service  lines,  Manufactured 
by  Mueller  Company,  Appliance. 

142-70-BZ— B.M .—8  St.  Marks  Place,  south  side,  126 
feet  east  of  3rd  Avenue,  Block  463,  Lot  13,  Borough 
of  Manhattan,  Alt.  1800-69  re-  offices  in  multiple  dwell¬ 
ing,  R7-2  District. 


y.3-70-SA— SI  Handling  Systems,  Incorporated,  Mark 
XV  v  isalert,  For  uses  on  cranes,  Manufactured  by  SI 
Handling  Systems,  Incorporated,  Appliances. 


144-70- A-  T187  to  1201  3rd  Avenue,  southeas 

c?™er  Z{  +EaSt  S*reet’  Block  1424>  1,  Boroug 

of  Manhattan,  F.  D.  Order  1304-8  re  sprinkler  systen 
Administrative  Code. 


I^E^I9kATI^NSi:,  D— Department  of  Buildings;  B.B.— Departmen 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan 

B.Q.— Department  of  Buildings,  Queens;  B.R.— Department  of  Build 

wgSiti?H)hrnonL  B-Bxj-—  Department  of  Buildings,  Bronx-  HD  — 
Health  Department;  F. D.  Fire  Department. 


NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  April  14,  1970,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

673-53-BZ-Vol.  II 

APPLICANT — Arthur  Levine  for  Sidney  Esikoff,  Janet 
Kruger  and  Norman  A.  Fieber,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  February  23, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7e,  7h  and  21  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district, 
for  a  term  of  twenty  years,  the  erection  and  maintenance 
of  a  gasoline  service  station,  lubritorium,  car  washing, 
motor  vehicle  repairs,  storage  and  sale  of  accessories  and 
office  and  permitting  the  erection  of  a  two  story  dwelling, 
constituting  the  erection  of  two  buildings  on  one  lot  and 
permitting  the  parking  and  storage  of  motor  vehicles  on 
unbuilt  upon  portion  of  lot. 

PREMISES  AFFECTED— 196-23  to  196-43  (196-25  offi¬ 
cial)  Hillside  Avenue  and  87-88  to  87-98  197th  Street 
northwest  corner  and  196-38  to  196-46  (196-40  official) 
Foothill  Avenue,  Block  10509,  Lot  265,  Hollis,  Borough 
of  Queens. 


162-54-BZ 

APPLICANT — Arthur  Levine  for  Sidney  Esikoff,  Janet 
Kruger  and  Norman  Fieber,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  22, 
1^70  decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7f  and  7e  of  the  Zon- 
ing  Resolution,  permitting  in  the  retail  use  district  portion 
of  a  plot  located  in  a  residence  and  retail  use  district,  for 
a  term  of  fifteen  years,  the  erection  and  maintenance  of  a 
gasoline,  service  station,  lubritorium,  auto  wash  (non- 
automatic),  storage  and  sale  of  accessories  and  office,  and 
to  permit  the  parking  of  cars  awaiting  to  be  serviced. 

PREMISES  AFFECTED— 250-02  to  250-14  Hillside  Ave¬ 
nue  (250-04  official)  and  84-01  to  84-09  250th  Street  south¬ 
east  corner,  Block  8604,  Lot  85,  Bellerose,  Borough  of 
Queens. 


193-68-BZ 


APPLICANT  Leonard  F.  Rothkrug  for  Lawrence  Kiosk, 
owner;  Railroad  Maintenance  Corporation,  lessee. 

SUBJECT-Application  March  12,  1968 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  construc- 
tion  and  maintenance  of  an  off-site  accessory  parking 
iacility  for  a  commercial  establishment  without  the  re¬ 
quired  screening. 


Iv  iVm  ,  ^  a  LLTED  423-429  Zerega  Avenue,  428- 
4o6  Effingham  Avenue,  northwest  corner,  Block  3512,  Lots 
58  and  95,  Borough  of  The  Bronx. 


163-69-BZ 

APPLICANT— Albert  J.  Mario  for  Morris  Dweck  and 
.Renee  Dweck,  owners. 

SUBJECT-Application  April  2,  1969-decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
two  story  and  terrace  enlargement  to  a  one  family  dwell¬ 
ing  that  encroaches  on  the  required  front  and  side  yard. 
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PREMISES  AFFECTED — 442  Quentin  Road,  southeast 
corner  of  East  4th  Street,  Block  6661,  Lot  1,  Borough  of 
Brooklyn. 


665-69-BZ 

APPLICANT — M.  Martin  Elkind  for  Constantine  G.  Keffas, 
owner. 

SUBJECT — Application  November  13,  1969 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl -3  district  the  erec¬ 
tion  of  a  one  story  enlargement  to  an  existing  building  three 
story  mixed  building  that  increases  the  degree  of  non- 
compliance  in  floor  area  ratio  and  the  lot  area  requirements. 

PREMISES  AFFECTED— 40.15  to  40.17  82nd  Street,  east 
side,  140  feet  south  of  Roosevelt  Avenue,  Block  1493,  Lots 
34,  33,  Jackson  Heights,  Borough  of  Queens. 


26-70-BZ 

APPLICANT — Roland  J.  Voisinet  for  Shell  Oil  Company, 
owner. 

SUBJECT — Application  December  31,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  11-411  and  11-412 
of  the  Zoning  Resolution,  to  permit  in  a  C2-4  district,  the 
erection  of  a  one  story  enlargement  to  an  existing  automo¬ 
tive  service  station  with  accessory  uses  previously  before 
the  Board  and  the  extension  of  the  term  of  variance. 

PREMISES  AFFECTED— 4467  to  4469  Broadway,  700  to 
706  West  192nd  Street,  southwest  corner,  Block  2180,  Lot 
513,  Borough  of  Manhattan. 


82-70-BZ 

APPLICANT — John  J.  Calcagno  for  Marie  and  John  Cal- 
cagno,  owners. 

SUBJECT — Application  February  5,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district,  the  erection  of  a 
two  story,  one  family  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space  ratio 
and  encroaches  on  the  required  side  yard. 

PREMISES  AFFECTED — 141  Browning  Avenue,  North 
side,  160  feet  west  of  Bogert  Avenue,  Block  918,  Lot  166, 
Todt  Hill,  Borough  of  Richmond. 


90-70-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  45  Madison  Company,  owner. 

SUBJECT — Application  February  5,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City  Char¬ 
ter,  to  permit  in  a  C5-3  district,  the  erection  of  a  42  story 
office  building  that  encroaches  on  the  required  tower  set¬ 
back  and  the  required  rear  yard  on  the  through  lot  portion 
of  the  plot. 

PREMISES  AFFECTED— 35-41  Madison  Avenue,  24-40 
East  26th  Street,  southeast  corner,  Block  855,  Lots  1,  32, 
37  and  39,  Borough  of  Manhattan. 


1091-67-BZ — Vol.  II 

APPLICANT — Leonard  F.  Rothkrug  for  Erich  Korn, 
owner;  Fred  M.  Velepec  Company,  Incorporated,  lessee. 

SUBJECT — Application  reopened  January  20,  1970 — as  Vol¬ 
ume  II — Decision  of  the  Borough  Superintendent,  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a 
Cl-2  district,  the  change  in  occupancy  of  a  custom  dress¬ 
making  shop  to  a  tool,  die  and  small  machine  shop. 


PREMISES  AFFECTED— 71-72  70th  Street,  west  side, 
115.71  feet  north  of  Myrtle  Avenue,  Block  3685,  Lot  46, 
Glendale,  Borough  of  Queens. 

Laid  over  from  March  17,  1970,  for  continued  hearing. 


597-69-BZ 

APPLICANT — Atkin  &  Bassolino  for  Michael  Kawczak, 
owner. 

SUBJECT — Application  October  17,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  conversion  of  a 
two  family  dwelling  that  creates  a  non-compliance  in  lot 
area  per  room. 

PREMISES  AFFECTED — 2914  Middletown  Road,  south 
side,  25.22  feet  west  of  Plymouth  Avenue,  Block  5394,  Lot 
9,  Borough  of  The  Bronx. 

Laid  over  from  March  17,  1970,  for  continued  hearing. 


651-69-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Helen  Marer, 
owner. 

SUBJECT — Application  November  5,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district  the  erection  of  a  six 
story  multiple  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  the  height  of  the  front  wall  and  lot  area  per 
room,  has  less  than  the  required  open  space  ratio  and  acces¬ 
sory  parking,  and  encroaches  on  required  front  setback. 

PREMISES  AFFECTED — 830  to  832  Magenta  Street, 
southwest  corner  of  Bronxwood  Avenue,  Block  4633,  Lot  1, 
Borough  of  The  Bronx. 

Hearing  closed. 


652-69-A 

APPLICANT — Leonard  F.  Rothkrug  for  Helen  Marer, 
owner. 

SUBJECT — Application  November  5,  1969 — filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  re-  proposed 
seven  story  Class  A  multiple  Dwelling  and  proposed  use  of 
top  of  rock. 

PREMISES  AFFECTED— 830  to  832  Magenta  ^Street, 
southwest  corner  of  Bronxwood  Avenue,  Block  4633,  Lot 
1,  Borough  of  The  Bronx. 

M.  MILTON  GLASS,  Chairman 


APRIL  14,  1970,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  April  14,  1970,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

508-66-SA 

APPLICANT — Leonard  F.  Rothkrug  for  Zanussi  Indus¬ 
tries,  owner — coin-operated  washing  machine. 

1076-67-SM 

APPLICANT — Westinghouse  Electric  Corporation,  owner 
— elevator  interlock. 


338-69-A 

APPLICANT — Ray  Burner  Sales,  Div.  of  Way  Wolff  As¬ 
sociates,  Inc.,  for  Ray  Burner  Company,  owner — conver¬ 
sion  type  gas  burners. 
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658-69-SA 

APPLICANT — Sol  Feinberg  for  National  Sonics  Corpora¬ 
tion,  owner — liquid  level  sensing  system. 


638-69-SM 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Jennie  Lever,  et  al. 

SUBJECT — Application  June  11,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 12-14 Pell  Street,  north  side, 
125  feet  west  of  the  Bowery,  Block  163,  Lot  2,  Borough 
of  Manhattan. 


339-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Frederick  W.  Lundy. 
SUBJECT — Application  June  11,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 3121-3125  Ocean  Avenue,  north¬ 
east  corner  of  Shore  Parkway,  Block  7494,  Lots  72  and  74, 
Borough  of  Brooklyn. 


340-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Clifford  and  Dorothy  Force. 
SUBJECT — Application  June  11,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 8742  25th  Avenue,  west  side, 
480  feet  south  of  Benson  Avenue,  Block  6878,  Lot  73, 
Borough  of  Brooklyn. 


341-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — 64  Union  Street  Corporation. 
SUBJECT — Application  June  11,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 64-70  Union  Street,  south  side, 
100  feet  east  of  Van  Brunt  Street,  Block  341,  Lots  9,  10, 
11,  12,  Borough  of  Brooklyn. 


342-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Harvey  Levitt. 

SUBJECT — Application  June  11,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 2837  Atlantic  Avenue,  north¬ 
west  corner  of  Schenck  Avenue,  Block  3948,  Lots  34  and 
35,  Borough  of  Brooklyn. 


109-70-A 

APPLICANT — Frank  A.  Vaccaro  for  Franturo  Homes, 
Incorporated,  owner. 

SUBJECT — Application  February  24,  1970 — filed  pursuant 
to  _  Section  36  of  the  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 83  Prall  Avenue,  east  side,  170 
feet  north  of  Deisius  Street,  Block  6583,  Lot  9,  Huguenot, 
Borough  of  Richmond. 


110-70- A 

APPLICANT — Frank  A.  Vaccaro  for  Franturo  Homes, 
Incorporated,  owner. 


SUBJECT — Application  February  24,  1970 — filed  pursuant 
to  Section  36  of  the  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 85  Prall  Avenue,  east  side,  140 
feet  north  of  Deisius  Street,  Block  6583,  Lot  8,  Huguenot, 
Borough  of  Richmond. 


111-70-A 

APPLICANT — Frank  A.  Vaccaro  for  Franturo  Homes, 
Incorporated,  owner. 

SUBJECT — Application  February  24,  1970 — filed  pursuant 
to  _  Section  36  of  the  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 89  Prall  Avenue,  east  side, 
110.00  feet  south  of  Deisius  Street,  Block  6583,  Lot  7, 
Huguenot,  Borough  of  Richmond. 


112- 70- A 

APPLICANT — Frank  A.  Vaccaro  for  Franturo  Homes, 
Incorporated,  owner. 

SUBJECT — Application  February  24,  1970 — filed  pursuant 
to  Section  36  of  the  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 91  Prall  Avenue,  east  side,  80 
feet  south  of  Deisius  Street,  Block  6583,  Lot  5,  Huguenot, 
Borough  of  Richmond. 

113- 70-A 

APPLICANT — Frank  A.  Vaccaro  for  Franturo  Homes, 
Incorporated,  owner. 

SUBJECT — Application  February  24,  1970 — filed  pursuant 
to  Section  36  of  the  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 95  Prall  Avenue,  east  side,  40 
feet  north  of  Deisius  Street,  Block  6583,  Lot  3,  Huguenot, 
Borough  of  Richmond. 

114- 70-A 

APPLICANT — Frank  A.  Vaccaro  for  Franturo  Homes, 
Incorporated,  owner. 

SUBJECT — Application  February  24,  1970 — filed  pursuant 
to  Section  36  of  the  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 99  Prall  Avenue,  north  east 
corner  of  Deisius  Street,  Block  6583,  Lot  1,  Huguenot, 
Borough  of  Richmond. 

M.  MILTON  GLASS,  Chairman 


APRIL  23,  1970,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Thursday  morning,  April  23,  1970,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

19-70-BZ 

APPLICANT — F.  Hale  Atkinson  for  Park  Riding  Incor¬ 
porated,  owner. 

SUBJECT— Application  January  5,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R7-1  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  riding  academy  and 
stable. 
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PREMISES  AFFECTED— 49  Caton  Place,  26  East  8th 
Street,  northwest  corner,  Block  5320,  Lot  23,  Borough  of 
Brooklyn. 


28-70-BZ 

APPLICANT — Edwin  Storch  for  Clifford  Collins,  owner. 

SUBJECT — Application  January  6,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City  Charter, 
to  permit  in  an  R3-2  district,  the  maintenance  of  five 
accessory  enclosed  parking  spaces  for  a  two  family  dwelling 
that  encroaches  on  the  required  front  and  side  yard. 

PREMISES  AFFECTED — 128-30  140th  Street,  northwest 
corner  of  130th  Avenue,  Block  12055,  Lot  54,  South  Ozone 
Park,  Borough  of  Queens. 


29-70-A 

APPLICANT — Edwin  Storch  for  Clifford  Collins,  owner. 

SUBJECT — Application  January  6,  1970 — filed  pursuant  to 
Section  35,  General  City  Law  re-  erection  of  building  in 
bed  of  mapped  street. 

PREMISES  AFFECTED — 128-30  140th  Street,  northwest 
comer  of  130th  Avenue,  Block  12055,  Lot  55,  South  Ozone 
Park,  Borough  of  Queens. 


84-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Kings  Plaza 
Shopping  Center  of  Avenue  U,  Incorporated  and  Kings 
Plaza  Shopping  Center  of  Flatbush  Avenue,  Incorporated, 
owners. 

SUBJECT — Application  February  6,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  M3-1  district,  at  a  shopping 
center  presently  under  construction,  the  installation  of 
accessory  business  signs  that  exceed  the  permitted  surface 
area  and  the  height  above  grade  along  a  district  boundary. 

PREMISES  AFFECTED— 5102  to  5130  Avenue  U,  2483 
to  2451  Flatbush  Avenue,  southeast  corner,  Block  8470, 
Lots  1,  55  and  62,  Borough  of  Brooklyn. 


107-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Little  Antigone 
Theatres,  Incorporated,  owner. 

SUBJECT — Application  February  24,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R7-2  district,  the  alteration  to 
and  the  conversion  of  an  existing  church  to  a  theatre. 

PREMISES  AFFECTED — 225  East  13th  Street,  north  side, 
257  feet  6  inches  east  of  Third  Avenue,  Block  469,  Lot  49, 
Borough  of  Manhattan. 

122-70-BZ 

APPLICANT — Reavis  and  McGrath  for  Teachers  College, 
owner. 

SUBJECT — Application  February  26,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  and  73-641 
of  the  Zoning  Resolution  to  permit,  in  an  R8  district,  at 
an  existing  college,  the  erection  of  an  eleven  story  re¬ 
search  and  demonstration  building  that  exceeds  the  per¬ 
mitted  lot  coverage. 

PREMISES  AFFECTED — 528  to  536  West  121st  Street, 
south  side,  99  feet  6  inches  east  of  Broadway,  Block  1975, 
Lot  1,  Borough  of  Manhattan. 

247-69-BZ 

APPLICANT — Leonard  Boxer  of  Olnick  and  Seltzer  for 
Deerealty  Corp.,  owner. 


SUBJECT — Application  May  6,  1969 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City  Char¬ 
ter,  to  oermit  in  a  Cl-9  and  R7-2  district,  the  erection  of  a 
34  story  mixed  building  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  lot  area  per  room  and 
with  commercial  occupancy  above  the  first  floor. 
PREMISES  AFFECTED — 560-576  Third  Avenue,  west 
side  from  East  37th  Street  to  East  38th  Street,  158-166 
East  38th  Street,  159-163  East  37th  Street,  Block  893,  Lot 
41,  Borough  of  Manhattan. 

Laid  over  from  February  17,  1970,  for  continued  hear¬ 
ing  at  the  request  of  the  applicant. 


662-69-BZ 

APPLICANT — Guerino  Salerni  for  33-55  11th  Street  Realty 
Corporation,  owner. 

SUBJECT — Application  November  10,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a  one  story  building  for  use  as  a  warehouse  and  factory. 
PREMISES  AFFECTED— 33-41  to  33-57  (33-55  11th 
Street,  official)  11  Street,  east  side,  140.15  feet  south  of 
33rd  Road,  (33-42  to  33-54  12th  Street),  Block  318,  Lot 
15,  Long  Island  City,  Borough  of  Queens. 

Laid  over  from  March  10,  1970,  for  continued  hearing. 


705-69-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Aetna  Insurance  Company,  owner. 

SUBJECT — Application  December  8,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-68 
of  the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  C5-5  district,  the 
erection  of  a  21  story  office  building  that  exceeds  the 
height  of  the  front  wall  and  the  tower  coverage,  en¬ 
croaches  on  the  required  tower  setback  and  exceeds  the 
permitted  floor  area  ratio. 

PREMISES  AFFECTED — 98  to  106  William  Street, 
southeast  corner  of  John  Street,  Block  68,  Lot  36,  Bor¬ 
ough  of  Manhattan. 

Laid  over  from  March  10,  1970,  for  continued  hearing. 

M.  MILTON  GLASS,  Chairman 


APRIL  23,  1970,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Thursday  afternoon ,  April  23,  1970,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

386-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Nanbet  Realty  Corporation. 
SUBJECT — Application  July  3,  1969 — Appeal  for  modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 497  to  511  Meserole  Street,  502 
to  516  Scholes  Street,  northwest  corner  of  Steward  Avenue, 
Block  2969,  Lot  18,  Borough  of  Brooklyn. 


387-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — 60-19  Roosevelt  Avenue  Cor¬ 
poration. 

SUBJECT — Application  July  3,  1969 — Appeal  for  modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 
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PREMISES  AFFECTED— 60-01  to  60-29  Roosevelt 
Avenue,  northeast  corner  of  60th  Street,  Block  1229,  Lot 
122,  Woodside,  Borough  of  Queens. 

389- 69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES— Midwood  Memorial  Chapel, 
Incoporated. 

SUBJECT — Application  July  3,  1969 — Appeal  for  modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 1623  to  1633  Coney  Island 
Avenue,  southeast  corner  of  Locust  Avenue,  Block  6731, 
Lot  56,  Borough  of  Brooklyn. 

390- 69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Snyder  Realty  Corporation. 


SUBJECT — Application  July  3,  1969 — Appeal  for  modifica¬ 
tion  of  Certificate  of  Occupany  re-  sprinkler  system. 
PREMISES  AFFECTED — 3809  to  3815  13th  Avenue,  east 
side,  56  feet  north  of  39th  Street,  1311  39th  Street,  Block 
5299,  Lots  4,  5,  6  and  69,  Borough  of  Brooklyn. 


391-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Mansion  Realty  Corporation. 
SUBJECT — Application  July  3,  1969 — Appeal  for  modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 1114  Manhattan  Avenue,  south¬ 
east  corner  of  Clay  Street,  Block  2488,  Lot  6,  Borough  of 
Brooklyn. 

M.  MILTON  GLASS,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  MARCH  17,  1970,  10  A.M. 

Present :  Chairman  Glass,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 


The  minutes  of  the  regular  meeting  of  the  Board  held  on 

Wednesday  morning  and  afternoon  February  25,  1970,  were 

approved  as  printed  in  the  Bulletin  of  March  5,  1970,  Vol. 

55,  No.  10. 

69-67-A 

APPLICANT — Robert  Gottlieb  for  210  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — Appeal  from  an  order  and  a 
decision  of  the  Fire  Commissioner  re-  sprinkler  system ; 
previously  granted  on  condition. 

PREMISES  AFFECTED — 2300-2312  Eastchester  Road, 
northeast  corner  of  Astor  Avenue,  Block  4391,  Lot  1, 
(formerly  Block  4393)  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Gerald  Levy. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan....  4 


Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
November  14,  1967,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  14,  1967,  by  adding  thereto: 

“that_  the  building  shall  substantially  conform  to  revised 
drawings  of  proposed  conditions  marked  ‘Received  Jan¬ 
uary  20,  197(7,  four  sheets  and  ‘Received  March  11,  1970’, 
one  sheet,  on  condition  that  other  than  as  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects.”  Fire  Dept.  Order  No.  364-5 


604-26-BZ— Vol.  II 

APPLICANT — Joseph  B.  Lynch  for  Edlar  Realty  Corpora¬ 
tion,  owner ;  Humble  Oil  and  Refining  Company,  long 
term  lessee. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  June  2,  1969 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  business  use  district,  the  parking  and 
storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 641  Gun  Hill  Road,  north  side, 
from  Olinville  Avenue  to  Willett  Avenue,  3500  Olinville 
Avenue  and  3501  Willett  Avenue,  Block  4642,  Lot  1,  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 


THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II  on  March  23,  1954,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
March  17,  1970,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
23,  1954  as  amended  through  June  2,  1964,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read: 

“granted  for  a  term  of  ten  years  from  June  2,  1969,  to 
permit  .  .  . ;  on  condition  that  the  premises  be  maintained 
substantially  as  shown  on  drawing  filed  with  this  appli¬ 
cation  marked  ‘Received  March  13,  1970’,  one  sheet; 
that  the  fences  be  made  to  comply  with  Section  25-66 
of  the  Zoning  Resolution ;  that  a  copy  of  the  original 
resolution,  as  amended,  and  a  certified  copy  of  the 
drawings  as  approved  by  the  Board  shall  be  perma¬ 
nently  posted  in  the  office  of  this  gasoline  service  sta¬ 
tion;  that  other  than  as  herein  amended  the  resolution 
above  cited  shall  be  complied  with  in  all  respects ;  and 
that  a  new  Certificate  of  Occupancy  shall  be  obtained.” 
(N.B.  1184-52) 


265-59-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Love  Lane  Auto¬ 
motive  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  April  5,  1970 — 
decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  change 
in  occupancy  from  4  car  garage  and  dwelling  to  an  8  car 
garage. 

PREMISES  AFFECTED — 11  College  Place,  west  side,  89 
feet  6  inches  north  of  Love  Lane,  Block  236,  Lot  70,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
April  5,  1960,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
March  17,  1970,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April  5, 
1960,  only  as  to  the  term  of  the  variance,  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 

“granted  for  a  term  of  five  years  from  April  5,  1970,  to 
permit  .  .  . ;  that  other  than  as  herein  amended  the  reso¬ 
lution  above  cited  shall  be  complied  with  in  all  respects ; 
and  that  a  new  Certificate  of  Occupancy  shall  be  ob¬ 
tained.”  (Alt.  170-59) 
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1222-65-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum 
and  Young  for  Rabbi  Dov  Revel  Yeshiva  of  Forest  Hills, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  February  15, 
1970— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  72-21  and  73-641  of 
the  Zoning  Resolution,  permitting  in  a  Rl-2  district,  the 
erection  of  a  one  story  enlargement  to  an  existing  school 
that  increases  the  degree  of  non-compliance  in  floor  area 
ratio  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 71-02  113th  Street,  southwest 
corner  of  71st  Avenue,  Block  2246,  Lot  41,  Forest  Hills, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 


Commissioner  Madigan,  Commissioner  Nolan .  4 

Negative :  .  0 

Absent:  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
February  15,  1966,  on  certain  conditions ;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  March  19,  1968,  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  February 
15,  1966,  as  amended  through  March  19,  1968,  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  February  15,  1970.”  (Alt.  1663-65) 


1069-66-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Adams  Park 
Construction  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  24, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R8  district,  the  combining  of 
nine  existing  five  story  multiple  dwellings  into  one  build¬ 
ing  and  the  construction  of  a  new  sixth  floor  that  will 
exceed  the  permitted  floor  area  ratio  and  with  windows 
that  encroach  on  the  required  distance  to  a  lot  line. 

PREMISES  AFFECTED — 431-439  Central  Park  West, 
west  side,  from  West  103rd  Street  to  West  104th  Street, 
Block  1829,  Lots  29  to  36  inclusive,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 


Negative :  .  0 

Absent:  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
January  24,  1967,  on  certain  conditions;  and 


Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  February  18,  1969;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  January  24, 
1967,  as  amended  through  February  18,  1969,  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  January  24,  1970.”  (Alt.  278-65) 


616-65-BZ — Vol.  II 

APPLICANT — Burke  and  Groh  for  Forest  Woods  Homes, 
Incorporated,  owner. 

SUBJECT— Application  reopened  March  1,  1966  as  Volume 
II — decision  of  the  Borough  Superintendent,  under  Section 
72-21  of  the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  an  R2  district  the  erec¬ 
tion  of  a  one  family  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space  ratio 
and  lot  area  and  encroaches  on  the  required  front  and 
rear  yards. 

PREMISES  AFFECTED — 84-17  Commonwealth  Boule¬ 
vard,  east  side,  140.06  feet  south  of  Hillside  Avenue,  Block 
8599,  Lot  134,  Bellerose,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Marsellino. 

For  Opposition:  Joseph  Rosenzweig  and  Robert  Fehling. 

ACTION  OF  BOARD — Laid  over  to  April  7,  1970,  at 
10  A.  M.  at  the  request  of  an  objector,  with  the  consent 
of  the  applicant.  Previously  inspected;  hearing  con¬ 
tinued. 


1091-67-BZ— Vol.  II 

APPLICANT — Leonard  F.  Rothkrug  for  Erich  Korn, 
owner;  Fred  M.  Velepec  Company,  Incorporated,  lessee. 
SUBJECT — Application  reopened  January  20,  1970,  as  Vol¬ 
ume  II — Decision  of  the  Borough  Superintendent,  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a 
Cl-2  district,  the  change  in  occupancy  of  a  custom  dress¬ 
making  shop  to  a  tool,  die  and  small  machine  shop. 
PREMISES  AFFECTED — 71-72  70th  Street,  west  side, 
115.71  feet  north  of  Myrtle  Avenue,  Block  3638,  Lot  46, 
Glendale,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug,  Fredric  A.  Velepec 
and  Erich  Korn. 

For  Opposition :  Henry  Reichert,  Dorothy  Anthony, 
Helen  Wassmer,  A.  J.  Palmer,  August  J.  Speer  and 
Peter  P.  Vaicels. 

For  Administration :  Ed  Gross,  Dept,  of  Commerce. 
ACTION  OF  BOARD — Laid  over  to  April  14,  1970,  at 
10  A.M.  for  continued  hearing;  applicant  to  file  revised 
drawings;  previously  inspected. 


436-69-BZ 

APPLICANT — Savignano,  Strange  and  Vella  for  Joseph 
Oliveri,  owner. 

SUBJECT — Application  July  22,  1969 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  in  an  R5  district,  at  an 
existing  3  story  building,  the  erection  of  a  one  story  en¬ 
largement  to  the  first  floor  store  that  increases  the  degree 
of  non-compliance  in  the  floor  area  ratio  and  the  lot  area 
requirements. 
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PREMISES  AFFECTED — 7016  18th  Avenue,  west  side, 
59  feet,  1434  inches  north  of  71st  Street,  Block  6171,  Lot 
47,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  M.  Vella. 

For  Opposition :  Vito  Coste. 

ACTION  OF  BOARD — Laid  over  to  April  7,  1970,  at 
10  A.M.  at  the  request  of  the  applicant.  Applicant  to  sub¬ 
mit  a  financial  report.  Previously  inspected;  hearing- 
continued. 


492-69-BZ 

APPLICANT — Backley  and  Kisseloff  for  Catholic  High 
School  Association  of  New  York,  owner;  Contract  Vendee 
Samuel,  Jack,  Lewis  Rudin. 

SUBJECT — Application  August  26,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  C6-6  and  C5-3  district,  the  erection 
of  a  28  story  office  building  that  exceeds  the  permitted 
height  of  the  front  wall  and  tower  coverage  and  en¬ 
croaches  on  the  required  tower  setback  and  rear  year  on 
the  interior  lot  portion  of  the  plot. 

PREMISES  AFFECTED— 558-562  Lexington  Avenue,  111- 
121  East  50th  Street,  northwest  corner,  Block  1305,  Lot  13, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  April  7,  1970,  at 
10  A.M.  at  the  request  of  the  applicant.  Previously  in¬ 
spected;  continued  hearing. 


597-69-BZ 

APPLICANT — Atkin  &  Bassolino  for  Michael  Kawczak, 
owner. 

SUBJECT — Application  October  17,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  73-62  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  conversion 
of  a  two  family  dwelling  that  creates  a  non-compliance  in 
lot  area  per  room. 

PREMISES  AFFECTED— 2914  Middletown  Road,  south 
side,  25.22  feet  west  of  Plymouth  Avenue,  Block  5394,  Lot 
9,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Harry  Atkin  and  Michael  Kawczak. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  April  14,  1970,  at 
10  A.  M.  for  continued  hearing;  applicant  to  obtain  deter¬ 
mination  from  the  Department  of  Buildings  as  to  applica¬ 
tion  of  the  Multiple  Dwelling  Law  and  Housing  Main¬ 
tenance  Code ;  previously  inspected. 


634-69-BZ 

APPLICANT — Lichtner  Associates  for  Roleke  and  Cervoni, 
Incorporated,  owner. 

SUBJECT — Application  October  23,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district  on  a  plot  with 
less  than  the  required  lot  area  and  lot  width,  the  erection 
of  a  two  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  open  space  ratio,  lot 
area  per  room  and  accessory  parking,  encroach  on  the  re¬ 
quired  front  and  side  yards  and  penetrates  sky  exposure 
plane. 


PREMISES  AFFECTED— 63-25  Queens  Midtown  Ex¬ 
pressway,  north  side,  80.44  feet  w^st  of  64th  Street,  Block 
2366,  Lot  48,  Maspeth,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  William  B.  Lichtner. 

For  Opposition:  Stanley  Goral. 

ACTION  OF  BOARD — Laid  over  to  April  7,  1970,  at 
10  A.  M.  at  the  request  of  the  applicant.  Previously  in¬ 
spected  ;  hearing  continued.  Applicant  to  submit  additional 
information. 


651-69-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Helen  Marer, 
owner. 

SUBJECT — Application  November  5,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district  the  erection  of 
a  six  story  multiple  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  the  height  of  the  front  wall  and  lot  area 
per  room,  has  less  than  the  required  open  space  ratio  and 
accessory  parking,  and  encroaches  on  required  front  set¬ 
back. 

PREMISES  AFFECTED — 830  to  832  Magenta  Street, 
southwest  corner  of  Bronxwood  Avenue,  Block  4633,  Lot 
1,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug,  Marvin  Fine  and 
Harold  Sussman. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  April  14,  1970,  at 
10  A.  M.  Applicant  to  submit  additional  information.  Pre¬ 
viously  inspected;  hearing  closed. 


652-69-A 

APPLICANT — Leonard  F.  Rothkrug  for  Helen  Marer, 
owner. 

SUBJECT — Application  November  5,  1969 — filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  re-  proposed 
seven  story  Class  A  multiple  Dwelling  and  proposed  use 
of  top  of  rock. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Laid  over  to  April  14,  1970,  at 
10  A.M.  in  conjunction  with  Cal.  No.  651-69-BZ. 


657-69-BZ 

APPLICANT — Murray  Rudman  for  Ethel  Geller,  owner. 

SUBJECT- — Application  November  7,  1969— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  and  R3-2  district,  on 
a  plot  with  an  existing  restaurant,  the  expansion  of  the 
accessory  parking  facility  into  the  residence  district. 

PREMISES  AFFECTED— 64  City  Island  Avenue,  south¬ 
east  corner  of  Horton  Street,  Block  5638,  Lots  7  and  11, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Murray  Rudman. 

For  Opposition:  Anna  Belle  Hecker,  Viola  K.  Bates, 
Jean  Rose,  Margaret  McGuire,  Mildren  Arenfred, 
Richard  Rosenbluth  and  George  J.  Warner. 

ACTION  OF  BOARD— Laid  over  to  April  7,  1970,  at 
10  A.M.  at  the  request  of  the  Local  Board.  Previously  in¬ 
spected;  hearing  continued. 
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696-69-BZ 

APPLICANT — Buckley  and  Kisseloff  for  1133  Building 
Corporation,  owner ;  Inmont  Corporation,  lessee. 

SUBJECT — Application  December  2,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72.01(b)  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  C6-6  District,  on  a  plot  with  an 
existing  44  story  office  building,  the  installation  of  an  elec¬ 
tric  sign  that  exceeds  the  permitted  height  above  curb  level. 

PREMISES  AFFECTED— 1133  Avenue  of  the  Americas, 
southwest  corner  of  West  44th  Street,  Block  996,  Lot  29, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff  and  Edwin  H.  Todd. 
For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  March  24,  1970,  at 
10  A.M.  The  Board  is  awaiting  word  directly  from  the 
office  of  Midtown  Planning  and  Development.  Previously 
inspected;  hearing  closed. 


740-69-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Sylvia  Mazzella, 
owner. 

SUBJECT — Application  December  17,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  R3-2  district,  the  erection  of  a 
showroom,  salesroom  and  office  building  and  the  use  of 
the  open  area  as  a  fence  contractor’s  yards. 

PREMISES  AFFECTED — 1777  Allerton  Avenue,  north¬ 
west  corner  of  Wickham  Avenue,  Block  4803,  Lots  24,  27 
and  28,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Samuel  Kisseloff  and  Michael  P.  Suriano. 
For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  April  7,  1970,  at 
10  A.M.,  for  continued  hearing;  applicant  to  file  revised 
drawings ;  previously  inspected. 


45-70-BZ 

APPLICANT — Frank  A.  Vaccaro  for  Boulevard  Homes, 
Incorporated,  owner. 

SUBJECT — Application  January  20,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-14  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  installa¬ 
tion  of  a  sewage  pumping  station. 

PREMISES  AFFECTED — 160  Old  Amboy  Road,  south¬ 
east  corner  of  Ridgecrest  Avenue,  Block  5237,  Lot  43, 
Eltingville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Frank  Vaccaro. 

For  Administration :  Mark  A.  Levine,  City  Planning 
Commission. 

ACTION  OF  BOARD — Laid  over  to  April  7,  1970,  at 
10  A.M.  at  the  request  of  the  City  Planning  Commission. 
Previously  inspected;  hearing  continued. 


659-69-BZ 

APPLICANT — George  J.  Meltzer  for  Dr.  Stanley  Dan- 
nenberg,  owner. 

SUBJECT — Application  November  6,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  Rl-2  district,  at  an  existing  one 
family  dwelling  with  a  doctor’s  office  previously  before 


the  Board,  the  erection  of  a  two  story  enlargement  that 
exceeds  the  permitted  floor  area  ratio  and  has  less  than 
the  required  open  space  ratio  and  lot  area  requirements. 

PREMISES  AFFECTED — 110-34  70th  Road,  south  side, 
250  feet  west  of  112th  Street,  Block  2233,  Lot  24,  Forest 
Hills,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  George  J.  Meltzer. 

For  Opposition:  Ruth  Berman,  Jonine  Jockman  and  Kate 


R.  French. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
March  17,  1970,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  3,  1969,  acting  on  Alt.  Applic.  712/1969, 
reads : 

“1.  Proposed  extension  is  contrary  to  the  B.  S.  A. 

Resolution  41-67-BZ.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  findings  a,  b  and  c  under 
Section  72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  3,  1969,  acting  on  Alt.  Applic.  7 12/1969,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  affirmed  and  that  the  appli¬ 
cation  be  and  it  hereby  is  denied. 


683-69-BZ 


APPLICANT — Franklin  E.  Tretter  for  Beekman  Staff 
Residence,  owner. 

SUBJECT — Application  November  19,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-64 
of  the  Zoning  Resolution  and  Section  666  of  the  New  York 
City  Charter,  to  permit  in  a  C6-4  district  the  erection  of 
a  17  story  hospital  staff  residence  that  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED — 59  Beekman  Street,  north  side, 
Entire  Block  Front  from  Gold  Street  to  Ann  Street,  Block 
93,  Lot  34,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Franklin  E.  Tretter. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 


Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 

0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  applica¬ 
tion  on  March  10,  1970,  after  due  notice  by  publication  in 
the  Bulletin ;  laid  over  to  March  17,  1970 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  7,  1969,  acting  on  N.B.  Applic.  68/1969, 
reads : 

“A-2.  Proposed  street  walls  facing  Gold  Street 
and  Beekman  Street  encroach  on  required  sky  ex¬ 
posure  plane.  Section  23-632  Z.R.” 
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and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  72-21  of  the  Zoning  Resolution,  and  that  the 
applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  73-64  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution, 
and  a  Special  Permit  is  granted  under  Section  73-64  of 
the  Zoning  Resolution,  to  permit  in  a  C6-4  district  the 
erection  of  a  17-story  hospital  staff  residence  that  pene¬ 
trates  the  sky  exposure  plane,  on  condition  that  all  work 
shall  substantially  conform  to  drawings  filed  with  this 
application,  and  marked  “Received,  November  18,  1969,” 
eight  sheets,  and  “February  5,  1970,”  one  sheet,  that  all 
laws,  rules  and  regulations  applicable  be  complied  with, 
and  that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  resolution. 


702-69-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 
SUBJECT — Application  December  5,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  73-65  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl -2  district,  the  enlarge¬ 
ment  in  area  of  the  fifth,  sixth  and  seventh  floors  of  an 
existing  telephone  exchange  that  increases  the  degree  of 
non-compliance  in  floor  area  ratio  and  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED— 82-23  Broadway,  northwest 
corner  of  Victor  Avenue,  Block  1517,  Lot  69,  Elmhurst, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Robert  J.  Alderdice  and  Stanley  H. 
Stager. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  March  10,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  March  17,  1970;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  7,  1969,  acting  on  Alt.  Applic.  1253/1969, 
reads : 

“1.  Proposed  2  story  addition  over  existing  4th 
story  portion  and  1  story  addition  over  existing  6th 
story  portion  of  a  non-complying  building  in  a  Cl-2 
mapped  in  a  R6  district  increases  the  degree  of  non- 
compliance  with  respect  to  Floor  Area  Ratio  and  pene¬ 
tration  of  Sky  Exposure  Plane  and  is  contrary  to 
Sections  33-121,  33-431  and  54-31  Z.R.” 
and 

W  hereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Beard  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  73-65  of  the  Zoning  Resolution. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Section  73-65  of  the  Zoning  Resolution,  to  permit 
in  a  Cl-2  district,  the  enlargement  in  area  of  the  fifth,  sixth 
and  seventh  floors  on  an  existing  telephone  exchange  that 
increases  the  degree  of  non-compliance  in  floor  area  ratio 
and  penetrates  the  sky  exposure  plane,  on  condition  that 
all  work  shall  substantially  conform  to  drawings  filed  with 
this  application  and  marked  “Received,  December  5,  1969,” 
17  sheets,  “January  14,  1970,”  one  sheet,  and  “March  13, 
1970,”  six  sheets;  on  further  condition  that  there  be  no 
new  window  openings  in  the  easterly  wall  of  the  building, 
and  that  existing  windows  in  the  easterly  wall  at  the  fourth, 
fifth  and  sixth  floors  be  bricked  up ;  that  all  laws,  rules 
and  regulations  applicable  shall  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


744-69-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  New  York  University,  owner. 

SUBJECT — Application  December  24,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-641 
of  the  Zoning  Resolution,  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  an  R7-2  district,  the  erec¬ 
tion  of  an  11  story  enlargement  to  a  university  structure 
that  exceeds  the  permitted  floor  area  ratio  and  lot  cover¬ 
age  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 80  Washington  Square  East, 
northeast  corner  of  West  4th  Street,  Block  546,  Lots  1,  3, 
5,  8,  10,  11,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum,  John  M.  O’Mara, 
Richard  Foster  and  Michael  Foster. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative.:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  o 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  February  17,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  March  3,  1970;  then  to  March  17, 
1970 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  24,  1969,  acting  on  N.B.  Applic.  114/1969, 
reads : 

“C-10  Comply  with  Z.R.  24-11.  Lot  coverage  and 
total  floor  area  in  excess  of  maximum  permitted. 

C-ll  Comply  with  Z.R.  24-522.  Penetration  of 
sky  exposure  plane  on  Washington  Place  and  West  4th 
Street.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-641  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
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Section  72-21  of  the  Zoning  Resolution,  and  a  Special  Per¬ 
mit  is  granted  under  Section  73-641  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  R7-2  district,  the  erection  of  an  11  story 
enlargement  to  a  university  structure  that  exceeds  the  per¬ 
mitted  floor  area  ratio  and  lot  coverage  and  penetrates  the 
sky  exposure  plane,  on  condition  that  all  work  shall  sub¬ 
stantially  conform  to  drawings  filed  with  this  application 
and  marked  “Received,  December  23,  1969,”  18  sheets ;  that 
all  laws,  rules  and  regulations  applicable  shall  be  complied 
with  and  that  substantial  construction  shall  be  completed 
within  two  years  from  the  date  of  this  resolution. 


50-70-BZ 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner,  for 
City  of  New  York,  owner. 

SUBJECT — Application  January  23,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  72-71  and  73-14 
of  the  Zoning  Resolution,  to  permit  in  an  R6  district, 
the  construction  of  a  prefabricated  temporary  structure 
for  use  as  a  fire  station. 

PREMISES  AFFECTED — 1264  Boston  Road,  east  side, 
140  feet  south  of  East  169th  Street,  Block  2663,  Lot  22, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  John  J.  Hogan,  Lt.  John  P.  Manfredi, 
Herb  Lackner  and  D.  C.  Edward  F.  Jonat,  Fire  Dept. 
For  Opposition:  Edward  M.  Edenbaum,  Herbert  Peterson, 
U.  F.  A.  and  Esther  Lee  Spencer. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  March  17,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  9,  1970,  acting  on  N.  B.  Applic.  502/1969, 
reads : 

“1.  Proposed  firehouse  in  an  R6  district  is  contrary 
to  Sec.  22-10  Z.  R. 

2.  Provide  0'  or  8'  min.  side  yard  as  per  Sec.  24- 
35  Z.  R. 

3.  Proposed  rear  yard  obstruction  by  sleeping  quar¬ 
ters  portion  of  building  is  contrary  to  Sec.  24-33  and 
Sec.  24-36  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  72-21  of  the  Zoning  Resolution,  and  that  the 
applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  73-14  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  and 
a  Special  Permit  is  granted  under  Section  73-14  of  the 
Zoning  Resolution;  to  permit  in  an  R6  district,  the  con¬ 
struction  of  a  prefabricated  temporary  structure  for  use 
as  a  fire  station,  on  condition  that  all  work  shall  substan¬ 
tially  conform  to  drawings  filed  with  this  application  marked 


“Received,  January  23,  1970,”  two  sheets,  and  “March  17, 
1970,”  one  sheet;  on  further  condition  that  this  variance  be 
for  a  term  of  three  years  from  the  date  of  this  resolution,  and 
that  all  laws,  rules  and  regulations  applicable  shall  be 
complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


51-70-A 

APPLICANT — Robert  O.  Lowery  Fire  Commissioner,  for 
City  of  New  York,  owner. 

SUBJECT — Application  January  23,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Class  5  build¬ 
ing  firehouse — public  building,  thickness  of  steel,  etc. 
PREMISES  AFFECTED — 1264  Boston  Road,  east  side, 
140  feet  south  of  East  169th  Street,  Block  2663,  Lot  22, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Lt.  John  P.  Manfredi,  John  J.  Hogan, 
Herb  Lackner  and  D.  C.  Edward  F.  Jonat,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  9,  1970  on  N.B.  Applic.  502-69,  reads: 

“J — 5000  sq.  ft  class  5  Public  Building  is  contrary 
to  Sec.  C250-254.0  A.C.  Firehouse  is  a  public  building 
Sec.  26-235  A.C. 

11 — The  thickness  of  steel  is  contrary  to  Sec.  C26- 
518.0  A.C.  22 — the  use  of  a  375  steel  is  contrary  to 
Sec.  322.0  of  A.C.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  January  9,  1970  acting  on  N.B.  Applic. 
502-69  Objection  Nos.  4  and  11  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  all  work  shall  substantially  conform  to  drawings  filed 
to  Cal.  No.  50-70-BZ ;  on  further  condition  that  all  the 
terms  and  conditions  of  the  resolution  adopted  under  Cal. 
No.  50-70-BZ  be  complied  with. 

Adjourned:  12:10  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MARCH  17,  1970  2  P.M. 

Present :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

688-69-A 

APPLICANT — The  Polish  National  Home  of  The  City  of 
New  York,  Incorporated,  owner. 

SUBJECT — Application  November  21,  1969 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
Sprinkler  System. 

PREMISES  AFFECTED — 19-25  St.  Mark’s  Place,  north 
side,  225  feet  east  of  Third  Avenue,  Block  464,  Lot  48, 
Borough  of  Manhattan. 
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APPEARANCES— 

For  Applicant:  John  F.  Bucko  and  Marian  Sukiennik. 
For  Administration:  Lt.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commissioner, 
dated  October  15,  1968  and  November  21,  1968  on  Order  No. 
68-6125,  reads : 

“1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  building,  arranged  and  equipped  as  per 
Ch.  26,  Art.  16  Adm.  Code.  Ch.  19-161. Oa  Adm.  Code.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied  on  the  grounds  of  the  existence 
of  extremely  hazardous  occupancy. 

Resolved,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  October  15,  1968  and  November  21,  1968,  acting- 
on  Order  No.  68-6125,  Item  No.  1,  be  and  it  hereby  is 
affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


34-70- A 

APPLICANT — Frank  A.  Vaccaro  for  Alfonso  Bocchino, 
owner. 

SUBJECT — Application  January  13,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  class  4,  frame 
dwelling,  height. 

PREMISES  AFFECTED — 791  Hylan  Boulevard,  west  side, 
546.08  feet  south  of  Roderick  Avenue,  Block  3040,  Lot 
115,  Grasmere,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Frank  Vaccaro. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


and  Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  19,  1969  on  N.B.  Applic.  954-67,  reads : 

“1.  Building  constructed  2.58'  higher  than  approved 
creating  a  3  story,  2  family  frame  dwelling,  contrary 
to  C26-254.  A.C.  (Old  Code).” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  December  19,  1969,  acting  on  N.B.  Applic.  954-67, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  substantially  comply  with  drawings  marked 
“Received  March  9,  1970,”  5  sheets,  and  “March  13,  1970,” 
2  sheets ;  on  further  condition  that  there  be  no  living  room 
in  the  cellar ;  and  that  in  all  other  respects,  all  other  appli¬ 
cable  laws,  rules  and  regulations  shall  be  complied  with. 


60-70-A 

APPLICANT — Morris  B.  Lore  for  E.  I.  du  Pont  de 
Nemours  and  Company,  owner. 


SUBJECT — Application  January  27,  1970 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of  com¬ 
bustible  mixture  known  as  Du  Pont  Seal  Transmission 
Sealer  and  Tune-Up  in  new  sealed  metal  container 
(tab  opener)  not  in  compliance  with  Administrative  Code 
requirements  of  New  York  City. 

APPEARANCES— 

For  Applicant :  Morris  B.  Lore. 

For  Administration:  Lt.  J.  P.  Manfredi;  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


and  Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
November  26,  1969  on  Folder  No.  122-1027-B,  reads : 

“Replying  to  your  letter  and  application  of  October 
27,  1969  in  which  you  requested  that  this  Department 
register  a  new  sealed  metal  container  (tab  opener)  for 
packaging  your  product,  ‘DuPont  Seal  Transmission 
Sealer  and  Tune  Up'. 

As  this  Department  lacks  jurisdiction  to  approve 
containers  which  do  not  comply  with  the  N.  Y.  C.  Ad¬ 
ministrative  Code,  this  new  container  cannot  be  reg¬ 
istered  at  this  time.” 

and 

Whereas,  the  drawings  and  a  sample  of  this  container 
were  examined  by  the  Board  which  determined  that  the 
Appeal  should  be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
November  26,  1969,  acting  on  Folder  No.  122-1027-B,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  label  on  the  container  carry 
prominently  displayed  instructions  that  the  entire  contents 
are  to  be  emptied  upon  initial  opening;  that  the  wording  and 
style  of  the  label  be  to  the  satisfaction  of  the  Fire  Com¬ 
missioner  ;  and  that  in  all  other  respects,  all  other  applicable 
laws,  rules  and  regulations  be  complied  with. 


609-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 72  Brook  Avenue,  south  side, 
400.40  feet  east  of  Hylan  Boulevard,  Block  4728,  Lot  88, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  to  May  26,  1970,  at  2 
P.M.  for  decision;  hearing  closed. 


610-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 78  Brook  Avenue,  west  side, 
476.36  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  92, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Louis  Lieberman. 
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ACTION  OF  BOARD — Laid  over  to  May  26,  1970,  at  2 
P.M.  for  decision ;  hearing  closed. 


611-69-A 

APPLICANT— Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT— Application  October  22,  1969 — filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 82  Brook  Avenue,  west  side, 
552.32  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  98, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Louis  Lieberman. 

ACTION  OF  BOARD— Laid  over  to  May  26,  1970,  at  2 
P.M.  for  decision ;  hearing  closed. 


612- 69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 88  Brook  Avenue,  west  side, 
602.48  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  101, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  to  May  26,  1970,  at  2 
P.M.  for  decision ;  hearing  closed. 

613- 69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 94  Brook  Avenue,  west  side, 
673.10  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  105, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Louis  Lieberman. 

ACTION  OF  BOARD— Laid  over  to  May  26,  1970,  at  2 
P.M.  for  decision ;  hearing  closed. 


614-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  October  22,  1969— filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 130  Brook  Avenue,  west  side, 
1107.49  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot 
126,  Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Louis  Lieberman. 

ACTION  OF  BOARD— Laid  over  to  May  26,  1970,  at  2 
P.M.  for  decision;  hearing  closed. 


615-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 


SUBJECT— Application  October  22,  1969— filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 136  Brook  Avenue,  west  side, 
1151.49  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot 
128,  Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  to  May  26,  1970,  at  2 
P.M.  for  decision;  hearing  closed. 


617-69-A 

APPLICANT— Louis  Lieberman  for  Montreal  Develop- 
men  Corporation,  owner. 

SUBJECT— Application  October  22,  1969— filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 100  Brook  Avenue,  west  side, 
757.18  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  107, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  to  May  26,  1970,  at  2 
P.M.  for  decision;  hearing  closed. 


618-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 104  Brook  Avenue,  west  side, 
810.97  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  109, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

ACTION  OF  BOARD— Laid  over  to  May  26,  1970,  at  2 
P.M.  for  decision;  hearing  closed. 


619-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 108  Brook  Avenue,  west  side, 
864.75  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  112, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Louis  Lieberman. 

ACTION  OF  BOARD— Laid  over  to  May  26,  1970,  at  2 
P.M.  for  decision;  hearing  closed. 


620-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
r'-'t  fronting  legal  street. 

PREMISES  AFFECTED — 114  Brook  Avenue,  west  side, 
918.54  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot 
115,  Oakwood,  Borough  of  Richmond. 
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APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  to  May  26,  1970,  at  2 
P.M.  for  decision;  hearing  closed. 


62 1-69- A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUB  T^CT— Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 118  Brook  Avenue,  west  side, 
972.33  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot 
118,  Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  to  May  26,  1970,  at  2 
P.M.  for  decision;  hearing  closed. 


622-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 122  Brook  Avenue,  west  side, 
1026.12  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot 
121,  Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  to  May  26,  1970,  at  2 
P.M.  for  decision;  hearing  closed. 


623-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 126  Brook  Avenue,  west  side, 
1066.82  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot 
123,  Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

ACTION  OF  BOARD— Laid  over  to  May  26,  1970,  at  2 
P.M.  for  decision;  hearing  closed. 


18-70-A 

APPLICANT — Leonard  F.  Rothkrug  for  Louis  Weisen- 
berg,  owner. 

SUBJECT  Application  January  5,  19/0 — review  of  deci¬ 
sion  of  the  Borough  Superintendent  on  zoning  matter. 

PREMISES  AFFECTED — 3607  to  3615  Church  Avenue 
north  side,  60  feet  east  of  East  37th  Street,  Block  4873’ 
Lots  06  and  38,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD— Laid  over  to  April  7,  1970,  at  2 
P.M.  for  continued  hearing;  previously  inspected. 

24-70-A 

APPLICANT — Schalk  Chemicals,  Incorporated  for  BFC 
Division  of  Essex  Chemical  Corporation,  owner. 

SUBJECT  Application  January  22,  1970 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of  flam¬ 
mable  mixture  known  as  Speed  Demon  Panel  and  Con¬ 
struction  Adhesive  in  1/10  gallon  foil  lined  Chemtest 
cartridge  without  a  replaceable  top  or  cap  not  in  compli¬ 
ance  with  regulations  of  the  Administrative  Code  of  New 
York  City. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  March  24,  1970,  at  2 
P.M. ;  applicant  to  be  notified  to  be  present. 

73-70-A 

APPLICANT — Charles  F.  Murphy  for  Hazeltime  Corpora¬ 
tion,  owner. 

SUBJECT-  Application  January  28,  19/0 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  smoking  in  factory. 

PREMISES  AFFECTED— 60-15  to  60-31  Little  Neck  Park¬ 
way,  northeast  corner  of  61st  Avenue,  Block  8393,  Lot  1 
Little  Neck,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Hugh  P.  Fox,  R.  D.  Rhodes  and  J.  B  Ball 
For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  March  24,  1970,  at 
2  P.M.  for  decision;  inspection  by  Fire  Department;  hear¬ 
ing  closed. 


Adjourned:  2:30  P.M. 

James  P.  Mulroy,  Secretary 
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NOTICE 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  repre¬ 
sentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the  hearing 
can  be  entertained  in  view  of  this  publication  and  of  the 
posting  of  the  calendars  on  the  bulletin  board  in  the  offices 
of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly ;  therefore,  no  appeal  or  application  will  be 
held  in  abeyance  by  reason  of  failure  of  the  appellant  or 
applicant  to  file  necessary  data,  or  by  any  other  method  of 
delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  convenience 
in  notifying  property  owners,  they  may  obtain  such  copies 
at  the  office  of  the  Board  of  Standards  and  Appeals,  80 
Lafayette  Street,  9th  floor,  Manhattan,  at  five  cents  each- 
add  postage  payment  if  the  forms  are  forwarded  by  mail. 
Purchase  payment  by  postage  stamps  NOT  ACCEPTABLE. 
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DOCKET 

New  Cases  Filed  Up  to  March  24,  1970 
Calendar  No.  Dept.  Premises  Affected 

145- 70-BZ — B.Bx.— 728  River  Avenue,  east  side,  182.42 
feet  south  of  East  157th  Street,  Block  2482,  Lot  6,  Bor¬ 
ough  of  The  Bronx,  Alt.  200-69  re-  proposed  extension 
of  parking  lot,  C8-3  and  R8  District. 

146- 70-A— F.D. — Packing  of  combustible  mixture  known 
as  Concord  Caulking  Compound  packaged  in  spiral 
wound  paper  cartridges,  not  in  accordance  with  the  Ad¬ 
ministrative  Code. 


147-70-A— B.B. — 310  Prospect  Park  West,  southwest 
corner  of  19th  Street,  Block  888,  Lot  34,  Borough  of 
Brooklyn,  N.  B.  604-65  re-  standpipe  system,  Adminis¬ 
trative  Code. 


148-70-BZ— B.Q.— 119-06  15th  Avenue,  15-11  119th 

Street,  southeast  corner,  Block  4073,  Lots  22  and  47, 
College  Point,  Borough  of  Queens,  Alt.  121-70  re-  pro¬ 
posed  extension  of  building  into  residential  zone,  R4 
District. 


149-70-SA — Litton  Precision  Products,  Incorporated, 
Compulift  System,  Computerized  crane  lifting  capacity 
warning  system,  Manufactured  by  Litton  Precision 
Products,  Incorporated,  Appliance. 


150-70-BZ — B.B. — 5504  to  5510  Flatlands  Avenue,  south 
side,  14  feet  5j4  inches  east  of  East  55th  Street,  1098  to 
1100  East  56th  Street,  Block  7781,  Lots  14,  18,  Borough 
of  Brooklyn,  N.  B.  44-70  re-  proposed  automotive  service 
station,  curb  cut,  R3-2  District. 


151-70-A — F.D. — Packaging  of  combustible  mixture 
known  as  Atlas  Windshield  Washer  Fluid  Ready  Mixed 
in  one  quart  polyethylene  bottles,  containers  not  in  ac¬ 
cordance  with  the  Administrative  Code. 


152-70-BZ — B.Q. — 143-10  Rockaway  Boulevard,  south¬ 
east  corner  of  143rd  Street,  Block  12061,  Lot  1,  Jamaica, 
Borough  of  Queens,  N.  B.  12-70  re-  proposed  eating  and 
drinking  establishment,  R3-2  District. 


153-70-BZ — B.Q. — 42-29  202nd  Street,  east  side,  240  feet 
north  of  43rd  Avenue,  Block  6260,  Lot  51,  Bayside,  Bor¬ 
ough  of  Queens,  N.  B.  9-70  re-  FAR,  OSR,  rooms  and 
sky  exposure  plane,  R3-2  District. 


154-70-BZ — -B.Q. — 42-19  202nd  Street,  east  side,  180  feet 
south  of  42nd  Avenue,  Block  6260,  Lot  56,  Bayside,  Bor¬ 
ough  of  Queens,  N.  B.  5-70  re-  FAR,  OSR,  rooms  and 
sky  exposure  plane,  R3-2  District. 


155-70-BZ — B.Q. — 42-21  202nd  Street,  east  side,  210  feet 
south  of  42nd  Avenue,  Block  6260,  Lot  55,  Bayside,  Bor¬ 
ough  of  Queens,  N.  B.  6-70  re-  FAR,  OSR,  rooms  and 
sky  exposure  plane,  R3-2  District. 


156-70-BZ — -B.Q. — 42-25  202nd  Street,  east  side,  230  feet 
south  of  42nd  Avenue,  Block  6260,  Lot  54,  Bayside,  Bor¬ 
ough  of  Queens,  N.  B.  7-70  re-  FAR,  OSR,  rooms  and 
sky  exposure  plane,  R3-2  District. 


157-70-BZ — B.Q. — 42-27  202nd  Street,  east  side,  250  feet 
south  of  42nd  Avenue,  Block  6260,  Lot  52,  Bayside,  Bor¬ 
ough  of  Queens,  N.  B.  8-70  re-  FAR,  OSR,  rooms  and 
sky  exposure  plane,  R3-2  District. 


158-70-A — F.D. — 481  to  497  Eighth  Avenue,  northwest 
corner  of  West  34th  Street,  Block  758,  Lot  37,  Borough 
of  Manhattan,  F.  D.  Letter  of  3/9/70  re-  Modification  of 


Certificate  of  Occupancy,  New  York  City  Charter  and 
Administrative  Code. 


159-70-A — F.D. — 7924  Flatlands  Avenue,  southwest  cor¬ 
ner  of  East  80th  Street,  Block  8016,  Lot  36,  Borough  of 
Brooklyn,  F.  D.  Letter  of  3/24/70  re-  Modification  of 
Certificate  of  Occupancy  and  New  York  City  Charter 
and  Administrative  Code. 


160-70-A — F.D. — 601  Fifth  Avenue,  east  side,  72  feet 
north  of  East  48th  Street,  Block  1284,  Lot  4,  Borough  of 
Manhattan,  F.  D.  Letter  of  3/24/70  re-  Modification  of 
Certificate  of  Occupancy,  New  York  City  Charter  and 
the  Administrative  Code. 


161-70-A — F.D. — 250  to  272  Willis  Avenue,  northeast 
corner  of  East  138th  Street,  Block  2283,  Lot  1,  Borough 
of  The  Bronx,  F.  D.  Letter  of  3/24/70  re-  Modification 
of  Certificate  of  Occupancy,  New  York  City  Charter  and 
the  Administrative  Code. 


162-70-A — B.M. — 233  to  239  East  11th  Street,  north  side, 
120  feet  west  of  Second  Avenue,  Block  476,  Lot  40,  Bor¬ 
ough  of  Manhattan,  F.  D.  Letter  of  3/24/70  re-  Modifi¬ 
cation  of  Certificate  of  Occupancy,  New  York  City 
Charter  and  the  Administrative  Code. 


163-70-A — F.D. — 135  East  50th  Street,  north  side,  71  feet 
east  of  Lexington  Avenue,  Block  1305,  Lots  62,  72,  Bor¬ 
ough  of  Manhattan,  F.  D.  Letter  of  3/9/70  re-  Modifi¬ 
cation  of  Certificate  of  Occupancy,  New  York  City 
Charter  and  the  Administrative  Code. 


164-70-A — F.D. — 1060  Amsterdam  Avenue,  501  to  505 
West  112th  Street,  northwest  corner,  Block  1884,  Lot  29, 
Borough  of  Manhattan,  F.  D.  Letter  of  3/24/70  re- 
Modification  of  Certificate  of  Occupancy,  New  York 
City  Charter  and  the  Administrative  Code. 


165-70-A — F.D. — 25-26  to  25-28  Astoria  Boulevard,  south 
side,  200.8  feet  west  of  28th  Street,  Block  573,  Lot  36, 
Astoria,  Borough  of  Queens,  F.  D.  Letter  of  3/24/70  re- 
Modification  of  Certificate  of  Occupancy,  New  York  City 
Charter  and  the  Administrative  Code. 


166-70-A — F.D. — 573  to  577  West  131st  Street,  north 
side,  100  feet  east  of  Broadway,  Block  1986,  Lot  6,  Bor¬ 
ough  of  Manhattan,  F.  D.  Letter  of  3/24/70  re-  Modifi¬ 
cation  of  Certificate  of  Occupancy,  New  York  City 
Charter  and  the  Administrative  Code. 


167-70-A — F.D. — 11  to  15  Union  Square  West,  southwest 
corner  of  East  15th  Street,  Block  842,  Lots  26  and  32, 
Borough  of  Manhattan,  F.  D.  Letter  of  3/24/70  re- 
Modification  of  Certificate  of  Occupancy,  New  York 
City  Charter  and  the  Administrative  Code. 


168-70-BZ — B.B. — 1744  East  27th  Street,  west  side,  350 
feet  south  of  Quentin  Road,  Block  6809,  Lot  29,  Borough 
of  Brooklyn,  Alt.  342-70  re-  rear  yard,  OSR  and  FAR, 
R3-2  District. 


169-70-BZ— B.M. — 1006  to  1020  First  Avenue,  403  to  409 
East  55th  Street,  northeast  corner,  400  to  408  East  56th 
Street,  Block  1367,  Lot  1,  Borough  of  Manhattan,  Alt. 
276-70  re-  proposed  change  of  occupancy  to  gymnasium 
and  offices,  Cl-5  and  R10  District. 


170-70-BZ — B.Bx. — 1160  Morris  Park  Avenue,  southwest 
corner  of  Yates  Avenue,  Block  4115,  Lots  1  and  5,  Bor¬ 
ough  of  The  Bronx,  Alt.  88-70  re-  off-site  parking  spaces, 
access  to  street,  R4  District. 
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DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D.  Fire  Department. 


APRIL  23,  1970,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Thursday  morning,  April  23,  1970,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

19-70-BZ 

APPLICANT — F.  Hale  Atkinson  for  Park  Riding  Incor¬ 
porated,  owner. 

SUBJECT — Application  January  5,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R7-1  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  riding  academy  and 
stable. 

PREMISES  AFFECTED — 49  Caton  Place,  26  East  8th 
Street,  northwest  corner.  Block  5320,  Lot  23,  Borough  of 
Brooklyn. 


28-70-BZ 

APPLICANT — Edwin  Storch  for  Clifford  Collins,  owner. 

SUBJECT — Application  January  6,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City  Charter, 
to  permit  in  an  R3-2  district,  the  maintenance  of  five 
accessory  enclosed  parking  spaces  for  a  two  family  dwelling 
that  encroaches  on  the  required  front  and  side  yard. 

PREMISES  AFFECTED — 128-30  140th  Street,  northwest 
corner  of  130th  Avenue,  Block  12055,  Lot  54,  South  Ozone 
Park,  Borough  of  Queens. 


29-70-A 

APPLICANT — Edwin  Storch  for  Clifford  Collins,  owner. 

SUBJECT — Application  January  6,  1970 — filed  pursuant  to 
Section  35,  General  City  Law  re-  erection  of  building  in 
bed  of  mapped  street. 

PREMISES  AFFECTED— 128-30  140th  Street,  northwest 
corner  of  130th  Avenue,  Block  12055,  Lot  55,  South  Ozone 
Park,  Borough  of  Queens. 


84-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Kings  Plaza 
Shopping  Center  of  Avenue  U,  Incorporated  and  Kings 
Plaza  Shopping  Center  of  Flatbush  Avenue,  Incorporated, 
owners. 

SUBJECT — Application  February  6,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  M3-1  district,  at  a  shopping 
center  presently  under  construction,  the  installation  of 
accessory  business  signs  that  exceed  the  permitted  surface 
area  and  the  height  above  grade  along  a  district  boundary. 

PREMISES  AFFECTED— 5102  to  5130  Avenue  U,  2483 
to  2451  Flatbush  Avenue,  southeast  corner,  Block  8470, 
Lots  1,  55  and  62,  Borough  of  Brooklyn. 


107-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Little  Antigone 
Theatres,  Incorporated,  owner. 

SUBJECT — Application  February  24,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R7-2  district,  the  alteration  to 
and  the  conversion  of  an  existing  church  to  a  theatre. 


PREMISES  AFFECTED — 225  East  13th  Street,  north  side, 
257  feet  6  inches  east  of  Third  Avenue,  Block  469,  Lot  49, 
Borough  of  Manhattan. 


122-70-BZ 

APPLICANT — Reavis  and  McGrath  for  Teachers  College, 
owner. 

SUBJECT — Application  February  26,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  and  73-641 
of  the  Zoning  Resolution  to  permit,  in  an  R8  district,  at 
an  existing  college,  the  erection  of  an  eleven  story  re¬ 
search  and  demonstration  building  that  exceeds  the  per¬ 
mitted  lot  coverage. 

PREMISES  AFFECTED— 528  to  536  West  121st  Street, 
south  side,  99  feet  6  inches  east  of  Broadway,  Block  1975, 
Lot  1,  Borough  of  Manhattan. 


247-69-BZ 

APPLICANT — Leonard  Boxer  of  Olnick  and  Seltzer  for 
Deerealty  Corp.,  owner. 

SUBJECT — Application  May  6,  1969 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City  Char¬ 
ter,  to  permit  in  a  Cl-9  and  R7-2  district,  the  erection  of  a 
34  story  mixed  building  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  lot  area  per  room  and 
with  commercial  occupancy  above  the  first  floor. 

PREMISES  AFFECTED — 560-576  Third  Avenue,  west 
side  from  East  37th  Street  to  East  38th  Street,  158-166 
East  38th  Street.  159-163  East  37th  Street,  Block  893,  Lot 
41,  Borough  of  Manhattan. 

Laid  over  from  February  17,  1970,  for  continued  hear¬ 
ing  at  the  request  of  the  applicant. 


662-69-BZ 

APPLICANT — Guerino  Salerni  for  33-55  11th  Street  Realty 
Corporation,  owner. 

SUBJECT — Application  November  10,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a  one  story  building  for  use  as  a  warehouse  and  factory. 

PREMISES  AFFECTED— 33-41  to  33-57  (33-55  11th 
Street,  official)  11  Street,  east  side,  140.15  feet  south  of 
33rd  Road,  (33-42  to  33-54  12th  Street),  Block  318,  Lot 
15,  Long  Island  City,  Borough  of  Queens. 

Laid  over  from  March  10,  1970,  for  continued  hearing. 


705-69-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Aetna  Insurance  Company,  owner. 

SUBJECT — Application  December  8,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-68 
of  the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  C5-5  district,  the 
erection  of  a  21  story  office  building  that  exceeds  the 
height  of  the  front  wall  and  the  tower  coverage,  en¬ 
croaches  on  the  required  tower  setback  and  exceeds  the 
permitted  floor  area  ratio. 

PREMISES  AFFECTED— 98  to  106  William  Street, 
southeast  corner  of  John  Street,  Block  68,  Lot  36,  Bor¬ 
ough  of  Manhattan. 

Laid  over  from  March  10,  1970,  for  continued  hearing. 

743-69-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Jack  Gottesman 
and  Irwin  Emerman,  owners ;  Le  Bonne  Viet  Adult  Home, 
lessee. 
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SUBJECT — Application  December  23,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City- 
Charter,  to  permit  in  an  R8  district,  the  erection  of  a 
13  story  senior  citizens  residence  that  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED — 154  Haven  Avenue,  west  side, 
272  feet  north  of  West  172nd  Street,  Block  2139,  Lot  275, 
Borough  of  Manhattan. 

Laid  over  from  March  24,  1970,  for  continued  hearing. 


584-69-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Alexander  Muss 
— 345  Company  (contract  vendee),  owner. 

SUBJECT — Application  October  8,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  C6-4  district,  the  erection  of  a  32 
story  office  building  that  exceeds  the  permitted  floor  area 
ratio,  encroaches  on  the  required  tower  area  and  tower 
setback. 

PREMISES  AFFECTED— 339-347  Broadway,  86-96  Leon¬ 
ard  Street,  southwest  corner,  Block  173,  Lots  23,  24,  27, 
30,  31,  Borough  of  Manhattan. 

Hearing  closed. 

M.  MILTON  GLASS,  Chairman 


APRIL  23,  1970,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Thursday  afternoon,  April  23,  1970,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

367-69-A 

APPLICANT — Argolene  Oil  Company  Incorporated  for 
Southwest  Grease  and  Oil  Company,  Incorporated,  owner. 
SUBJECT — Application  June  19,  1969 — Appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  combus¬ 
tible  mixture  known  as  Argo-Kote  in  16  Gallon  Fiber  Keg 
with  replaceable  cover  containers  not  in  compliance  with 
required  regulations  of  NYC  Administrative  Code. 


62-70-A 

APPLICANT — Max  Siegel  Associates  for  East  29th  Street 
Associates,  owner. 

SUBJECT — Application  January  27,  1970 — Review  of  a  de¬ 
cision  of  the  Borough  Superintendent  re-  Class  3  building, 
factory  etc. 

PREMISES  AFFECTED — 202  East  29th  Street,  south 
side,  90  feet  east  of  Third  Avenue,  Block  909,  Lot  53,  Bor¬ 
ough  of  Manhattan. 


386-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Nanbet  Realty  Corporation. 
SUBJECT — Application  July  3,  1969 — Appeal  for  modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 497  to  511  Meserole  Street,  502 
to  516  Scholes  Street,  northwest  corner  of  Steward  Avenue, 
Block  2969,  Lot  18,  Borough  of  Brooklyn. 


OWNER  OF  PREMISES — 60-19  Roosevelt  Avenue  Cor¬ 
poration. 

SUBJECT — Application  July  3,  1969 — Appeal  for  modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 60-01  to  60-29  Roosevelt 
Avenue,  northeast  corner  of  60th  Street,  Block  1229,  Lot 
122,  Woodside,  Borough  of  Queens. 


389-69-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Midwood  Memorial  Chapel, 
Incorporated. 

SUBJECT — Application  July  3,  1969 — Appeal  for  modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 1623  to  1633  Coney  Island 
Avenue,  southeast  corner  of  Locust  Avenue,  Block  6731, 
Lot  56,  Borough  of  Brooklyn. 


390-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Snyder  Realty  Corporation. 
SUBJECT — Application  July  3,  1969 — Appeal  for  modifica¬ 
tion  of  Certificate  of  Occupany  re-  sprinkler  system. 
PREMISES  AFFECTED— 3809  to  3815  13th  Avenue,  east 
side,  56  feet  north  of  39th  Street,  1311  39th  Street,  Block 
5299,  Lots  4,  5,  6  and  69,  Borough  of  Brooklyn. 


391-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Mansion  Realty  Corporation. 
SUBJECT — Application  July  3,  1969 — Appeal  for  modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 1114  Manhattan  Avenue,  south¬ 
east  corner  of  Clay  Street,  Block  2488,  Lot  6,  Borough  of 
Brooklyn. 

M.  MILTON  GLASS,  Chairman 


APRIL  29,  1970,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  morning,  April  29,  1970,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  fol¬ 
lowing  matters : 

704-69-BZ 

APPLICANT — Harry  Soled  for  9th  Avenue  Fish  Market, 
Incorporated,  owner. 

SUBJECT — Application  December  8,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  one  story  build¬ 
ing  and  the  change  in  occupancy  from  garage  to  a  whole¬ 
sale  establishment  and  warehouse. 

PREMISES  AFFECTED — 247  to  249  8th  Street,  north 
side,  327  feet  6  inches  west  of  5th  Avenue,  Block  998,  Lot 
57,  Borough  of  Brooklyn. 

Laid  over  from  March  24,  1970,  hearing  at  the  request 
of  the  objectors;  applicant  concurs;  previously  inspected. 


758-68-BZ 

APPLICANT — Sharf,  Hellenbrand  and  Tuohy  for  Long 
Island  Railroad  Company,  owner;  Pan-American  Van 
Lines,  Incorporated,  lessee. 


387-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 


280 


CALENDAR 


SUBJECT — Application  September  30,  1968 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  C8-1  and  R4  district,  in  conjunc¬ 
tion  with  the  construction  of  an  off-site  accessory  parking 
facility  for  a  moving  van  establishment,  the  expansion  in 
area  into  the  R4  district. 

PREMISES  AFFECTED— 88-16  Little  Neck  Parkway, 
west  side,  48.76  feet  north  of  Jamaica  Avenue,  Block  8668, 
Part  of  Lot  195,  Bellerose,  Borough  of  Queens. 


32-70-BZ 

APPLICANT — Barnett  Rose  for  Shell  Oil  Company,  owner. 

SUBJECT — Application  January  6,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-ll(g)  of  the 
Zoning  Resolution,  to  permit  in  a  C2-3  district,  at  an  ex¬ 
isting  automotive  service  station  with  accessory  uses,  the 
erection  of  a  one  story  enlargement  and  the  rehabilitation 
of  the  accessory  building. 

PREMISES  AFFECTED— 2040-2060  White  Plains  Road, 
northeast  corner  of  Bronxdale  Avenue,  Block  4284,  Lot  5, 
Borough  of  The  Bronx. 


46-70-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Kal  Associates,  owner. 

SUBJECT — Application  January  21,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  R8,  R10  and  Cl-5  district,  on  a 
plot  with  a  4  story  building,  the  erection  of  a  37  story 
multiple  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  lot  area  per  room  and 
encroaches  on  the  minimum  distance  between  building. 

PREMISES  AFFECTED— 436  to  444  East  86th  Street, 
south  side,  75  feet  9  inches  west  of  York  Avenue,  1621  to 
1623  York  Avenue,  435  to  443  East  85th  Street,  Block 
1565,  Lots  17,  24,  25,  29,  30,  31  and  34,  Borough  of  Man¬ 
hattan. 

61-70-BZ 

APPLICANT — Kenneth  H.  Koons  for  Gelstone  Builders, 
Incorporated,  owner. 

SUBJECT — Application  January  27,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  construc¬ 
tion  and  maintenance  of  an  outdoor  automotive  sales 
establishment  for  a  temporary  term  of  years. 

PREMISES  AFFECTED — 2901  Colden  Avenue,  northwest 
corner  of  Arnow  Avenue,  Block  4553,  Lots  1  and  5,  Bor¬ 
ough  of  The  Bronx. 

95-70-BZ 

APPLICANT — Keith  M.  Scott  for  City  of  New  York, 
Dept,  of  Real  Estate,  owner. 

SUBJECT — Application  February  13,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R7-2  district,  the  erection 
of  a  three  story  and  basement  enlargement  to  a  multiple 
dwelling  that  encroaches  on  the  required  rear  yard  and 
creates  a  non-complying  outer  court. 

PREMISES  AFFECTED— 145  West  94th  Street,  north 
side,  33 5  feet  east  of  Amsterdam  Avenue,  Block  1225,  Lot 
114,  Borough  of  Manhattan. 


SUBJECT — Application  October  23,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-44 
of  the  Zoning  Resolution,  to  permit  in  a  C2-1  and  R4  dis¬ 
trict  in  conjunction  with  the  erection  of  a  two  story  store 
and  office  building,  the  reduction  in  the  number  of  accessory 
parking  spaces  and  the  extension  of  the  parking  area  into 
the  residence  district. 

PREMISES  AFFECTED— 9512  to  9514  Avenue  L,  south 
side,  82  ft.  8%  inches  east  of  95th  Street,  1423-1425  East 
95th  Street,  Block  8270,  Lot  38,  Borough  of  Brooklyn. 

Laid  over  from  March  24,  1970;  at  the  request  of  the 
applicant;  hearing  continued. 

M.  MILTON  GLASS,  Chairman 


APRIL  29,  1970,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  afternoon,  April  29,  1970,  at  2  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York  10013,  N.  Y.,  on  the  fol¬ 
lowing  matters : 

523-69-A 

APPLICANT — Hayward  F.  Manice  for  St.  Vincent’s  Medi¬ 
cal  Center,  owner. 

SUBJECT — Application  September  5,  1969 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system  and  Appeal  from  a  decision  of  the  Bor¬ 
ough  Superintendent  re-  egress,  door,  stairs  etc. 
PREMISES  AFFECTED— 355  Bard  Avenue,  681  Castleton 
Avenue,  northeast  corner,  Block  102,  Lot  1,  West  New 
Brighton,  Borough  of  Richmond. 


392-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Sailors  Snug  Harbor. 
SUBJECT — Application  July  3,  1969 — Appeal  for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 757  to  769  Broadway,  65  to  75 
East  8th  Street,  southwest  corner,  56  to  68  East  9th  Street, 
Block  560,  Lot  29,  Borough  of  Manhattan. 


393-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES— Molly  Bluth  and  Dorothy 
Nisonoff. 

SUBJECT — Application  July  3,  1969— Appeal  for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 777  to  781  Manhattan  Avenue, 
west  side,  50  feet  north  of  Meserole  Avenue,  Block  2596, 
Lot  28,  Borough  of  Brooklyn. 


394-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Hemar  Realty  Associates. 
SUBJECT — Application  July  3,  1969 — Appeal  for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 86  to  98  Montague  Street,  211 
to  229  Hicks  Street,  southeast  corner,  59  to  65  Remsen, 
Block  248,  Lot  15,  Borough  of  Brooklyn. 


633-69-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Canarsie  Lots 
Corporation,  and  Ellar  Estates  Corporation,  owners. 
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493-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  RECORD — Rose  Diamond. 
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CALENDAR 


SUBJECT— Application  August  26,  1969— Appeal  for  Modi¬ 
fication  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 1504  Macombe  Road,  east  side, 
234  feet  south  of  Goble  Place,  Block  2865,  Lot  15,  Borough 
of  The  Bronx. 


495-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— David  Zirinsky. 

SUBJECT — Application  August  26,  1969 — Appeal  for  Modi¬ 
fication  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 142-156  33rd  Street,  south  side, 
100  feet  west  of  4th  Avenue,  Block  684,  Lot  25,  Borough 
of  Brooklyn. 


93-70-A 

APPLICANT — B.  F.  Goodrich  Company,  owner. 

SUBJECT — Application  February  13,  1970 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  inflam¬ 
mable  mixture  known  as  PL-200  in  fibre  cylinders  with 
plastic  slip  on  caps  in  1/10  gallon  and  quart  containers 
and  PL-400  in  fibre  cylinders  with  plastic  slip  on  caps  in 


one  quart  containers  not  in  accordance  with  the  Adminis¬ 
trative  Code. 


108-70-A 

APPLICANT — Morris  B.  Lore  for  E.  I.  du  Pont  de  Nem¬ 
ours  and  Company,  owner. 

SUBJECT — Application  February  24,  1970 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “DuPont  Rally  Liquid  Wax” 
in  18  fl.  oz.  plastic  bottle  (containers  not  in  accordance 
with  Administrative  Code). 


11 6-70- A 

APPLICANT — Leonard  F.  Rothkrug  for  Salanter  Akiba 
Hebrew  Academy,  owner. 

SUBJECT — Application  February  25,  1970 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposal  to 
use  building  of  combustible  construction  for  school. 

PREMISES  AFFECTED— 655  West  254th  Street,  north 
side,  from  Palisades  Avenue  to  Independence  Avenue, 
Block  5947,  Lot  1,  Borough  of  The  Bronx. 

M.  MILTON  GLASS,  Chairman 
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MINUTES 


REGULAR  MEETING 

TUESDAY  MORNING,  MARCH  24,  1970,  10  A.M. 

Present :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 


The  minutes  of  the  regular  meetings  of  the  Board  held 

on  Tuesday  morning  and  afternoon  March  3,  1970,  were 

approved  as  printed  in  the  Bulletin  of  March  12,  1970,  Vol. 

55,  No.  11. 

11 12-64- A 

APPLICANT — Rabbi  Joseph  Rosenfeld  for  Educational 
Institute  Oholei  Torah,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
request  to  waive  the  rules  of  procedure  and  extension  of 
variance  which  expired  April  13,  1968 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system ;  previously  granted  on  condition. 

PREMISES  AFFECTED — 1267  Eastern  Parkway,  north 
side,  160  feet  14  inches  west  of  Buffalo  Avenue,  Block 
1392,  Lot  53,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
April  13,  1966,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  the 
term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  April  13,  1966,  only  as  to  the  term 
of  the  variance,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read: 

“granted  for  a  term  of  two  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  . ;  on  condition  that  no 
further  extension  of  the  term  of  this  variance  will  be 
considered  by  the  Board ;  and  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects.  (Fire  Dept.  Order  No.  569-4) 


557-48-BZ 

APPLICANT — William  J.  Karp  for  Ignazia  Galati  and 
John  Galati,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  19, 
1970 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  7i  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  business  use  district,  the  maintenance 
of  premises  as  a  garage  for  more  than  five  (5)  motor 
vehicles  and  motor  vehicle  repair  shop. 

PREMISES  AFFECTED — 34-29  to  34-31  31st  Street,  east 
side,  265.24  feet  north  of  35th  Avenue,  Block  608,  Lots  16 
and  17,  Long  Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  William  J.  Karp. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 


THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


—  r* 

Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  21,  1949,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
March  24,  1970,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  21, 
1949  as  amended  through  January  19,  1965,  only  as  to  the 
term  of  the  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read: 

“granted  for  a  term  of  five  years  from  January  19,  1970, 
to  permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects  ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  3428-46) 


604-49-BZ 

APPLICANT — William  J.  Karp  for  George  Nintzel,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  September  14, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7i  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  business  use  district,  the  main¬ 
tenance  of  ignition  repairs,  battery  charging,  auto  parts, 
cleaning,  testing  room,  office  and  one  family  and  parking 
of  more  than  five  motor  vehicles  waiting  to  be  serviced  on 
open  portion  of  lot. 

PREMISES  AFFECTED — 34-16  31st  Street,  west  side, 
140.5  feet  south  of  34th  Avenue,  Block  607,  Lot  35,  Long 
Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  William  J.  Karp. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  13,  1950,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  March  24,  1970,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  13, 
1950  as  amended  through  September  14,  1965,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read: 

“granted  for  a  term  of  five  years  from  September  14, 
1970,  to  permit  .  .  .  ;  on  condition  that  a  fence  be  in¬ 
stalled  and  maintained  along  the  southerly  lot  line  in 
accordance  with  the  requirements  of  Section  25-66  of 
the  Zoning  Resolution;  that  the  sidewalk  and  curb  in 
front  of  the  premises  be  repaired  in  accordance  with  the 
rules  and  regulations  of  the  Department  of  Highways; 
that  other  than  as  herein  amended  the  resolution  above 
cited  shall  be  complied  with  in  all  respects ;  and  that  a 
new  Certificate  of  Occupancy  shall  be  obtained.”  (Alt. 
1460-49) 
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282-58-BZ 

APPLICANT — Elmer  H.  Robertson  and  Florence  E.  Rob¬ 
ertson,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
request  to  waive  the  rules  of  procedure  and  extension  of 
term  of  variance  which  expired  January  7,  1969 — decision 
of  the  Borough  Superintendent;  previously  granted  on 
condition,  under  Section  7e  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district,  the  use  of  an  existing 
building  for  manufacturing  as  permitted  in  a  business  use 
district. 

PREMISES  AFFECTED — 93-08  95th  Avenue,  south  side, 
50  feet  east  of  93rd  Street,  Block  9036,  Lot  3,  Woodhaven, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Elmer  H.  Robertson. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  18,  1958,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
March  24,  1970,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  November  18,  1958,  as  amended 
through  January  7,  1964,  only  as  to  the  term  of  the  variance, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 
“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  . ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (Alt.  1586-57) 


30-68-BZ 

APPLICANT — Herbert  L.  Brickman  for  Vincent,  Frank 
and  Ida  Alfarone,  owners. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expires  March  26,  1970 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition,  under  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  R4  district,  the  erection  of  a  one  story 
building  for  use  as  retail  stores  with  accessory  parking 
that  encroaches  on  the  required  front  yard  and  side  yard. 

PREMISES  AFFECTED — 3825-3833  Boston  Road,  north¬ 
east  corner  of  DeReimer  Avenue,  Block  4896,  Lot  5,  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Herbert  L.  Brickman. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
March  26,  1968,  on  certain  conditions ;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  December  2,  1969;  and 


Whereas,  the  resolution  was  amended  on  February  17, 
1970;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
26,  1968,  as  amended  through  February  17,  1970,  only  as  to 
the  time  to  complete  the  work,  so  that  as  amended  this  por¬ 
tion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  March  26,  1970  on  condition,  that  no 
further  extension  of  time  will  be  considered  by  the 
Board.”  (N.B.  510-67) 


745-68-BZ 

APPLICANT — Murray  Rudman  for  Samuel  A.  Crowe  and 
Evans  J.  Crowe,  owners. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  March  11,  1970 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition,  under  Section  72-21  of  the  Zoning  Resolution, 
to  permit  in  a  Cl-2  and  R3-2  district,  the  erection  of  a  one 
story  enlargement  to  an  existing  funeral  establishment  and 
the  expansion  of  the  accessory  parking  into  the  R3-2 
district. 

PREMISES  AFFECTED — 187-18  Baisley  Boulevard,  south 
side,  62.62  feet  east  of  Riverton  Street,  Block  12448,  Lots 
28  and  47,  St.  Albans,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Murray  Rudman. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
March  11,  1969,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March  11, 
1969,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  March  11,  1970,  on  condition  that  no  fur¬ 
ther  extension  of  time  will  be  considered  by  the  Board.” 
(Alt.  715-68) 


3-68-BZ 

APPLICANT — Harry  A.  Kotcher  for  Warm  Saw  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — to  dismiss  the 
request  to  reopen  and  amend  the  resolution — decision  of  the 
Borough  Superintendent;  previously  granted  on  condition, 
under  Sections  73-50  and  73-52  of  the  Zoning  Resolution, 
to  permit  in  a  C2-2  and  R3-2  district,  the  erection  of  a  one 
story  and  cellar  enlargement  to  an  existing  electronic 
wholesale  establishment  that  extends  into  the  residence  dis¬ 
trict  without  the  required  yard  and  with  a  loading  berth 
within  60  feet  of  a  residence  district. 

PREMISES  AFFECTED — 196-33  Northern  Boulevard, 
north  side,  184.32  feet  west  of  Francis  Lewis  Boulevard, 
Block  5373,  Lot  12,  Flushing,  Borough  of  Queens. 
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APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  to  reopen  and  amend 
the  resolution  dismissed  for  lack  of  prosecution  by  the 
applicant. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  . . .  0 


532-69-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Tzivyeh  Realty 
Corporation,  owner;  Country  Club  Nursing  Home,  lessee. 
SUBJECT — Application  September  10,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R-2  district,  the  erection 
of  a  one  story  and  basement  enlargement  to  a  proprietary 
nursing  home. 

PREMISES  AFFECTED — 3391  Country  Club  Road,  north 
side,  836.01  feet  east  of  Reed  Place,  Block  5409,  Lot  436, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug  and  P.  Dachowitz. 
For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  April  14,  1970,  at  10 
A.M.,  for  continued  hearing ;  applicant  to  submit  additional 
information;  previously  inspected. 

549-69-BZ 

APPLICANT — Arthur  J.  McGee  for  9th  Street  Company, 
owner. 

SUBJECT — Application  September  23,  1969— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C6-1  and  R7-2  district,  the 
erection  of  a  28  story  multiple  dwelling  and  store  building 
that  exceeds  the  permitted  floor  area  ratio  and  lot  area 
per  room,  has  less  than  the  required  open  space  ratio  and 
accessory  parking  and  penetrates  the  sky  exposure  plane. 
PREMISES  AFFECTED — 39-45  Third  Avenue,  east  side, 
from  East  9th  Street  to  East  10th  Street,  Block  465,  Lots 
1  to  8,  30,  32,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition :  None. 

For  Administration:  Howard  Zipser,  City  Planning 
Commission. 

ACTION  OF  BOARD — Laid  over  to  April  14,  1970,  at 
10  A.M.,  for  continued  hearing  at  the  request  of  the  City 
Planning  Commission;  previously  inspected. 


584-69-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Alexander  Muss 
— 345  Company  (contract  vendee),  owner. 

SUBJECT— Application  October  8,  1969— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City  Charter, 
to  permit  in  a  C6-4  district,  the  erection  of  a  32  story  office 
building  that  exceeds  the  permitted  floor  area  ratio,  en¬ 
croaches  on  the  required  tower  area  and  tower  setback. 

PREMISES  AFFECTED— 339-347  Broadway,  86-96 
Leonard  Street,  southwest  corner.  Block  173,  Lots  23,  24, 
27,  30,  31,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff. 


For  Opposition:  None. 

For  Administration:  Howard  Zipser,  City  Planning 
Commission. 

ACTION  OF  BOARD — Laid  over  to  April  23,  1970,  at 
10  A.  M.,  for  decision  at  the  request  of  the  applicant; 
hearing  previously  closed. 


633-69-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Carnarsie  Lots 
Corporation,  and  Ellar  Estates  Corporation,  owners. 

SUBJECT — Application  October  23,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-44 
of  the  Zoning  Resolution,  to  permit  in  a  C2-1  and  R4 
district  in  conjunction  with  the  erection  of  a  two  story 
store  and  office  building,  the  reduction  in  the  number  of 
accessory  parking  spaces  and  the  extension  of  the  parking 
area  into  the  residence  district. 

PREMISES  AFFECTED — 9512  to  9514  Avenue  L,  south 
side,  82  ft.  8 Y&  inches  east  of  95th  Street,  1423-1425  East 
95th  Street,  Block  8270,  Lot  38,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  April  29,  1970,  at 
10  A.  M.,  for  continued  hearing  at  the  request  of  the  appli¬ 
cant  ;  previously  inspected. 

704-69-BZ 

APPLICANT — Harry  Soled  for  9th  Avenue  Fish  Market, 
Incorporated,  owner. 

SUBJECT — Application  December  8,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  one  story  build¬ 
ing  and  the  change  in  occupancy  from  garage  to  a  whole¬ 
sale  establishment  and  warehouse. 

PREMISES  AFFECTED — 247  to  249  8th  Street,  north 
side,  327  feet  6  inches  west  of  5th  Avenue,  Block  998, 
Lot  57,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Harry  Soled  and  Andrea  Sauerese. 

For  Opposition:  Gerard  Carey,  Charles  W.  Dennis, 
Grace  Slrzelczyk,  Carmelina  Albano,  Rose  Babstock, 
Agnes  Tauberman,  Francisco  and  Manny  Laboy  and 
Gloria  Stansiore  and  others. 

ACTION  OF  BOARD — Laid  over  to  April  29,  1970,  at 
10  A.  M.,  for  hearing  at  the  request  of  the  objectors;  ap¬ 
plicant  concurs ;  previously  inspected. 


743-69-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Jack  Gottesman 
and  Irwin  Emerman,  owners ;  Le  Bonne  Viet  Adult  Home, 
lessee. 

SUBJECT— Application  December  23,  1969— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  R8  district,  the  erection  of  a  13 
story  senior  citizens  residence  that  penetrates  the  sky  ex¬ 
posure  plane. 

PREMISES  AFFECTED — 154  Haven  Avenue,  west  side, 
272  feet  north  of  West  172nd  Street,  Block  2139,  Lot  275, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff  and  Irwin  Emerman. 
For  Opposition:  Milton  L.  Maier  and  William  Reich. 

ACTION  OF  BOARD — Laid  over  to  April  23,  1970,  at 
10  A;  M.,  for  continued  hearing;  applicant  to  file  revised 
drawings  and  financial  statement  ;  previously  inspected. 
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27-70-B  Z 

APPLICANT — Leonard  F.  Rothkrug  for  Annie  Futernick, 
owner. 

SUBJECT — Application  January  6,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  11-413  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  the  change  in 
occupancy  of  an  existing  one  story  building  previously  be¬ 
fore  the  Board  from  lumber  store,  lumber  yard  and  stor¬ 
age  of  building  materials  to  a  motor  vehicle  repair  shop, 
touch-up  spraying  and  storage  and  rental  of  motor  vehicles. 
PREMISES  AFFECTED— 109-20  Sutphin  Boulevard,  147- 
47  Glassboro  Avenue,  northwest  corner,  Block  11949,  Lot 
324,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug  and  Abraham 
Futernick. 

For  Opposition:  Syron  C.  Headley,  Shirley  Royal,  Mamie 
Barnes,  Elijah  Stewart,  John  Coleman,  Cece  Leons 
Coleman,  Franklin  Newton  and  Charles  Dickinson. 
ACTION  OF  BOARD— Laid  over  to  April  14,  1970,  at  10 
A.M.,  for  continued  hearing;  applicant  to  file  drawings  and 
statement  of  hours  of  operation ;  previously  inspected. 


36-70-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  200  West  79th  Street  Company,  owner. 

SUBJECT— Application  January  13,  1970 — decision  of  the 
Borough  Superintendent  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  C2-1  and  C2-7  district,  the  erec¬ 
tion  of  an  18  story  residential  and  store  building  that  ex¬ 
ceeds  the  permitted  floor  area  ratio  and  has  less  than  the 
required  open  space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 380-394  Amsterdam  Avenue, 
200-204  West  79th  Street,  southwest  corner,  201-205  West 
78th  Street,  Block  1170,  Lots  29,  30,  32,  34,  35,  36,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum. 

For  Opposition:  Andrew  Wright,  Harry  Geller,  Felicia 
Boxmann,  Paula  Wright  and  Richard  Lemkin. 

For  Administration :  Howard  Alan  Zipser,  City  Planning 
Commission. 

ACTION  OF  BOARD— Laid  over  to  April  14,  1970,  at  10 
A.M.,  for  hearing  at  the  request  of  the  Local  Community 
Board ;  previously  inspected. 


681-69-BZ 

APPLICANT — Max  Siegel  Associates  for  John  D.  Ditul- 
lio,  owner ;  J  &  J  3213,  Incorporated,  lessee. 

SUBJECT — Application  November  18,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  C2-2  district,  in  an  existing  two 
story  building,  the  addition  to  the  use  of  the  first  floor 
restaurant  to  include  cabaret. 

PREMISES  AFFECTED — 3213  East  Tremont  Avenue, 
east  side,  125  feet  south  of  Waterbury  Avenue,  Block  5331, 
Lot  19,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  John  M.  Hronec  and  John  Di  Tulleo. 
For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  March  24,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  28,  1969,  acting  on  Alt.  Applic.  306/1969, 
reads : 

“1.  Proposed  occupancy  in  Use  Group  12  located 
in  C2-2  and  R4  use  districts,  is  contrary  to  Sec.  32-21 
of  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
a  C2-2  district,  in  an  existing  two-story  building,  the  addi¬ 
tion  to  the  use  of  the  first  floor  restaurant  to  include  cabaret, 
on  condition  that  all  work  shall  substantially  conform  to 
drawings  filed  with  this  application  and  marked  “Received 
November  18,  1969,”  3  sheets,  and  “February  5,  1970,”  2 
sheets ;  on  further  condition  that  the  entertainment  be  limited 
to  four  musical  instruments,  one  of  which  may  be  of  the 
percussion  type,  and  one  vocalist ;  that  dancing  be  limited  to 
patrons  only;  that  the  owner  shall  develop  the  adjoining 
Lot  20  under  his  ownership,  for  use  as  accessory  parking  to 
his  establishment;  that  all  laws,  rules  and  regulations  ap¬ 
plicable  shall  be  complied  with,  and  that  substantial  con¬ 
struction  be  completed  within  one  year  from  the  date  of  this 
resolution. 


696-69-BZ 

APPLICANT — Buckley  and  Kisseloff  for  1133  Building 
Corporation,  owner ;  Inmont  Corporation,  lessee. 
SUBJECT — Application  December  2,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72.01  (b)  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  C6-6  District,  on  a  plot  with  an 
existing  44  story  office  building,  the  installation  of  an  elec¬ 
tric  sign  that  exceeds  the  permitted  height  above  curb  level. 
PREMISES  AFFECTED — 1133  Avenue  of  the  Americas, 
southwest  corner  of  West  44th  Street,  Block  996,  Lot  29, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


W hereas,  a  public  hearing  was  held  on  this  application  on 
March  3,  1970,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  March  17,  1970;  then  to  March  24,  1970;  and 
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Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  14,  1969,  acting  on  E.S.  Applications  437, 
438  and  439/1969,  reads : 

“C-l.  Proposed  sign  exceeds  maximum  height  of 
40  ft.  above  curb  level  in  a  C6-6  Zoning  District  Sec. 
32-655  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  82-01  (b)  of  the  Zoning  Resolution,  and  that  the  ap¬ 
plicant  is  therefore  entitled  to  relief. 

Resolved,  that  the  Board  does  hereby  make  each  of  the 
findings  required  under  Section  72-01  (b)  of  the  Zoning  Reso¬ 
lution  and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-01  (b)  of  the  Zoning  Resolution,  to  permit 
in  a  C6-6  district,  on  a  plot  with  an  existing  44-story  office 
building,  the  installation  of  electric  signs  that  exceed  the 
permitted  height  above  curb  level,  on  condition  that  all  work 
shall  substantially  conform  to  drawings  filed  with  this  appli¬ 
cation  and  marked  ^“Received  December  2,  1969,”  6  sheets, 
and  “March  24,  1970,”  one  sheet;  on  further  condition  that 
these  signs  be  located  only  on  the  west  wall  and  on  the  south 
wall,  as  shown  on  the  drawings  filed  March  24,  1970 ;  on 
further  condition  that  the  signs  be  non-flashing ;  that  all  laws, 
rules  and  regulations  applicable  shall  be  complied  with,  and 
that  substantial  construction  be  completed  within  one  year 
from  the  date  of  this  resolution. 


699-69-BZ 

APPLICANT — Emanuel  Weiner  for  Jacob  Loeffler  and 
Sons,  owner. 

SUBJECT — Application  December  2,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  11-413  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  change  in 
occupancy  of  an  existing  three  story  building  previously 
before  the  Board  from  a  factory  to  a  furniture  showroom. 
PREMISES  AFFECTED — 166  Clymer  Street,  south  side, 
200  feet  east  of  Bedford  Avenue,  Block  2173,  Lot  17,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Emanuel  Weiner  and  Lesile  Loffler. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
Alarch  24,  1970,  after  due  notice  by  publication  in  the  Bulletin ; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  4,  1969,  acting  in  Alt.  Applic.  1265/1969, 
reads : 

“1.  Within  a  building  under  B.S.A.  jurisdiction  un¬ 
der  Cal.  Nos.  513-46-BZ  and  514-46-A,  the  proposed 
change  in  use  from  wood  manufacturing,  upholstering 
and  storage  to  furniture  stores  (U.G.  10)  must  be  re¬ 
ferred  back  to  the  Board. 

Note:  The  conditional  variance  granted  under  Cal. 

#513-46-BZ  for  Alt.  591/58  and  Alt.  1205/46  for  exits, 

floor  loads  and  use  expired  on  12-16-68.” 

and 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  11-413  of  the  Zoning  Reso¬ 
lution,  the  change  in  use  of  the  present  building. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  permit  under  Section  11-413  of  the  Zoning  Resolu¬ 
tion,  in  an  R6  district,  the  change  in  occupancy  of  an  exist¬ 
ing  three-story  building  previously  before  the  Board  from  a 
factory  to  a  furniture  showroom  for  a  term  of  ten  years,  on 
condition  that  all  work  shall  substantially  conform  to  draw¬ 
ings  filed  with  this  application  and  marked  “Received  De¬ 
cember  2,  1969,”  6  sheets;  on  further  condition  that  there  be 
no  manufacturing  on  the  premises ;  and  that  all  laws,  rules 
and  regulations  applicable  shall  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 

738-69-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Edythe  Rein 
Landau,  owner. 

SUBJECT — Application  December  16,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Rl-2  district,  on  a  plot 
with  a  dwelling  and  accessory  swimming  pool  previously 
before  the  Board,  the  erection  of  a  one  story  enlargement 
to  the  cabana  structure  that  encroaches  on  the  required 
side  and  rear  yards. 

PREMISES  AFFECTED — 4530  Fieldstone  Road,  east  side, 
85.18  feet  north  of  West  245th  Street,  Block  3415,  Lot  207, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Frederick  Ketcher. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  March  10,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  March  24,  1970;  and 

W  hereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  3,  1969,  acting  on  Alt.  Applic.  267/1969, 
reads : 

“1.  The  proposed  extension  of  the  building  into 
the  required  side  and  rear  yards  is  contrary  to  Section 
23-44  and  Section  54-31  of  Zoning  Resolution  and 
B.  S.  A.  Cal.  #400-57-BZ.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  11-412  of  the  Zoning  Reso¬ 
lution,  the  enlargement  of  the  present  building. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  permit  under  Section  11-412  of  the  Zoning  Resolu¬ 
tion,  in  an  Rl-2  district,  on  a  plot  with  a  dwelling  and  ac¬ 
cessory  swimming  pool  previously  before  the  Board,  the 
erection  of  a  one-story  enlargement  to  the  cabana  structure 
that  encroaches  on  the  required  side  and  rear  yards,  on  con¬ 
dition  that  all  work,  including  planting,  shall  substantially 
conform  to  drawings  filed  with  this  application  and  marked 
“Received  November  3,  1969,”  5  sheets,  and  “March  18, 
1970,”  3  sheets;  that  all  laws,  rules  and  regulations  applic¬ 
able  shall  be  complied  with,  and  that  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  resolu¬ 
tion. 
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742-69-BZ 

APPLICANT— Arthur  J.  McGee  for  Elvio  Giovannini  and 
Estate  of  Grace  D’Amato,  owners. 

SUBJECT — Application  December  29,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-3  district,  the  erection 
and  maintenance  of  an  automotive  service  station  with 
accessory  uses. 

PREMISES  AFFECTED— 4210  Fort  Hamilton  Parkway, 
southwest  corner  of  42nd  Street,  Block  5596,  Lots  43,  45, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  John  E.  Murphy,  Rev.  Msgr.  Edward 
Mullaney,  Anthony  Germano,  Elvira  DeVita,  Nicola 
Papandrea,  Mary  Neglia,  Linda  DeLucia,  Grace  Ven¬ 


tura,  Miriam  Elefant,  James  E.  Kairen  and  others. 
ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
March  24,  1970,  after  due  notice  by  publication  in  the  Bulletin; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  23,  1969,  acting  on  N.B.  Applic  528/1969, 
reads : 

“1.  Proposed  construction  service  station  with  park¬ 
ing  for  cars  awaiting  service,  U.G.  16  B,  located  in  a 
C2-3  district  mapped  in  an  R6  zone,  is  not  permitted  as 
of  right  and  must  referred  to  the  Board  of  Standards 
and  Appeals — 32-25  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  finds  that  the  development  of  these 
premises  as  proposed  would  be  detrimental  to  the  neighbor¬ 
hood. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  December  23,  1969,  acting  on  N.B.  Applic.  528/1969, 
Objection  No.  1,  be  and  it  hereby  is  affirmed  and  that  the 
application  be  and  it  hereby  is  denied. 


Adjourned:  12:10  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MARCH  24,  1970,  2  P.  M. 

Present :  Chairman  Glass,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

97-70-A 

APPLICANT — H.  C.  Bernhard  for  Shreve,  Lamb  and 
Harmon  Associates  for  One  Wall  Street  Corporation, 
owner. 

SUBJECT — Application  February  13,  1970 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Occupancy 
Areas  increased,  egress. 


PREMISES  AFFECTED— 60-80  Broadway,  1  to  7  Wall 
Street,  southeast  corner,  Block  23,  Lot  7,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appeal  withdraivn  at  the  request 
of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


24-70-A 

APPLICANT — Schalk  Chemicals,  Incorporated  for  BFC 
Division  of  Essex  Chemical  Corporation,  owner. 
SUBJECT — Application  January  22,  1970 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of  flam¬ 
mable  mixture  known  as  Speed  Demon  Panel  and  Con¬ 
struction  Adhesive  in  1/10  gallon  foil  lined  Chemtest 
cartridge  without  a  replaceable  top  or  cap  not  in  compli¬ 
ance  with  regulations  of  the  Administrative  Code  of  New 
York  City. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration :  Lt.  J.  P.  Manfredi,  F.  D.  and  Sup. 
Insp.  C.  Palmieri,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

TFIE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
November  25,  1969  on  Folder  #122-3738,  reads: 

“We  regret  to  inform  you  that  your  application  to  regis¬ 
ter  your  product  ‘Speed  Demon  Panel  &  Construc¬ 
tion  Adhesive’  a  Flammable  Mixture  with  a  flash  point 
below  75°F.  (T.  O.  C.)  in  containers  as  follows  1/10 
Gal.  foil  lined  Chemtest  cartridge  without  a  replaceable 
top  or  cap  is  Disapproved.  Such  containers  are  not  in 
compliance  with  our  regulations  to  wit.  Sec.  C19-59.0.C 
of  the  NYC  Adm.  Code  requires  that  containers  of  this 
size  for  Flammable  Mixtures  be  of  metal  with  replace¬ 
able  tops  or  caps.” 

and 

Whereas,  the  sample  of  this  container  and  the  drawings 
submitted  were  considered  by  the  Board,  and  it  was  deter¬ 
mined  that  the  appeal  should  be  granted  under  certain 
conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
November  25,  1969,  acting  on  Folder  #122-3738,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  container  substantially  comply 
with  drawing  marked  “Received  March  6,  1970,”  one  sheet; 
on  further  condition  that  the  labeling  be  in  such  style  and 
wording  as  is  satisfactory  to  the  Fire  Commissioner;  and 
that  in  all  other  respects,  all  other  applicable  laws,  rules  and 
regulations  be  complied  with. 


65-70-A 

APPLICANT — Donald  D.  Fisher  for  766  Madison  Avenue 
Realty  Corporation,  owner. 

SUBJECT — Application  January  27,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Class  3  build¬ 
ing,  height,  egress,  live  load,  etc. 
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PREMISES  AFFECTED — 766  Madison  Avenue,  west  side, 
40  feet^  5  inches  south  of  East  66th  Street,  Block  1380, 
Lot  157,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Donald  D.  Fisher. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  29,  1969  on  Alt.  Applic.  1733-69,  reads : 

“Cl — Commercial  building  over  4  stories  in  height 
not  permitted  of  Class  III  non-fireproof  construction  as 
per  Section  C26-254  of  the  Administrative  Code. 

C2 — Two  means  of  egress  required  from  cellar  as 
per  Section  (6.1. 2.2.3)  3(a)  of  the  Administrative  Code. 

C3 — Live  load  of  40#/sq.  ft.  is  inadequate  for  office 
use  as  per  Section  C26-344(b)  of  the  Adminstrative 
Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  December  29,  1969,  acting  on  Alt.  Applic.  1733-69 
Objection  Nos.  Cl,  C2  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  substantially  comply  with  drawings  marked 
"Received  January  27,  1970,”  3  sheets,  and  “March  18,  1970,” 
3  sheets ;  on  further  condition  that  an  automatic  sprinkler 
system  be  installed  throughout  the  cellar  and  first  floor,  and 
that  the  existing  sprinkler  system  be  maintained  to  the  satis¬ 
faction  of  the  Fire  Commissioner ;  that  all  exit  doors  be 
marked  by  illuminated  exit  signs  in  accordance  with  Law; 
that  with  respect  to  Objection  C3  the  applicant  will  comply; 
and  that  in  all  other  respects,  all  other  applicable  laws,  rules 
and  regulations  shall  be  complied  with. 


7 1-70- A 

APPLICANT — Joseph  Marini  for  Mt.  Olivet  Church,  In¬ 
corporated,  owner. 

SUBJECT — Application  January  28,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  class  4  con¬ 
struction,  proposed  change  from  stores  to  church  (public 
building). 

PREMISES  AFFECTED — 2386-2390  Jerome  Avenue,  east 
side, ^117.48  feet  north  of  East  184th  Street,  Block  3188, 
Lot  7,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Joseph  Marini. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  6,  1970  on  Alt.  Applic.  448-69,  reads: 

Proposal  to  change  stores  to  church  (public 
building)  where  structure  is  of  Class  IV  construction 
(Frame)  violates  Sect.  C26-254.” 

and 


\\  hereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  6,  1970,  acting  on  Alt.  Applic.  448-69,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted _  on  condition  that  the  building 
shall  substantially  comply  with  drawings  marked  “Received 
January  28,  1970,”  3  sheets,  “February  13,  1970,”  2  sheets, 
and  “March  17,  1970,”  2  sheets;  on  further  condition  that  all 
exits  be  marked  by  illuminated  signs  in  accordance  with 
Law ;  and  that  in  all  other  respects,  all  other  applicable  laws, 
rules  and  regulations  be  complied  with. 

73-70-A 

APPLICANT  Charles  F.  Murphy  for  Hazeltine  Corpora¬ 
tion,  owner. 

SUBJECT  Application  January  28,  1970 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  smoking  in  factory. 

PREMISES  AFFECTED— 60-15  to  60-31  Little  Neck 
Parkway,  northeast  corner  of  61st  Avenue,  Block  8393, 
Lot  1,  Little  Neck,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Charles  F.  Murphy  and  Hugh  P.  Fox. 

For  Administration:  Lt.  J.  P.  Manfredi,  F.  D.  and  Sup. 
Insp.  C.  Palmieri,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  q 


THE  RESOLUTION— 

W  hereas,  the  decision  of  the  Fire  Commissioner,  dated 
December  29,  1969,  reads : 

_  Under  Section  283  of  the  State  Labor  Law,  smoking 
is  prohibited  in  a  factory.” 

and 

Whereas,  the  premises  were  inspected  by  a  representative 
of  the  Fire  Department  acting  as  a  committee  of  the  Board, 
who  recommended  that  the  appeal  be  granted  under  cer¬ 
tain  conditions. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  Fire  Commissioner,  dated 
December  29,  1969,  and  that  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  the  building  shall  comply  with 
drawings  marked  “Received  March  20,  1970,”  4  sheets;  on 
further  condition  that  signs  be  posted  prohibiting  smoking  in 
the  areas  marked  “A”  to  “P”,  “R”  and  “S”  as  shown  on  the 
drawings ;  that  there  be  provided  metal  receptacles  with  metal 
covers  for  combustible  waste  in  all  production  areas;  that 
metal  containers  be  provided  for  smokers’  wastes  throughout 
the  premises  to  the  satisfaction  of  the  Fire  Commissioner; 
and  that  in  all  other  respects,  all  other  applicable  laws,  rules 
and  regulations  shall  be  complied  with. 


256-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Tysens  Company,  owner. 

SUBJECT — Application  May  8,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy — dry  standpipe 
system. 

PREMISES  AFFECTED — 655  Tysens  Lane,  northwest 
corner  of  Mill  Road,  Block  3983,  Lot  1,  New  Dorp,  Bor¬ 
ough  of  Richmond. 
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APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.  D.  and  Sup.  Insp. 
C.  Palmieri,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.,  and  William  a. 
Farley,  Esq. 

ACTION  OF  BOARD— Laid  over  to  April  7,  1970,  at 
2  P.  M.  for  continued  hearing  at  the  request  of  the  owner 
and  Fire  Department. 


257-69-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Tysens  Company,  owner. 
SUBJECT— Application  May  8,  1969— Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy — dry  standpipe 
system. 

PREMISES  AFFECTED— 285  Mill  Road,  northwest 
corner  of  Tysens  Lane,  Block  3983,  Lot  1,  New  Dorp, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.  D.  and  Sup.  Insp. 
C.  Palmieri,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.  and  William  T. 
Farley,  Esq. 

ACTION  OF  BOARD— Laid  over  to  April  7,  1970,  at 
2  P.  M.  for  continued  hearing  at  the  request  of  the  owner 
and  Fire  Department. 


258-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Tysens  Company,  owner. 
SUBJECT — Application  May  8,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy — dry  standpipe 
system. 

PREMISES  AFFECTED — 675  Tysens  Lane,  northwest 
corner  of  Mill  Road,  Block  3983,  Lot  1,  New  Dorp, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D.  and  Sup.  Insp. 
C.  Palmieri,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.  and  William  T. 
Farley,  Esq. 

ACTION  OF  BOARD — Laid  over  to  April  7,  1970,  at 
2  P.  M.  for  continued  hearing  at  the  request  of  the  owner 
and  Fire  Department. 


259-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Mills  Company,  owner. 
SUBJECT — Application  May  8,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy — dry  standpipe 
system,  and  yard  hydrants. 

PREMISES  AFFECTED— 255  Mill  Road,  west  side,  326 
feet  south  of  Ebbitts  Avenue,  Block  3983,  Lot  45,  New 
Dorp,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D.  and  Sup.  Insp. 
C.  Palmieri,  F.  D. 

For  Opposition :  I.  E.  Minkin,  B.  D.,  Leonard  F.  Roth- 
krug,  William  T.  Farley,  Esq. 

ACTION  OF  BOARD — Laid  over  to  April  7,  1970,  at 
2  P.  M.  for  continued  hearing  at  the  request  of  the  owner 
and  Fire  Department. 


260-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 


OWNER  OF  PREMISES— Mills  Company,  owner. 
SUBJECT— Application  May  8,  1969— Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy — dry  standpipe 
system. 

PREMISES  AFFECTED— 245  Mill  Road,  west  side,  326 
feet  south  of  Ebbitts  Avenue,  Block  3983,  Lot  45,  New 
Dorp,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D.  and  Sup.  Insp. 
C.  Palmieri,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.,  Leonard  F.  Roth- 
krug  and  William  T.  Farley,  Esq. 

ACTION  OF  BOARD— Laid  over  to  April  7,  1970,  at  2 
P.M.  for  continued  hearing  at  the  request  of  the  owner  and 
Fire  Department. 


261-69-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Mills  Company,  owner. 
SUBJECT— Application  May  8,  1969— Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy— dry  standpipe 
system. 

PREMISES  AFFECTED— 265  Mill  Road,  west  side,  326 
feet  south  of  Ebbitts  Avenue,  Block  3983,  Lot  45,  New 
Dorp,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D.  and  Sup.  Insp. 

C.  Palmieri,  F.  D.  _  ,  _  _  , 

For  Opposition:  I.  E.  Minkin,  B.  D.,  Leonard  F.  Roth- 
krug  and  William  T.  Farley,  Esq. 

ACTION  OF  BOARD — Laid  over  to  April  7,  1970,  at  2 
P.M.  for  continued  hearing  at  the  request  of  the  owner  and 
Fire  Department. 


269-69-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES— Cliff  Bay  Corporation. 

SUBJECT— Application  May  17,  1969— Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  dry  standpipe  system. 

PREMISES  AFFECTED— 20  Cliff  Street,  northeast  corner 
of  Harbor  View  Place,  North,  Block  2833,  Lot  31,  Rose- 
bank,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Sup.  Insp.  C.  Palmieri,  F.  D.  and  Lt.  J.  P. 

Manfredi,  F.  D.  „ 

For  Opposition:  I.  E.  Minkin,  Dept,  of  Bldgs.,  William  1. 

Farley,  Albert  Melniker  and  Alexander  Wasserman. 

ACTION  OF  BOARD — Laid  over  to  April  14,  1970,  at  2 
P.M.  for  decision;  owner  to  file  copies  of  floor  plan,  draw¬ 
ings,  survey  and  estimated  cost  of  standpipe  system ;  hear¬ 
ing  closed ;  previously  inspected. 


31-70-A 

APPLICANT— Edward  Durell  Stone  and  Associates  for 
City  University  of  New  York,  owner. 

SUBJECT— Application  January  8,  1970— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  egress,  open 
shaft,  etc. 

PREMISES  AFFECTED— 100  Quintard  Street,  northwest 
corner  of  Seaside  Boulevard,  Block  3355,  Part  of  Lot  1, 
Grasmere,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  J.  Michael  Kinlan  and  Arthur  J.  Ben- 
line. 
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ACTION  OF  BOARD — Laid  over  to  April  7,  1970  at 
2  P.  M.  for  decision ;  applicant  to  file  amended  drawings ; 
previously  inspected;  hearing  closed. 

40-70-A 

APPLICANT — Zecol,  Incorporated,  owner. 

SlJBJECT— Application  January  15,  1970— Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  in¬ 
flammable  mixture  known  af  Zecol  Windshield  Washer 
Solvent  in  6  ounce  plastic  round  containers  not  in  com¬ 
pliance  with  regulation  requirements  of  NYC  Adminis¬ 
trative  Code. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lt.  J.  P.  Manfredi,  F.  D.  and  Sup. 

Insp.  C.  Palmieri,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  April  14,  1970,  at 
~  P.  M.  for  hearing ;  applicant  to  be  notified  to  be  present. 


41-70-A 

APPLICANT — Greyhound  Lines,  Incorporated,  owner. 
SUBJECT— Application  January  15,  1970— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Fire  Standpipe 
System. 

PREMISES  AFFECTED — 601-659  West  40th  Street,  east 
side  of  12th  Avenue,  Entire  Block,  525-531  11th  Avenue 
12th  Avenue,  480-494,  600-660  West  41st  Street,  Block 
1088,  Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  David  E.  Schwab,  II,  and  Harry  P.  Wat¬ 
son. 

For  Administration:  I.  E.  Minkin,  B.  D. 

ACTION  OF  BOARD— Laid  over  to  April  7,  1970,  at 
2  P.  M.  for  decision ;  Board  awaiting  information  from 
Department  of  Buildings;  previously  inspected;  hearing 
closed. 


62-70-A 


APPLICANT— Max  Siegel  Associates  for  East  29th  Street 
Associates,  owner. 

SUBJECT— Application  January  27,  1970— Review  of  a  de¬ 
cision  of  the  Borough  Superintendent  re-  Class  3  building 
factory  etc.  6’ 


PREMISES  AFFECTED — 202  East  29th  Street,  south 
side  90  feet  east  of  Third  Avenue,  Block  909,  Lot  53,  Bor- 
ough  of  Manhattan. 


APPEARANCES— 

For  Applicant:  Max  Siegel. 

BOARD — Laid  over  to  April  23,  1970  at  2 
B-M- .for  continued  hearing;  applicant  to  submit  revised 
drawings ;  previously  inspected. 


74-70-A 

APPLICANT— Atkin  and  Bassolino  for  Alpha  Chi  Chapter 
— PI  Lambda  Phi,  Incorporated,  owner. 

SUBJECT— Application  January  30,  1970— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Class  4  struc¬ 
ture,  change  of  use  to  Fraternity  House. 

PREMISES  AFFECTED — 61-25  155th  Street,  east  side, 
127.05  feet  south  of  Horace  Harding  Expressway,  Block 
6746,  Lot  29,  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Harry  Atkin. 

ACTION  OF  BOARD— Laid  over  to  April  7,  1970,  at  2 
P.M.  for  decision;  applicant  to  file  amended  drawing; 
previously  inspected;  hearing  closed. 


Adjourned:  3:20  P.M. 


James  P.  Mulroy,  Secretary 
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NOTICE 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  repre¬ 
sentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the  hearing 
can  be  entertained  in  view  of  this  publication  and  of  the 
posting  of  the  calendars  on  the  bulletin  board  in  the  offices 
of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly ;  therefore,  no  appeal  or  application  will  be 
held  in  abeyance  by  reason  of  failure  of  the  appellant  or 
applicant  to  file  necessary  data,  or  by  any  other  method  of 
delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  convenience 
in  notifying  property  owners,  they  may  obtain  such  copies 
at  the  office  of  the  Board  of  Standards  and  Appeals,  80 
Lafayette  Street,  9th  floor,  Manhattan,  at  five  cents  each — 
add  postage  payment  if  the  forms  are  forwarded  by  mail. 
Purchase  payment  by  postage  stamps  NOT  ACCEPTABLE. 


Issued  under  authority  of  Chapter  27,  Section  665  of  the  Charter  of  the  City  of  New  York 
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Matter  of  Albanese  vs.  Board: — On  June  29,  1965,  the  Board  ex¬ 
tended  the  term  of  variance  for  a  term  of  years  on  condition  that  there 
shall  be  no  manufacturing  on  this  property;  Calendar  Number  181-61- 
BZ;  Premises  1338  65th  Street,  south  side,  300  feet  west  of  13th 
Avenue,  Block  5754,  Lot  22,  Borough  of  Brooklyn. 

At  Supreme  Court,  Special  Term,  Part  I,  Mr.  Justice  Pino  affirmed 
the  determination  of  the  Board,  as  follows: 

“Respondents,  who  constitute  the  membership  of  the  Board  of 
Standards  and  Appeals  of  the  City  of  New  York,  move  herein 
for  a  final  order  and  judgment  vacating  the  order  of  certiorari 
obtained  herein  by  petitioner;  to  dismiss  the  petition  herein;  and 
to  affirm  the  determination  of  the  Board.  .  .  . 

From  a  reading  of  these  provisions  it  is  apparent  that  the  right 
to  grant  an  extension  or  renewal  of  a  variance  is  not  affected 
by  the  length  of  time  elapsed  between  the  expiration  date  of  the 
variance  and  the  date  of  the  application  for  renewal.  As  pre¬ 
viously  noted  herein,  the  board  found  that  the  same  conditions 
existed  in  the  area  of  the  subject  premises  at  the  time  of  the 
application  for  renewal  as  existed  at  the  time  of  the  granting  of 
the  original  variance.  This  finding  would  appear  to  be  the 
determining  factor,  and  upon  such  finding  the  board  is  justified 
in  exercising  its  discretionary  power  to  extend  the  term  of  the 
variance  (Matter  of  Borea  Contracting  Co.,  Inc.,  v.  Murdock,  250 
App.  Div.  262).  Accordingly,  the  motion  is  in  all  respects 
granted.  Settle  order  on  notice.” 

(N.  Y.  Law  Journal,  October  6,  1966,  page  17). 

At  First  Judicial  Department,  Appellate  Division,  By  Stevens,  P.  J.; 
Eager,  McGivern  and  Steuer,  JJ.,  the  following  decision  was  rendered: 
“1584.  Matter  of  Albanese,  pet-res.  (Glass,  res.ap.) — Order  en¬ 
tered  October  10,  1967,  unanimously  affirmed,  without  costs  and 
without  disbursements.  No  opinion.  Order  filed.” 

(N.  Y.  Law  Journal,  March  25,  1970,  page  2). 
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New  Cases  Filed  Up  to  April  7,  1970 

Calendar  No.  Dept.  Premises  Affected 

171-70-SM — Rayll  Plastics  Company,  X-O-Lite,  Exit 
sign,  Manufactured  by  Rayll  Plastics  Company,  Material. 


172-70-BZ — B.Bx. — 4027  to  4029  East  Tremont  Avenue, 
southeast  corner  of  Gerber  Place,  Block  5445,  Lot  7,  Bor¬ 
ough  of  The  Bronx,  Alt.  568-69  re-  proposed  change  of 
use,  eating  and  drinking  place,  C2-1  in  R4  District. 


173-70-A — B.R. — 109  Victory  Boulevard,  north  side, 
136.12  feet  east  of  Brook  Street,  Block  23,  Lot  70,  New 
Brighton,  Borough  of  Richmond,  Alt.  34-70  re-  proposed 
frame  extension,  Building  Code  and  Administrative 
Code. 


174- 70-A — Appeal  from  a  decision  of  the  Commissioner 
of  Buildings  re-  Use  of  load  tests  instead  of  the  struc¬ 
tural  design  computations  required  by  Section  3.1. 1-1.  of 
Reference  Standard  RS  19-2  (Power  Operated  Cranes 
and  Derricks)  for  the  approval  of  a  power  operated  stiff- 
leg  derrick — CD  645-70. 

175- 70-SA — Alpine-Western,  Incorporated,  Alpine  High 
Speed  Oven  Model  Nos.  AHSO  1031,  Drying  of  coatings 
on  inside  of  cans  by  using  high  velocity  heated  air,  Man¬ 
ufactured  by  Alpine-Western,  Incorporated,  Appliance. 


176-70-SM — United  States  Gypsum  Company,  1  Hour 
Gypsum  Wallboard  Chasewall  “3  Hour  Staggered 
Truss”,  Manufactured  by  United  States  Gypsum  Com¬ 
pany,  Material. 


177-70-BZ — B.B. — 77  Prospect  Place,  north  side,  100  feet 
east  of  Sixth  Avenue,  Block  936,  Lots  37,  12,  Borough  of 
Brooklyn,  Alt.  232-70  re-  rear  yard,  C2-3  District. 


178-70-BZ — B.B.— 81  Prospect  Place,  north  side,  130 
feet  east  of  Sixth  Avenue,  Block  936,  Lots  36,  12,  Bor¬ 
ough  of  Brooklyn,  Alt.  231-70  re-  rear  yard,  C2-3  Dis¬ 
trict. 


179-70-BZ — B.B. — 85  Prospect  Place,  north  side,  157  feet 
6  inches  east  of  Sixth  Avenue,  Block  936,  Lots  35,  12, 
Borough  of  Brooklyn,  Alt.  230-70  re-  rear  yard,  C2-3 
District. 


180-70-A — B.Q. — 100-12  Spruce  Street,  south  side,  24.29 
feet  south  of  Roosevelt  Avenue,  Block  1609,  Lot  19, 
Corona,  Borough  of  Queens,  N.B.  59-70  re-  proposed 
building  not  fronting  on  legal  street,  General  City  Law. 


181-70-A — B.Q. — 100-14  Spruce  Street,  south  side,  24.29 
feet  south  of  Roosevelt  Avenue,  Block  1609,  Lot  20, 
Corona,  Borough  of  Queens,  N.B.  60-70  re-  proposed 
building  not  fronting  on  legal  street,  General  City  Law. 


182-70-A — B.Q. — 100-16  Spruce  Street,  south  side,  24.29 
feet  south  of  Roosevelt  Avenue,  Block  1609,  Lot  21, 
Corona,  Borough  of  Queens,  N.B.  61-70  re-  proposed 
building  not  fronting  on  legal  street,  General  City  Law. 


183-70- A — B.M. — 1185  Avenue  of  the  Americas,  south¬ 
west  corner,  from  West  46th  Street  to  West  47th  Street, 
Block  999,  Lots  24,  28,  129,  29.  30,  31,  36  and  39,  Bor¬ 
ough  of  Manhattan,  B.N.  1382-70  re-  Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  of  Buildings  re¬ 
erection  and  operation  of  a  power  operated  stiff-leg 
derrick  that  does  not  have  a  certificate  of  approval  and 
initial  certificate  of  operation  from  the  Department  of 
Buildings,  Division  of  Cranes  and  Derricks,  in  accord¬ 
ance  with  C26-1909.4  and  Reference  Standard  RS  19-2 


(Power  Operated  Cranes  and  Derricks)  of  the  Building 
Code  of  the  City  of  New  York,  B.N.  1382-70. 


184-70- A — F.D. — 542  East  118th  Street,  southwest  cor¬ 
ner  of  East  River  Drive,  Block  1716,  Lot  19,  Borough  of 
Manhattan,  F.D.  Order  5465  re-  refrigeration  50  H.P. 
York  unit — roof  mounted,  Administrative  Code. 


185-70-SM — United  States  Gypsum  Company,  1  Hour 
Trussteel  Stud  RC-1  Imperial  Plaster  Partition,  Manu¬ 
factured  by  United  States  Gypsum  Company,  Material. 


186-70-A — B.R. — 164  Cannon  Avenue,  southwest  corner 
of  Price  Lane,  Block  2772,  Lot  17,  Travis,  Borough  of 
Richmond,  N.B.  2899-69  re-  proposed  building  not  front¬ 
ing  on  legal  street,  General  City  Law. 


187-70-A — B.R. — 8  Price  Lane,  west  side,  55.89  feet  south 
of  Cannon  Avenue,  Block  2772,  Lot  20,  Travis,  Borough 
of  Richmond,  N.  B.  2920-69  re-  proposed  building  not 
fronting  on  legal  street,  General  City  Law. 


188-70-A — B.R. — 12  Price  Lane,  west  side,  97.07  feet 
south  of  Cannon  Avenue,  Block  2772,  Lot  21,  Travis, 
Borough  of  Richmond,  N.B.  2910-69  re-  proposed  build¬ 
ing  not  fronting  on  legal  street,  General  City  Law. 


189-70-A — B.R. — 14  Price  Lane,  west  side,  123.44  feet 
south  of  Cannon  Avenue,  Block  2 772,  Lot  23,  Travis, 
Borough  of  Richmond,  N.B.  2911-69  re-  proposed  build¬ 
ing  not  fronting  on  legal  street,  General  City  Law. 


190-70-A — -B.R. — 18  Price  Lane,  west  side,  149.80  feet 
south  of  Cannon  Avenue,  Block  2772,  Lot  24,  Travis, 
Borough  of  Richmond,  N.B.  2912-69  re-  proposed  build¬ 
ing  not  fronting  on  legal  street,  General  City  Law. 


191-70-A — B.R. — 20  Price  Lane,  west  side,  176.17  feet 
south  of  Cannon  Avenue,  Block  2772,  Lot  26,  Travis, 
Borough  of  Richmond,  N.B.  2913-69  re-  proposed  build¬ 
ing  not  fronting  on  legal  street,  General  City  Law. 


192-70-A — B.R.— 24  Price  Lane,  west  side,  202.53  feet 
south  of  Cannon  Avenue,  Block  2772,  Lot  28,  Travis, 
Borough  of  Richmond,  N.B.  2914-69  re-  proposed  build¬ 
ing  not  fronting  on  legal  street,  General  City  Law. 


193-70-A — B.R. — 26  Price  Lane,  west  side,  228.90  feet 
south  of  Cannon  Avenue,  Block  2772,  Lot  29,  Travis, 
Borough  of  Richmond,  N.B.  2915-69  re-  proposed  build¬ 
ing  not  fronting  on  legal  street,  General  City  Law. 


194-70-A — B.R. — 30  Price  Lane,  west  side,  255.26  feet 
south  of  Cannon  Avenue,  Block  2772,  Lot  31,  Travis, 
Borough  of  Richmond,  N.B.  2916-69  re-  proposed  build¬ 
ing  not  fronting  on  legal  street,  General  City  Law. 


195-70-A — B.R. — 32  Price  Lane,  west  side,  281.63  feet 
south  of  Cannon  Avenue,  Block  2772,  Lot  32,  Travis, 
Borough  of  Richmond,  N.B.  2917-69  re-  proposed  build¬ 
ing  not  fronting  on  legal  street,  General  City  Law. 


196-70-A — B.R. — 36  Price  Lane,  west  side,  307.99  feet 
south  of  Cannon  Avenue,  Block  2772,  Lot  33,  Travis, 
Borough  of  Richmond,  N.B.  2918-69  re-  proposed  build¬ 
ing  not  fronting  on  legal  street,  General  City  Law. 


197-70-A — B.R. — 38  Price  Lane,  west  side,  335.36  feet 
south  of  Cannon  Avenue,  Block  2772,  Lot  34,  Travis, 
Borough  of  Richmond,  N.B.  2918-69  re-  proposed  build¬ 
ing  not  fronting  on  legal  street,  General  City  Law. 


198-70-A — B.R. — 39  Price  Lane,  east  side.  346  feet  south 
of  Cannon  Avenue,  Block  2774,  Lot  96,  Travis,  Borough 
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of  Richmond,  N.B.  2898-69  re-proposed  building  not 
fronting  on  legal  street,  General  City  Law. 


199-70-A — B.R. — 41  Price  Lane,  east  side,  382  feet  south 
of  Cannon  Avenue,  Block  2774,  Lot  94,  Travis,  Borougli 
of  Richmond,  N.B.  2897-69  re-  proposed  building  not 
fronting  on  legal  street,  General  City  Law. 


200-70-A — B.R. — 45  Price  Lane,  east  side,  421  feet  south 
of  Cannon  Avenue,  Block  2774,  Lot  92,  Travis,  Borough 
of  Richmond,  N.B.  2896-69  re-  proposed  building  not 
fronting  on  legal  street,  General  City  Law. 


201-70-A — B.R. — 49  Burke  Avenue,  east  side,  421.72  feet 
south  of  Cannon  Avenue,  Block  2774,  Lot  90,  Travis, 
Borough  of  Richmond,  N.B.  2895-69  re-  proposed  build¬ 
ing  not  fronting  on  legal  street,  General  City  Law. 


202-70-BZ — B.B. — 8802  Avenue  J,  southeast  corner  of 
East  88th  Street,  Block  8040,  Lot  35,  Borough  of  Brook¬ 
lyn,  N.B.  715-68  re-  front  yards,  lot,  R5  District. 


203-70-BZ — B.Q. — 154-18  Cross  Island  Parkway,  south¬ 
east  corner  of  154th  Street,  Block  4723,  Lot  5,  White- 
stone,  Borough  of  Queens,  N.B.  53-70  re-  telephone 
exchange,  R3-1  District. 


204-70-BZ— B.M.— 600  West  116th  Street,  2959  Broad¬ 
way,  southwest  corner,  Block  1896,  Lot  72,  Borough  of 
Manhattan.  Alt.  1295-69  re-  proposed  extension  of  busi¬ 
ness  use,  Cl-4  in  R8  District. 


205-70-BZ — B.R. — 1500  Victory  Boulevard,  southeast 
corner  of  Little  Clove  Road,  Block  681,  Lots  27  and  31, 
Sunnyside,  Borough  of  Richmond,  N.B.  70-70  re-  pro¬ 
posed  offices,  bulk,  setback,  parking  and  loading,  R3-1 
District. 


206-70-SM — Kaiser  Gypsum  Company,  Incorporated, 
Kaiser  KW-500  Movable  Partition  System,  Nonrated 
and  1  hour  nonload-bearing  incombustible  movable  dry- 
wall  partition  system,  Manufactured  by  Kaiser  Gypsum 
Company,  Material. 


207-70-BZ — B.M. — 2  to  8  Fifth  Avenue,  4  to  6  West  8th 
Street,  southwest  corner,  Block  551,  Lots  1,  5,  6,  31,  32, 
33,  34,  35,  Borough  of  Manhattan,  Alt.  146-70  re-  pro¬ 
posed  bank,  sign,  R10  and  R6  District. 


208-70-BZ — B.M. — 325  to  343  East  56th  Street,  north 
side,  139  feet  west  of  First  Avenue,  Block  1349,  Lots  14, 
15,  17,  19,  20,  Borough  of  Manhattan,  Alt.  261-70  re¬ 
proposed  conversion  of  parking  lot,  transient  parking, 
R8  and  R10  District. 


209-70-A — B.M. — 325  to  343  East  56th  Street,  north  side, 
139  feet  west  of  First  Avenue,  Block  1349,  Lots  14,  15,  17, 
19,  20,  Borough  of  Manhattan,  Alt.  261-70  re-  proposed 
transient  parking,  R8  and  R10  District. 


210-70-BZ — B.Q. — 111-02  Astoria  Boulevard,  southeast 
corner  of  111th  Street,  Block  1705,  Lots  1  and  5,  Astoria, 
Borough  of  Queens,  N.B.  1327-69  re-  proposed  factory, 
R5  District. 


211-70-BZ — B.Q. — 162-34  Pidgeon  Meadow  Road,  west 
side,  158.54  feet  south  of  46th  Avenue,  Block  5461,  Lots 
40,  42,  Flushing,  Borough  of  Queens,  N.B.  11-70  re-  pro¬ 
posed  automotive  repair  shop,  R4  and  C2-2  District. 


212-70-A — F.D. — 129-10  to  129-16  Northern  Boulevard, 
east  side,  125  feet  south  of  Willets  Point  Boulevard, 
127-34  to  127-36  Willets  Point  Boulevard,  Block  1833, 


Lot  300,  Corona,  Borough  of  Queens,  F.D.  Order  22-9 
re-  sprinkler  system,  Administrative  Code. 


213-70-BZ — B.M. — 747  to  765  Second  Avenue,  242  East 
41st  Street,  northwest  corner,  237  to  245  East  40th 
Street,  Block  1314,  Lot  21,  Borough  of  Manhattan,  N.B. 
6-70  re-  FAR  and  rear  yard,  C6-4  District. 


214-70-BZ — B.Bx. — 311  East  178th  Street,  north  side,  90 
feet  east  of  Anthony  Avenue,  Block  2814,  Lot  94,  Bor¬ 
ough  of  The  Bronx,  Alt.  112-70  re-  parking  lot,  R7 
District. 


215-70-BZ — B.Bx. — 3443  Mickle  Avenue,  west  side,  109.99 
feet  north  of  Boston  Road,  Block  4723,  Lot  20,  Borough 
of  The  Bronx,  Alt.  94-70  re-  accessory  parking,  R5  Dis¬ 
trict. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M.— Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


APRIL  29,  1970,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  morning,  April  29,  1970,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  fol¬ 
lowing  matters : 

704-69-BZ 

APPLICANT — Harry  Soled  for  9th  Avenue  Fish  Market, 
Incorporated,  owner. 

SUBJECT — Application  December  8,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  one  story  build¬ 
ing  and  the  change  in  occupancy  from  garage  to  a  whole¬ 
sale  establishment  and  warehouse. 

PREMISES  AFFECTED— 247  to  249  8th  Street,  north 
side,  327  feet  6  inches  west  of  5th  Avenue,  Block  998,  Lot 
57,  Borough  of  Brooklyn. 

Laid  over  from  March  24,  1970,  hearing  at  the  request 
of  the  objectors;  applicant  concurs;  previously  inspected. 


758-68-BZ 

APPLICANT — Sharf,  Hellenbrand  and  Tuohy  for  Long 
Island  Railroad  Company,  owner;  Pan-American  Van 
Lines,  Incorporated,  lessee. 

SUBJECT — Application  September  30,  1968 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  C8-1  and  R4  district,  in  conjunc¬ 
tion  with  the  construction  of  an  off-site  accessory  parking 
facility  for  a  moving  van  establishment,  the  expansion  in 
area  into  the  R4  district. 

PREMISES  AFFECTED — 88-16  Little  Neck  Parkway, 
west  side,  48.76  feet  north  of  Jamaica  Avenue,  Block  8668, 
Part  of  Lot  195,  Bellerose,  Borough  of  Queens. 


32-70-BZ 

APPLICANT — Barnett  Rose  for  Shell  Oil  Company,  owner. 

SUBJECT — Application  January  6,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-1 1(g)  of  the 
Zoning  Resolution,  to  permit  in  a  C2-3  district,  at  an  ex¬ 
isting  automotive  service  station  with  accessory  uses,  the 
erection  of  a  one  story  enlargement  and  the  rehabilitation 
of  the  accessory  building. 
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PREMISES  AFFECTED— 2040-2060  White  Plains  Road, 
northeast  corner  of  Bronxdale  Avenue,  Block  4284,  Lot  5, 
Borough  of  The  Bronx. 


46-70-BZ 

APPLICANT— Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Kal  Associates,  owner. 

SUBJECT— Application  January  21,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  R8,  R10  and  Cl-S  district,  on  a 
plot  with  a  4  story  building,  the  erection  of  a  37  story 
multiple  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  lot  area  per  room  and 
encroaches  on  the  minimum  distance  between  building. 

PREMISES  AFFECTED— 436  to  444  East  86th  Street, 
south  side,  75  feet  9  inches  west  of  York  Avenue,  1621  to 
1623  York  Avenue,  435  to  443  East  85th  Street,  Block 
1565,  Lots  17,  24,  25,  29,  30,  31  and  34,  Borough  of  Man¬ 
hattan. 


61-70-BZ 

APPLICANT— Kenneth  H.  Koons  for  Gelstone  Builders, 
Incorporated,  owner. 

SUBJECT— Application  January  27,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  construc¬ 
tion  and  maintenance  of  an  outdoor  automotive  sales 
establishment  for  a  temporary  term  of  years. 

PREMISES  AFFECTED— 2901  Colden  Avenue,  northwest 
corner  of  Arnow  Avenue,  Block  4553,  Lots  1  and  5,  Bor¬ 
ough  of  The  Bronx. 


95-70-BZ 

APPLICANT— Keith  M.  Scott  for  City  of  New  York, 
Dept,  of  Real  Estate,  owner. 

SUBJECT — Application  February  13,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R7-2  district,  the  erection 
of  a  three  story  and  basement  enlargement  to  a  multiple 
dwelling  that  encroaches  on  the  required  rear  yard  and 
creates  a  non-complying  outer  court. 

PREMISES  AFFECTED— 145  West  94th  Street,  north 
side,  335  feet  east  of  Amsterdam  Avenue,  Block  1225,  Lot 
114,  Borough  of  Manhattan. 


633-69-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Canarsie  Lots 
Corporation,  and  Ellar  Estates  Corporation,  owners. 

SUBJECT — Application  October  23,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-44 
of  the  Zoning  Resolution,  to  permit  in  a  C2-1  and  R4  dis¬ 
trict  in  conjunction  with  the  erection  of  a  two  story  store 
and  office  building,  the  reduction  in  the  number  of  accessory 
parking  spaces  and  the  extension  of  the  parking  area  into 
the  residence  district. 

PREMISES  AFFECTED — 9512  to  9514  Avenue  L,  south 
side,  82  ft.  8lA  inches  east  of  95th  Street,  1423-1425  East 
95th  Street,  Block  8270,  Lot  38,  Borough  of  Brooklyn. 

Laid  over  from  March  24,  1970;  at  the  request  of  the 

applicant;  hearing  continued. 


43-70-BZ 

APPLICANT — Frederick  Ketcher  for  H.  S.  Levy  and  Sons 
Incorporated,  owner. 


SUBJECT — Application  January  20,  1970 — -decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Ml-1  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  three  story  and 
cellar  structure  to  be  occupied  as  a  machine  shop  and  food 
processing  establishment  that  will  exceed  the  permitted 
floor  area  ratio. 

PREMISES  AFFECTED — 34  Porter  Avenue,  west  side, 
50  feet  south  of  Grattan  Street,  Block  3009,  Lot  23,  Bor¬ 
ough  of  Brooklyn. 

Laid  over  from  April  7,  1970,  for  continued  hearing. 


44-70-A — 

APPLICANT — Frederick  A.  Ketcher  for  H.  S.  Levy  and 
Sons  Incorporated,  owner. 

SUBJECT — Application  January  20,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-design  and 
arrangement,  stairway,  passageway,  fire  doors  and  con¬ 
veyor. 

PREMISES  AFFECTED— 34  Porter  Avenue,  west  side, 
50  feet  south  of  Grattan  Street,  Block  3009,  Lot  23,  Bor¬ 
ough  of  Brooklyn. 

M.  MILTON  GLASS,  Chairman 


APRIL  29,  1970,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  afternoon,  April  29,  1970,  at  2  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York  10013,  N.  Y.,  on  the  fol¬ 
lowing  matters : 

638-68-SA 

APPLICANT — The  Hobart  Manufacturing  Company, 
owner — automatic  household  dishwasher. 


949-68-SM 

APPLICANT — Rohm  and  Haas  Company,  owner — exterior 
veneer  (plastic). 

8-69-SM 

APPLICANT — Bil-Jax,  Inc.,  owner — steel  scaffold  for  light 
duty  use. 


48-69-SA 

APPLICANT — U.  S.  Expansion  Bolt  Company,  owner — 
power  actuated  tool. 


395-69-SA 

APPLICANT — Mark  Indicator  Company,  Inc.,  a  subsidiary 
of  SI  Handling  Systems,  owner — system  to  warn  operator 
of  unsafe  boom  angles. 

547-69-SM 

APPLICANT — Original  Reproductions,  Inc.,  owner — sup¬ 
plemental  exit  sign. 


137-70-SM 

APPLICANT — National  Gypsum  Company,  owner — ex¬ 
terior  wood  stud  load-bearing  one-hour  fire  resistive  wall 
assembly. 
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523-69-A 

APPLICANT — Hayward  F.  Manice  for  St.  Vincent’s  Medi¬ 
cal  Center,  owner. 

SUBJECT — Application  September  5,  1969 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system  and  Appeal  from  a  decision  of  the  Bor¬ 
ough  Superintendent  re-  egress,  door,  stairs  etc. 

PREMISES  AFFECTED — 355  Bard  Avenue,  681  Castleton 
Avenue,  northeast  corner,  Block  102,  Lot  1,  West  New 
Brighton,  Borough  of  Richmond. 


392-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Sailors  Snug  Harbor. 
SUBJECT — Application  July  3,  1969 — Appeal  for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 757  to  769  Broadway,  65  to  75 
East  8th  Street,  southwest  corner,  56  to  68  East  9th  Street, 
Block  560,  Lot  29,  Borough  of  Manhattan. 


393-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Molly  Bluth  and  Dorothy 
Nisonoff. 

SUBJECT — Application  July  3,  1969 — Appeal  for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 777  to  781  Manhattan  Avenue, 
west  side,  50  feet  north  of  Meserole  Avenue,  Block  2596, 
Lot  28,  Borough  of  Brooklyn. 


394-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Hemar  Realty  Associates. 
SUBJECT — Application  July  3,  1969 — Appeal  for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 86  to  98  Montague  Street,  211 
to  229  Hicks  Street,  southeast  corner,  59  to  65  Remsen, 
Block  248,  Lot  15,  Borough  of  Brooklyn. 


493-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  RECORD — Rose  Diamond. 

SUBJECT — Application  August  26,  1969 — Appeal  for  Modi¬ 
fication  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 1504  Macombe  Road,  east  side, 
234  feet  south  of  Goble  Place,  Block  2865,  Lot  15,  Borough 
of  The  Bronx. 


495-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— David  Zirinsky. 

SUBJECT — Application  August  26,  1969 — Appeal  for  Modi¬ 
fication  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 142-156  33rd  Street,  south  side, 
100  feet  west  of  4th  Avenue,  Block  684,  Lot  25,  Borough 
of  Brooklyn. 


93-70-A 

APPLICANT — B.  F.  Goodrich  Company,  owner. 

SUBJECT — Application  February  13,  1970 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  inflam¬ 
mable  mixture  known  as  PL-200  in  fibre  cylinders  with 


plastic  slip  on  caps  in  1/10  gallon  and  quart  containers 
and  PL-400  in  fibre  cylinders  with  plastic  slip  on  caps  in 
one  quart  containers  not  in  accordance  with  the  Adminis¬ 
trative  Code. 


108-70-A 

APPLICANT — Morris  B.  Lore  for  E.  I.  du  Pont  de  Nem¬ 
ours  and  Company,  owner. 

SUBJECT — Application  February  24,  1970 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “DuPont  Rally  Liquid  Wax” 
in  18  fl.  oz.  plastic  bottle  (containers  not  in  accordance 
with  Administrative  Code). 


116-70- A 

APPLICANT — Leonard  F.  Rothkrug  for  Salanter  Akiba 
Hebrew  Academy,  owner. 

SUBJECT — Application  February  25,  1970 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposal  to 
use  building  of  combustible  construction  for  school. 

PREMISES  AFFECTED — 655  West  254th  Street,  north 
side,  from  Palisades  Avenue  to  Independence  Avenue, 
Block  5947,  Lot  1,  Borough  of  The  Bronx. 

M.  MILTON  GLASS,  Chairman 


MAY  5,  1970,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  May  5,  1970,  at  10  o’clock  at  80  Layfayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

522-54-BZ 

APPLICANT — Joseph  E.  Bedell  of  Connolly  and  Grimes 
for  Jowin,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  February 
15,  1970 — decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition,  under  Section  7e  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  residence  use  district,  the 
change  in  occupancy  from  one  family  dwelling  to  funeral 
home  and  undertaking  establishment  with  a  business  sign, 
and  to  permit  the  parking  of  twenty  motor  vehicles  and  to 
permit  the  use  of  former  accessory  frame  structures  as 
garages  and  apartments. 

PREMISES  AFFECTED — 3787  Hylan  Boulevard,  north¬ 
east  corner  of  Great  Kills  Road,  Block  5131,  Lot  1,  Great 
Kills,  Borough  of  Richmond. 


588-41-BZ 

APPLICANT — Gabriel  Nathan  and  Joseph  A.  Sherry  for 
Ephraim  F.  Schneider,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  7, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  parking 
and  storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 29-02  to  29-10  Seagirt  Avenue 
and  201-217  Beach  29th  Street,  northwest  corner  and  202- 
214  Beach  30th  Street,  Block  15805,  Lot  20,  Edgemere, 
Borough  of  Queens. 


276-52-BZ 

APPLICANT — Kenneth  H.  Koons  for  Pat  De  Masi,  owner. 
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SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  November  14, 
1967 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  a  used  car 
sales  lot. 

PREMISES  AFFECTED— 1889  Bruckner  Boulevard, 

north  side,  123.18  feet  west  of  White  Plains  Road,  Block 
3732,  Lots  3  and  6,  Borough  of  The  Bronx. 


130-68-BZ 

APPLICANT— Charles  M.  Spindler  for  Sun  Oil  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
request  to  waive  the  rules  of  procedure  and  extension  of 
term  of  variance  which  expired  January  11,  1970 — decision 
of  the  Borough  Superintendent ;  previously  granted  on 
condition,  under  Section  11-412  of  the  Zoning  Resolution, 

•  to  permit  in  a  Cl -2  district,  the  erection  of  a  one  story 
enlargement  to  an  existing  automotive  service  station  with 
accessory  uses  previously  before  the  Board. 

PREMISES  AFFECTED— 166-07  to  166-11  Northern 
Boulevard,  northwest  corner  of  167th  Street,  Block  5341, 
Lot  1,  Flushing,  Borough  of  Queens. 


585-58-BZ 

APPLICANT — Thomas  Cartelli  for  Michael  De  Stefano, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
request  to  waive  the  rules  of  procedure  and  extension  of 
term  of  variance  which  expired  December  15,  1969 — de¬ 
cision  of  the  Borough  Superintendent;  previously  granted 
on  condition,  under  Section  7h  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district,  the  parking  and 
storage  of  motor  vehicles. 

PREMISES  AFFECTED— 915  Clarence  Avenue,  west 
side,  96.08  feet  north  of  Lafayette  Avenue,  Block  5468,  Lot 
18,  Borough  of  The  Bronx. 


492-69-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Catholic  High 
School  Association  of  New  York,  owner;  Contract  Ven¬ 
dees  Samuel,  Jack  and  Lewis  Rudin. 

SUBJECT — Application  August  26,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  C6-6  and  C5-3  district,  the  erection 
of  a  28  story  office  building  that  exceeds  the  permitted 
height  of  the  front  wall  and  tower  coverage  and  en¬ 
croaches  on  the  required  tower  setback  and  rear  yard  on 
the  interior  lot  portion  of  the  plot. 

PREMISES  AFFECTED — 558-562  Lexington  Avenue,  111- 
121  East  50th  Street,  northwest  corner,  Block  1305,  Lot 
13,  Borough  of  Manhattan. 

Laid  over  from  April  7,  1970  for  continued  hearing. 


(tentatively  combined  to  1)  Great  Kills,  Borough  of 
Richmond. 


680-69-BZ 

APPLICANT— Arthur  J.  McGee  for  Seymour  S.  Traiger, 
owner. 

SUBJECT — Application  November  14,  1969 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R4  district,  the  erection 
of  a  one  story  building  for  use  as  retail  stores  with 
accessory  parking  in  the  open  area. 

PREMISES  AFFECTED— 41-07  Beach  Channel  Drive, 
southwest  corner  of  Beach  41st  Street,  Block  15831,  Lots 
32,  35  and  37,  Far  Rockaway,  Borough  of  Queens. 


39-69-BZ 

APPLICANT — Fred  W.  Raffo  for  Joseph  Darconte  and 
Richard  Hoick  d/b/a  Nelson  Terrace  Incorporated, 
owners. 

SUBJECT — Application  January  27,  1969— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-1  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  building  and  the 
extension  of  the  restaurant  and  cabaret  into  the  adjoining 
structure. 

PREMISES  AFFECTED — 23A  Nelson  Avenue,  north¬ 
west  corner  of  Locust  Place,  Block  5143,  Lots  1  and  6 


30-70-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti  for 
Theodore  Tannor,  Joseph  Rothafel  and  Nora  M.  Griffin, 
owners. 

SUBJECT— Application  January  7,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  the  erection 
and  maintenance  of  an  automotive  service  station  with 

accessory  uses. 

PREMISES  AFFECTED— 3602  to  3612  Church  Avenue, 
929  to  947  Brooklyn  Avenue,  southeast  corner,  Block  4890, 
Lot  1,  Borough  of  Brooklyn. 


33-70-BZ 

APPLICANT — Roland  J.  Voisinet  for  Shell  Oil  Company, 
owner. 

SUBJECT — Application  December  23,  1969— decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  11-413 
of  the  Zoning  Resolution,  to  permit  in  a  Cl -2  district, 
at  an  existing  automotive  service  station  with  accessory 
uses  previously  before  the  Board,  the  erection  of  a  one 
story  enlargement  to  the  accessory  building  for  use  as  an 
automobile  laundry. 

PREMISES  AFFECTED— 801  to  821  Soundview  Avenue, 
west  side,  35  feet  north  of  Lafayette  Avenue,  Block  3637, 
Lot  34,  Borough  of  The  Bronx. 


64-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  1850  Jerome 
Corporation,  d/b/a  Regal  Auto  Sales,  owner. 

SUBJECT — Application  January  27,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-4  district,  the  construc¬ 
tion  and  maintenance  of  an  unenclosed  automotive  sales 
establishment. 

PREMISES  AFFECTED — 1850-1860  Jerome  Avenue,  east 
side,  25.7  feet  north  of  176th  Street,  Block  2851,  Lots  2,  3, 
4,  5,  6  and  8,  Borough  of  The  Bronx. 


634-69-BZ 

APPLICANT — Lichtner  Associates  for  Roleke  and  Cer- 
voni.  Incorporated,  owner. 

SUBJECT — Application  October  23,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district  on  a  plot  with 
less  than  the  required  lot  area  and  lot  width,  the  erection 
of  a  two  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  open  space  ratio,  lot 
area  per  room  and  accessory  parking,  encroaches  on  the 
required  front  and  side  yards,  and  penetrates  sky  exposure 
plane. 
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PREMISES  AFFECTED— 63-25  Queens  Midtown  Ex¬ 
pressway,  north  side,  80.44  feet  west  of  64th  Street,  Block 
2366,  Lot  48,  Maspeth,  Borough  of  Queens. 

Laid  over  from  April  7,  1970  for  continued  hearing. 

M.  MILTON  GLASS,  Chairman 


MAY  5,  1970,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  May  5,  1970,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  following 
matters : 

296-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Herman  Scheiner. 

SUBJECT — Application  May  23,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 763  8th  Avenue,  west  side,  50 
feet  south  of  West  47th  Street,  Block  1037,  Lot  34,  Bor¬ 
ough  of  Manhattan. 


298-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — H.  Moskowitz  c/o  Morris 
Moskowitz. 

SUBJECT — Application  May  23,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 153  Mercer  Street,  west  side, 
150  feet  north  of  Prince  Street,  Block  513,  Lot  36,  Bor¬ 
ough  of  Manhattan. 


299-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Mutual  Redevelopment  Houses, 
Incorporated,  owner. 

SUBJECT — Application  May  23,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 323-341  Eighth  Avenue,  307-311 
West  26th  Street,  northwest  corner,  Blocks  750,  751,  752, 
Part  of  Lot  1,  Borough  of  Manhattan. 


324-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Marsicano  Foundation  c/o 
Philomena  Marsicano. 

SUBJECT — Application  June  5,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 18  West  38th  Street,  south  side, 
240  feet  west  of  5th  Avenue,  Block  839,  Lot  58,  Borough 
of  Manhattan. 


494-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Henry  Mendler  Majors  Build¬ 
ings. 

SUBJECT — Application  August  26,  1969 — Appeal  for  modi¬ 
fication  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 37-39  Jane  Street,  north  side, 
40  feet  west  of  8th  Avenue,  Block  626,  Lot  36,  Borough  of 
Manhattan. 


496-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 


OWNER  OF  PREMISES — Empire  Rockaway,  Incorpo¬ 
rated. 

SUBJECT — Application  August  26,  1969 — Appeal  for  modi¬ 
fication  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 1326-1336  Beach  Channel 

Drive,  southeast  corner  of  Dix  Avenue,  Block  15528,  Lot 
12,  Far  Rockaway,  Borough  of  Queens. 


497-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Loew’s  Theatre  and  Realty 
Corporation. 

SUBJECT — Application  August  26,  1969 — Appeal  for  modi¬ 
fication  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — -2403-2419  Grand  Concourse, 
west  side,  282  feet  north  of  East  184th  Street,  Block  3165, 
Lot  44,  Borough  of  The  Bronx. 


515-69-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Joseph  F.  and  Ida  Sokol. 

SUBJECT— Application  September  3,  1969 — Appeal  for 
modification  of  Certificate  of  Occupancy  re-  sprinkler  sys¬ 
tem. 

PREMISES  AFFECTED — 30-27  Steinway  Street,  east 
side,  238.84  feet  south  of  30th  Avenue,  Block  680,  Lot  39, 
Astoria,  Borough  of  Queens. 


516-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Flushing  Plumbing  Supply 
Company  Incorporated. 

SUBJECT— Application  September  3,  1969 — Appeal  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler  sys¬ 
tem. 

PREMISES  AFFECTED — 37-19  Lawrence  Street,  east 
side,  100.05  feet  south  of  37th  Avenue,  Block  4972,  Lot  10, 
Flushing,  Borough  of  Queens. 


120-70-A 

APPLICANT — Maxfield  Blaufeux  and  Heywood  Blaufeux 
for  Progressive  Shaari  Zedek  Synagogue,  owner. 

SUBJECT — Application  February  26,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed 
school,  a  public  building,  in  a  frame  structure  and  live 
load. 

PREMISES  AFFECTED— 2021  to  2025  Avenue  I,  1024  to 
1034  East  21st  Street,  northwest  corner,  Block  7566,  Lot 
1,  Borough  of  Brooklyn. 


133-70-A 

APPLICANT — Leonard  F.  Rothkrug  for  Linco  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  March  5,  1970 — Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  occu¬ 
pancy  of  the  penthouse  floor  for  office  space. 

PREMISES  AFFECTED— 117  to  119  West  26th  Street, 
north  side,  175  feet  west  of  Avenue  of  the  Americas, 
Block  802,  Lot  29  (former  Lots  28,  29  and  30),  Borough 
of  Manhattan. 


M.  MILTON  GLASS,  Chairman 
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CALENDAR 


MAY  12,  1970,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  morning  May  12,  1970,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 

following  matters : 

244-56-BZ 

APPLICANT— Harry  A.  Yarish  for  United  Artists  N.  Y. 
Theatres,  Inc.,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
request  to  waive  the  rules  of  procedure  and  extension  of 
term  of  variance  which  expired  January  21,  1968 — decision 
of  the  Borough  Superintendent;  previously  granted  on 
condition,  under  Section  7e  of  the  Zoning  Resolution, 
permitting  in  a  retail  and  residence  use  district,  the  use  of 
the  existing  building  as  a  storage  warehouse. 

PREMISES  AFFECTED— 113-14  Jamaica  Avenue,  south 
side,  41.32  feet  west  of  114th  Street  and  87-14  114th  Street, 
Block  9303,  Lot  6,  Jamaica,  Borough  of  Queens. 

72-70-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Milton  and  Lil¬ 
lian  Spinner,  Dorf  Management  Company  (owner  under 
contract). 

SUBJECT— Application  January  28,  _197(F-decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection 
of  a  one  story  building  for  use  as  a  factory  and  ware¬ 
house. 

PREMISES  AFFECTED— 106-20  180th  Street,  177-49  to 
177-73  106th  Road,  northwest  corner,  Block  10334,  Lot  36, 
Jamaica,  Borough  of  Queens. 

87-70-BZ 

APPLICANT— Albert  Melniker  for  Hylan-Joyce  Corpora¬ 
tion,  owner. 

SUBJECT — Application  February  6,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  and  R5  dis¬ 
trict,  the  enlargement  in  lot  area  and  floor  area  of  an  auto¬ 
motive  sales  and  service  establishment  with  accessory  park¬ 
ing  and  storage  previously  before  the  Board. 

PREMISES  AFFECTED— 1855  Hylan  Boulevard,  west 
side,  182.65  feet  south  of  Naughton  Avenue,  Block  3548, 
Lot  18,  Grant  City,  Borough  of  Richmond. 


119-70-BZ 

APPLICANT— Maxfield  Blaufeux  and  Heywood  Blaufeux 
for  MAJ  Associates,  Incorporated  owner. 

SUBJECT— Application  February  26,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  R4  district,  in  an  existing  two 
story  and  cellar  multiple  dwelling,  the  conversion  of  the 
doctors  offices  in  the  cellar  to  apartments  that  creates  non 
compliance  in  floor  area  ratio,  open  space  ratio,  lot  area 
per  room  and  accessory  parking. 

PREMISES  AFFECTED— 251  to  259  Forest  Avenue,  126 
to  134  Ridgewood  Place,  northwest  corner,  Block  131,  Lot 
56,  New  Brighton,  Borough  of  Richmond. 


126-70-BZ 

APPLICANT— Lama  and  Vassalotti  for  Mobile  Oil  Corpo¬ 
ration,  owner. 

SUBJECT— Application  March  3,  1970— decision  of  the 
Borough  Superintendent,  under  Sections  73-211,  73-212 
and  11-413  of  the  Zoning  Resolution,  to  permit  in  a  C2-3 
and  R5  district,  on  a  plot  previously  before  the  Board 
occupied  as  a  gasoline  service  station  and  garage  and  re¬ 
pair  shop,  the  reconstruction  of  the  automotive  service 
station  with  accessory  uses. 

PREMISES  AFFECTED— 6413  to  6423  Fort  Hamilton 
Parkway,  951  to  971  65th  Street,  northeast  corner,  Block 
5743,  Lot  40,  Borough  of  Brooklyn. 


148-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Ciampa  Properties, 
Incorporated,  owner. 

SUBJECT — Application  March  18,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Ml-1  and  R4  district,  the 
erection  of  a  one  story  enlargement  to  an  existing  factory 
and  warehouse  extending  into  the  residence  district. 

PREMISES  AFFECTED— 119-06  15th  Avenue,  15-11 
119th  Street,  southeast  corner,  Block  4073,  Lots  22  and  47, 
College  Point,  Borough  of  Queens. 

M.  MILTON  GLASS,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  APRIL  7,  1970,  10  A.M. 

Present:  Chairman  Glass,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  afternoon  March  10th  and  March 
17th,  1970,  were  approved  as  printed  in  the  Bulletins  of 
March  19,  1970  and  March  26,  1970,  Vol.  55,  Nos.  12  and 
13. 

87-63-A 

APPLICANT — Larry  Meltzer  for  Childs  Pulp  Color,  Inc., 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  December 
6,  1969 — Appeal  from  an  order  and  a  decision  of  the  Fire 
Commissioner  re-  sprinkler  system ;  previously  granted 
on  condition. 

PREMISES  AFFECTED — 43-53  Summit  Street,  north 
side,  78  feet  1  inch  east  of  Hamilton  Avenue,  Block  352, 
Lots  53  and  55,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Larry  Meltzer. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
October  14,  1964,  on  certain  conditions ;  and 
Whereas,  the  term  of  variance  was  last  extended  on 
December  12,  1967 ;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
14,  1964,  as  amended  through  December  12,  1967;  only  as 
to  the  term  of  the  variance,  so  that  as  amended  this  portion 
of  the  resolution  shall  read: 

“granted  for  a  term  of  five  years  from  December  6, 
1969,  to  permit  .  .  .  ;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects.”  Fire  Dept.  Order  No.  3641-2. 

713-59-A 

APPLICANT — Robert  Gordon  for  Parsons  Realty  Company 
of  Queens  Company,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  February  16, 
1970 — Appeal  from  a  decision  of  the  Borough  Superintend¬ 
ent  re-  frame  building,  business  use ;  previously  granted 
on  condition. 

PREMISES  AFFECTED— 139-78  35th  Avenue,  south  side, 
250  feet  west  of  Parsons  Boulevard,  Block  5002,  Lot  55, 
Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Robert  Gordon. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
February  24,  1960,  on  certain  conditions;  and 

Whereas,  the  term  of  variance  was  extended  on  February 
16,  1965 ;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  February 
24,  1960,  as  amended  through  February  16,  1965,  only  as  to 
the  term  of  the  variance,  so  that  as  amended  this  portion 
of  the  resolution  shall  read: 

“granted  for  a  term  of  five  years  from  February  16, 
1970,  to  permit  .  .  .  ;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  1446-59) 


APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES:  Society  of  Hillside  Hospital. 
SUBJECT — Application  July  3,  1969 — Appeal  for  modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 266-16  76th  Avenue,  northwest 
corner  of  263rd  Street,  Block  8520,  Lot  2,  Glen  Oaks, 
Borough  of  Queens. 


Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


APPLICANT — Lama  and  Vassalotti  for  B.  P.  Oil  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition,  under  Sections 
7c,  7i  and  7  A  of  the  Zoning  Resolution,  permitting  in  a 
business  use  district,  the  reconstruction  of  existing  gasoline 
service  station,  lubritorium,  car  washing,  sales  training 
room,  storage  and  office  and  permitting  ground  signs  and 
permitting  distance  from  intersection. 

PREMISES  AFFECTED— 69-02  to  69-20  Northern  Boule¬ 
vard  and  33-01  to  33-09  69th  Street,  southeast  corner  and 
33-02  to  33-10  70th  Street,  Block  1242,  Lot  1,  Jackson 
Heights,  Borough  of  Queens. 


THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  . .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
May  29,  1951,  on  certain  conditions;  and 


385-69-A 


APPEARANCES— 

For  Applicant:  Joseph  L.  Mendez. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 


APPEARANCES— 

For  Applicant :  Supv.  Inspector  Palmieri. 

Owner  of  Premises  :  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 


919-50-BZ 
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Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  May  9,  1953 ;  and 

Whereas,  the  resolution  was  amended  on  October  14, 
1953 ;  and 

Whereas,  the  term  of  variance  was  extended  on  October 
30,  1956;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  May  29, 
1951,  as  amended  through  October  30,  1956  by  adding 
thereto : 

“that  the  accessory  building  may  be  altered  substan¬ 
tially  as  shown  on  revised  drawing  of  proposed  condi¬ 
tions  marked  ‘Received  March  12,  1970’,  one  sheet,  on 
condition  that  a  copy  of  the  original  resolution,  as 
amended,  and  a  certified  copy  of  the  drawings  as  ap¬ 
proved  by  the  Board  shall  be  permanently  posted  in  the 
office  of  this  gasoline  service  station;  and  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 
be  complied  with  in  all  respects.”  (B.  N.  254-70) 


39-65-BZ 

APPLICANT— Charles  M.  Spindler  for  Sun  Oil  Company, 
owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  time  to  complete  which  expired  April  4,  1970 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition,  under  Section  72-21  of  the  Zoning  Resolution, 
permitting  in  a  C3  district,  the  erection  and  maintenance 
of  an  automotive  service  station  with  accessory  uses  in¬ 
cluding  the  storage  of  boats  and  public  parking. 
PREMISES  AFFECTED— 2701-2711  Knapp  Street  and 
3124-3146  Voorhies  Avenue,  southeast  corner,  Block  8839, 
Lots  1  and  6,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative;  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
March  16,  1965,  on  certain  conditions ;  and 
Whereas,  the  resolution  was  amended  on  September  23, 
1969 ;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
16,  1965,  as  amended  through  September  23,  1969,  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  April  4,  1970,  on  condition  that  a  copy 
of  the  original  resolution,  as  amended,  and  a  certified 
copy  of  the  drawings  as  approved  by  the  Board  shall 
be  permanently  posted  in  the  office  of  this  automotive 
service  station.”  (N.  B.  1316-64) 


255-65-BZ 

APPLICANT — George  Fuchs  for  Carmen  Tameo,  owner. 
SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  January  12, 
1970  and  amendment  of  resolution — decision  of  the  Borough 


Superintendent ;  previously  granted  on  condition,  under 
Section  11-412  of  the  Zoning  Resolution,  to  permit  in  an 
R5  district,  the  erection  of  a  one  story  enlargement  to  an 
existing  automotive  service  station  and  motor  vehicle  re¬ 
pair  shop  previously  granted  by  the  Board. 

PREMISES  AFFECTED— 133-16  101st  Avenue,  south¬ 
west  corner  of  134th  Street,  Block  9501,  Lots  7  and  8, 
Richmond  Hill,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  George  Fuchs  and  Alfonso  Duarte. 
ACTION  OF  BOARD — Application  reopened,  term  of 
variance  extended  and  resolution  amended. 


THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  2,  1965,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  April  7,  1970,  after  due  notice  by  publication  in  the  Bul¬ 
letin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  2, 
1965,  by  adding  thereto: 

“that  this  variance  shall  continue  for  a  term  of  five 
years  from  January  12,  1970;  and  that  the  premises  may 
be  rearranged  substantially  as  shown  on  revised  draw¬ 
ings  of  proposed  conditions  marked  ‘Received  March  26, 
1970’,  two  sheets,  on  condition  that  the  front  20  ft. 
portion  of  the  fence  along  the  westerly  lot  line  be  made 
50%  opaque ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects  ;  and  that  a  new  Certificate  of  Occupancy  shall  be 
obtained.”  (Alt.  2364-64) 


1269-65-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Jack  Starr,  owner. 

SUBJECT — Application  for  consideration — reopening  for  re¬ 
quest  to  waive  the  rules  of  procedure  and  extension  of 
time  to  complete  which  expired  May  10,  1967 — decision  of 
the  Borough  Superintendent;  previously  granted  on  con¬ 
dition,  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  R7-1  district,  on  a  plot  presently  occupied 
with  two  garages  for  four  cars  and  open  parking,  the 
erection  of  four  additional  public  garages  that  encroaches 
on  the  required  rear  yard  and  has  less  than  the  minimum 
parking  space  size. 

PREMISES  AFFECTED— 131-133  West  167th  Street, 
north  side,  89.91  feet  east  of  Ogden  Avenue,  Block  2616, 
Lot  63,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Frederick  Ketcher. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  ap¬ 
plication  reopened  and  time  to  complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 

May  10,  1966,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time 

to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 

hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 


MINUTES 


the  resolution  adopted  on  May  10,  1966  only  as  to  the  time 
to  complete  the  work,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution,  on 
condition  that  no  further  extension  of  time  will  be  con¬ 
sidered  by  the  Board.”  (Alt.  729-65) 

230-69-BZ 

APPLICANT — Albert  Melniker  for  Herbert  Wolfert, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  re¬ 
quest  to  waive  the  rules  of  procedure  and  extension  of 
time  to  complete  which  expires  June  25,  1970  and  amend¬ 
ment  of  resolution — decision  of  the  Borough  Superintend¬ 
ent;  previously  granted  on  condition,  under  Sections  72-21 
and  73-49  of  the  Zoning  Resolution,  permitting  in  an  R6 
district,  the  erection  of  a  four  story  building  for  use  as 
a  bank,  retail  stores  and  offices  with  accessory  roof  parking. 
PREMISES  AFFECTED— 1612-1624  East  16th  Street, 
west  side,  100  feet  south  of  Avenue  P,  Block  6778,  Lot 
10,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  ap¬ 
plication  reopened,  time  to  complete  work  extended  anti 
resolution  amended. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 
Negative:  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  25,  1968,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  September  9,  1969;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  June  25,  1968,  as  amended  through 
September  9,  1969,  by  adding  thereto: 

“that  the  building  may  be  redesigned,  rearranged  and 
constructed  substantially  as  shown  on  revised  drawings 
of  proposed  conditions  marked  ‘Received  March  30, 
1970’,  three  sheets,  on  condition  that  substantial  construc¬ 
tion  shall  be  completed  within  one  year  from  the  date 
of  this  amended  resolution ;  and  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects.”  (N.  B.  133-68) 


128-69-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Henry  Paulson, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition,  under  Section 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district,  the  erection  of  a  one  story  enlargement  to  an 
existing  diner  previously  before  the  Board. 

PREMISES  AFFECTED— 130-11  N.  Conduit  Boulevard, 
northeast  corner  of  130th  Street,  Block  11864,  Lot  13, 
Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Frederick  Ketcher. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 


THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
October  15,  1969,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
15,  1969,  by  adding  thereto: 

“that  in  lieu  of  the  arrangement  heretofore  permitted, 
the  premises  shall  substantially  conform  to  revised 
drawings  of  proposed  conditions  marked  ‘Received  March 
18,  1970’,  four  sheets,  on  condition  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects.”  (Alt.  1639-68) 


616-65-BZ — Vol.  II 

APPLICANT — Arthur  S.  McGee  for  Forest  Woods  Homes, 
Incorporated,  owner. 

SUBJECT— Application  reopened  March  1,  1966  as  Volume 
II — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution  and  Section  666  of  the 
New  York  City  Charter,  to  permit  in  an  R2  district,  the 
erection  of  a  one  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  and  encroaches  on  the  required 
front  and  rear  yards. 

PREMISES  AFFECTED — 84-17  Commonwealth  Boule¬ 
vard,  east  side,  140.06  feet  south  of  Hillside  Avenue,  Block 
8599,  Lot  134,  Bellerose,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino  and  Joseph  Am- 
mirati. 

For  Opposition:  Milton  Slashower,  Eugene  Apollo, 
Michael  Horowitz  and  Robert  Fehling. 

ACTION  OF  BOARD — Laid  over  to  April  14,  1970;  at  10 
A.M.  for  decision ;  previously  inspected ;  hearing  closed. 


492-69-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Catholic  High 
School  Association  of  New  York,  owner;  Contract  Vendee 
Samuel,  Jack,  Lewis  Rudin. 

SUBJECT — Application  August  26,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  C6-6  and  C5-3  district,  the  erection 
of  a  28  story  office  building  that  exceeds  the  permitted 
height  of  the  front  wall  and  tower  coverage  and  en¬ 
croaches  on  the  required  tower  set  back  and  rear  yard  on 
the  interior  lot  portion  of  the  plot. 

PREMISES  AFFECTED — 558-562  Lexington  Avenue,  111- 
121  East  50th  Street,  northwest  corner,  Block  1305,  Lot  13, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  May  5,  1970,  at  10 
A.M.  at  the  request  of  the  applicant  to  submit  revised 
plans.  Hearing  continued.  Previously  inspected. 


634-69-BZ 

APPLICANT — Lichtner  Associates  for  Roleke  and  Cervoni, 
Incorporated,  owner. 
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SUBJECT— Application  October  23,  1969;— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district  on  a  plot 
with  less  than  the  required  lot  area  and  lot  width,  the 
erection  of  a  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  and  accessory  parking, 
encroaches  on  the  required  front  and  side  yards,  and  pene¬ 
trates  sky  exposure  plane. 

PREMISES  AFFECTED— 63-25  Queens  Midtown  Ex¬ 
pressway,  north  side,  80.44  feet  west  of  64th  Street,  Block 
2366,  Lot  48,  Maspeth,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  W.  Lichtner. 

For  Opposition:  Stanley  Goral. 

ACTION  OF  BOARD — Laid  over  to  May  5,  1970, _  at  10 
A.M.  for  continued  hearing.  Applicant  to  revise  his  pro¬ 
posal.  Previously  inspected. 


664-69-BZ 

APPLICANT— Jamaica  Water  Supply  Company,  owner. 
SUBJECT— Application  November  12,  1969— decision  of  the 
Borough  Superintendent,  under  Section  73-14  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Rl-2  district,  the  installa¬ 
tion  of  a  water  pumping  station. 

PREMISES  AFFECTED— 180-38  Grand  Central  Park¬ 
way,  south  side,  104.88  feet  west  of  Avon  Street,  Block 
9949,  Lot  60,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  John  G.  Regan  and  Stephen  B.  Dempsey. 
For  Opposition:  Vincent  Basso. 

ACTION  OF  BOARD— Laid  over  to  April  23,  1970,  at  10 
A.M.  hearing  closed.  Applicant  to  submit  revised  draw¬ 
ings.  Previously  inspected. 


701-69-BZ 

APPLICANT — Arthur  J.  McGee  and  Philip  P.  Augusta 
for  Spring  Belt  Realty  Corporation,  owner;  American 
Oil  Company,  lessee. 

SUBJECT — Application  December  5,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  the  erection 
of  an  automotive  service  station  with  accessory  uses. 
PREMISES  AFFECTED — 221-10  South  Conduit  Avenue, 
Southeast  corner  of  221st  Street,  Block  13491,  Lots  31,  33, 
35,  Springfield  Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Marsellino,  Philip  P.  Augusta 
and  Vincent  Giordano. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  April  23,  1970,  at  10 
A.M.  for  decision ;  applicant  to  file  revised  drawings ; 
previously  inspected;  hearing  closed. 


719-69-BZ 

APPLICANT — La  Tourette  Heights  Incorporated  for 
Lawrence  Cohen,  owner. 

SUBJECT — Application  December  11,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  73-14  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  installa¬ 
tion  of  a  sewage  pumping  station. 

PREMISES  AFFECTED — 20  Westport  Street,  south  side, 
2.65  feet  east  of  Barnes  Avenue,  Block  2410,  Lot  80, 
Richmond,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  J.  Melniker  and  Lawrence  Cohen. 


For  Opposition:  Howard  A.  Zipper,  Dept,  of  City  Plan¬ 
ning,  John  J.  Turvey,  Anthony  R.  Ameruso,  Transit 
Administration,  Irving  Scheinbart,  New  York  State 
Dept,  of  Transportation,  Harry  J.  Levine  and  Milton 
Kesler. 

ACTION  OF  BOARD— Laid  over  to  April  14,  1970,  at 
10  A.  M.  for  decision;  hearing  closed.  Previously  in¬ 
spected. 


727-69-BZ 

APPLICANT — Harry  A.  Yarish  for  Jack  Dweck,  owner. 

SUBJECT — Application  December  12,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-1  district,  the  erection 
of  a  one  story  enlargement  to  a  one  family  dwelling  that 
increases  the  degree  of  non-compliance  in  floor  area  ratio, 
open  space  ratio,  encroaches  into  the  side  yard  and  extends 
into  the  rear  yard. 

PREMISES  AFFECTED— 2108  East  3rd  Street,  west  side, 
305  feet  south  of  Avenue  T,  Block  7105,  Lot  79,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  B.  J.  Amato. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  April  23,  1970,  at 
10  A.  M.  for  decision;  previously  inspected;  hearing  closed. 


747-69-BZ 

APPLICANT — Otto  J.  Schumm  for  Jerry  Abramowitz, 
owner. 

SUBJECT — Application  December  31,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R8  district,  in  an  existing 
three  story  building,  the  conversion  of  a  portion  of  the 
first  floor  from  a  garage  to  a  photographic  studio. 

PREMISES  AFFECTED— 162  East  92nd  Street,  south 
side,  175  feet  west  of  Third  Avenue,  Block  1520,  Lot  44, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Otto  J.  Schumm. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  April  23,  1970,  at 
10  A.  M.  for  decision;  hearing  closed.  Previously  in¬ 
spected. 


20-70-BZ 

APPLICANT — DeRose  and  Cavalieri  for  J.  Clarence 
Davies,  Incorporated,  owner. 

SUBJECT — Application  December  30,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-4,  C2-4  and 
R8  district,  in  an  existing  one  story  building  previously  be¬ 
fore  the  Board,  the  enlargement  in  floor  area  and  the 
change  in  occupancy  from  cafeteria  and  stores  to  a  variety 
store  that  exceeds  the  floor  area  limitations. 

PREMISES  AFFECTED — 2  to  20  East  Burnside  Avenue, 
2038  to  2048  Jerome  Avenue,  southwest  corner  of  Walton 
Avenue,  Block  2854,  Lot  44,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  George  J.  Cavalieri. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  April  23,  1970,  at  10 
A.M.  for  continued  hearing.  Previously  inspected.  The 
applicant  is  to  furnish  the  information  requested  by  the 
Board. 
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43-70-BZ 

APPLICANT — Frederick  Ketcher  for  H.  S.  Levy  and  Sons 
Incorporated,  owner. 

SUBJECT — Application  January  20,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Ml-1  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  three  story  and 
cellar  structure  to  be  occupied  as  a  machine  shop  and  food 
processing  establishment  that  will  exceed  the  permitted 
floor  area  ratio. 

PREMISES  AFFECTED — 34  Porter  Avenue,  west  side, 
50  feet  south  of  Grattan  Street,  Block  3009,  Lot  23,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Frederick  Ketcher. 

For  Opposition:  Sidney  Miles,  Mrs.  Ramon  Perez  and 
Mary  Rodriguiz. 

ACTION  OF  BOARD — Laid  over  to  April  29,  1970,  at  10 
A.M.  for  continued  hearing.  Previously  inspected.  The  ap¬ 
plicant  to  submit  drawings  as  requested. 


44-70-A 

APPLICANT — Frederick  A.  Ketcher  for  H.  S.  Levy  and 
Sons  Incorporated,  owner. 

SUBJECT — Application  January  20,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-design  and 
arrangement,  stairway,  passageway,  fire  doors  and  con¬ 
veyor. 

PREMISES  AFFECTED — 34  Porter  Avenue,  west  side, 
50  feet  south  of  Grattan  Street,  Block  3009,  Lot  23,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Frederick  Ketcher. 

ACTION  OF  BOARD — Laid  over  to  April  29,  1970,  at  10 
A.M.  for  continued  hearing.  Previously  inspected.  Appli¬ 
cant  to  submit  drawings  as  requested. 


45-70-BZ 

APPLICANT — Frank  A.  Vaccaro  for  Boulevard  Homes, 
Incorporated,  owner. 

SUBJECT — Application  January  20,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-14  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  installa¬ 
tion  of  a  sewage  pumping  station. 

PREMISES  AFFECTED — 160  Old  Amboy  Road,  south¬ 
east  corner  of  Ridgecrest  Avenue,  Block  5237,  Lot  43, 
Eltingville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Frank  A.  Vaccaro. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  April  14,  1970,  at  10 
A.M.  for  decision ;  applicant  to  file  amended  drawings ; 
previously  inspected ;  hearing  closed. 


436-69-BZ 

APPLICANT — Savignano,  Strange  and  Vella  for  Joseph 
Oliveri,  owner. 

SUBJECT — Application  July  22nd  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  and  an  R5  district,  at  an 
existing  3  story  building,  the  erection  of  a  one  story  en¬ 
largement  to  the  first  floor  store  that  increases  the  degree 
of  non-compliance  in  floor  area  ratio  and  the  lot  area 
requirements. 

PREMISES  AFFECTED— 7016  18th  Avenue,  west  side, 
59  feet,  14^4  inches  north  of  71st  Street,  Block  6171,  Lot 
47,  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant:  James  M.  Vella. 

For  Opposition :  Vito  Costa. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  March  3,  1970,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  March  17,  1970;  then  to  April  7,  1970; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  2,  1969,  acting  on  Alt.  Applic.  2168/1968,  reads : 

“1.  The  proposed  1  sty.  enlargement  to  an  existing 
3  sty.  building  located  within  a  Cl-2  district  within  an 
R5  district  increases  the  degree  of  non-compliance  of 
the  building  with  respect  to  maximum  permitted  ‘F.A.R.’ 
and  minimum  required  ‘Lot  Area’  and  as  such  is  con¬ 
trary  to  Sects.  54-31,  35-40  &  35-32  of  Zoning  Resolu¬ 
tion.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
a  Cl-2  and  an  R5  district,  at  an  existing  3  story  building, 
the  erection  of  a  one-story  enlargement  to  the  first  floor 
store  that  increases  the  degree  of  non-compliance  in  the  floor 
area  ratio  and  the  lot  area  requirements,  on  condition  that 
all  work  shall  substantially  conform  to  drawings  filed  with 
this  application  and  marked  “Received,  July  22,  1969,”  4 
sheets,  “January  23,  1970,”  one  sheet,  and  “March  10,  1970,” 
one  sheet,  except  that  the  rear  window  shown  in  the  new 
extension  shall  be  eliminated  and  that  the  only  opening  in 
that  wall  be  for  the  access  door;  that  all  laws,  rules  and 
regulations  applicable  shall  be  complied  with,  and  that  sub¬ 
stantial  construction  shall  be  completed  within  one  year 
from  the  date  of  this  resolution. 


657-69-BZ 

APPLICANT — Murray  Rudman  for  Ethel  Geller,  owner. 

SUBJECT — Application  November  7,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  and  R3-2  district,  on 
a  plot  with  an  existing  restaurant,  the  expansion  of  the 
accessory  parking  facility  into  the  residence  district. 
PREMISES  AFFECTED — 64  City  Island  Avenue,  south¬ 
east  corner  of  Horton  Street,  Block  5638,  Lots  7  and  11, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Murray  Rudman. 

For  Opposition:  Annabelle  Hecker,  Richard  Rosenbluth, 
Viola  K.  Bates,  Margaret  McGuire,  Jean  Rose,  George 
Warner  and  Edward  J.  Enright. 

ACTION  OF  BOARD — Application  denied. 
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THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Glass,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  March  17,  1970,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  April  7,  1970 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  9,  1969,  acting  on  Alt.  Applic.  500/1967, 
reads : 

“2.  The  proposed  accessory  parking  for  a  Use 
Group  6  use  in  a  Residence  R3-2  district  is  contrary  to 
Section  22-00  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  findings  a,  b  and  c,  under 
Section  72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  9,  1969,  acting  on  Alt.  Applic.  500/1967,  Ob¬ 
jection  No.  2,  be  and  it  hereby  is  affirmed  and  that  the  appli¬ 
cation  be  and  it  hereby  is  denied. 


740-69-BZ 

APPLICANT— Buckley  and  Kisseloff  for  Sylvia  Mazzella, 
owner. 

SUBJECT— Application  December  17,  1969— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  R3-2  district,  the  erection  of  a 
temporary  structure  for  an  office  building  and  the  use  of 
the  open  area  as  a  fence  contractor’s  yards. 

PREMISES  AFFECTED— 1777  Allerton  Avenue,  north¬ 
west  corner  of  Wickham  Avenue,  Block  4803,  Lots  24,  27 
and  28,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff  and  Kenneth  Reiss. 
For  Opposition:  Katherine  Von  Deesten. 

ACTION  OF  BOARD— Application  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative :  . 


5 

0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
March  17,  1970,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  April  7,  1970;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  11,  1969,  acting  on  N.B.  Applic.  378/1969, 
reads : 

“1.  Proposal  to  use  land  for  contractor’s  yard  (Use 
Group  17)  with  accessory  building  for  display,  sales  and 
office,  located  in  R3-2  district  violates  Sect.  22-10  of 
Amended  Zoning  Resolution. 

2.  Since  there  are  no  applicable  bulk  parking  or 
loading  regulations  for  the  proposed  use  in  residence 
districts,  this  is  application  is  referred  to  the  Board  of 
Standards  and  Appeals  for  its  determination.” 


and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  is  in  receipt  of  a  communication 
from  the  Commissioner  of  the  Economic  Development  Ad¬ 


ministration  advising  of  an  on-going  study  of  this  area  for 
possible  commercial  use ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R3-2  district,  for  a  term  of  three  years,  the  erection  of  a 
temporary  structure  for  an  office  building  and  the  use  of  the 
open  area  as  a  fence  contractor’s  yard,  on  condition  that  all 
work  shall  substantially  conform  to  drawings  filed  with  this 
application  and  marked  “Received,  December  17,  1969,"  three 
sheets,  and  “April  3,  1970,”  one  sheet,  on  further  condition 
that  the  entire  open  area  of  the  lot  be  paved  with  gravel 
treated  with  an  oil  binder,  and  suitably  graded  for  drainage, 
that  a  curb  and  sidewalk  be  installed  in  accordance  with  the 
regulations  of  the  Department  of  Highways  on  the  Aller¬ 
ton  Avenue  frontage,  and  that  all  laws,  rules  and  regulations 
applicable  shall  be  complied  with,  and  that  substantial  con¬ 
struction  be  completed  within  one  year  from  the  date  of 
this  resolution. 


49-70-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 
SUBJECT — Application  January  22,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-65  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C4-2  district,  at  an  existing 
telephone  exchange,  the  enlargement  in  area  of  the  sec¬ 
ond,  third  and  fourth  floors  that  increases  the  degree  of 
non-compliance  in  floor  area  ratio  and  encroachment  within 
the  rear  yard. 

PREMISES  AFFECTED— 2175-2205  Albemarle  Road, 
north  side,  100  feet  east  of  Flatbush  Avenue,  Block  5109, 
Lot  70,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Robert  J.  Alderdice  and  Stanley  H.  Singer. 
For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE — 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
April  7,  1970,  after  due  notice  by  publication  in  the  Bulletin; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  23,  1967,  acting  on  Alt.  1970/1969,  reads: 

“1.  Proposed  extension  in  a  C4-2  district  further 
increases  the  degree  of  non-compliance  with  respect  to 
floor  area  ratio  and  is  contrary  to  Sections  33-122  and 
54-31  of  the  Z.  R. 

2.  Proposed  extension  in  the  required  rear  yard  in 
a  C4-2  district  further  increases  the  degree  of  non-com¬ 
pliance  with  respect  to  the  rear  yard  requirements  and 
is  contrary  to  Sections  33-26  and  54-31  of  the  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-65  of  the  Zoning  Resolution. 


MINUTES 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Section  73-65  of  the  Zoning  Resolution,  to  permit 
in  a  C4-2  district,  at  an  existing  telephone  exchange,  the  en¬ 
largement  in  area  of  the  second,  third  and  fourth  floors  that 
increases  the  degree  of  non-compliance  in  floor  area  ratio  and 
encroachment  with  the  rear  yard,  on  condition  that  all  work 
shall  substantially  conform  to  drawings  filed  with  this  appli¬ 
cation  and  marked  ‘‘Received,  January  22,  1970,”  19  sheets; 
that  all  laws,  rules  and  regulations  applicable  shall  be  com¬ 
plied  with,  and  that  substantial  construction  shall  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


Adjourned:  12:55  P.  M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  APRIL  7,  1970,  2  P.M. 

Present :  Chairman  Glass,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

326-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — 127  Washington  Street  Corpo¬ 
ration. 

SUBJECT — Application  June  3,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 427-429  Washington  Street 
northeast  corner  of  Vestry  Street,  Block  223,  Lots  21,  22 
and  26,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Sup.  Insp.  C.  Palmieri,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.,  John  N.  Wiltrakis 
and  Fred  Mattews. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative.:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


300-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Louis  Nesser,  585  5th  Avenue 
Corporation,  owner. 

SUBJECT — Application  May  23,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 585  5th  Avenue,  east  side,  80 
feet  north  of  East  47th  Street,  Block  1283,  Lot  4,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Sup.  Insp.  C.  Palmieri,  F.  D. 

For  Opposition :  I.  E.  Minkin,  B.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 


Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative :  .  0 

Not  Voting:  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
May  23,  1969  states  that  application  is  hereby  respectfully 


made  to  the  Board  of  Standards  and  Appeals  in  accordance 
with  the  provisions  of  1804.4.C.6  of  the  City  Charter,  to 
modify  Certificate  of  Occupancy  in  relation  to  the  following 
building : 

“585  5th  Avenue,  Manhattan  ■ —  Certificate  No. 
48150.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be  granted 
under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
be  granted  on  condition  that  the  owner  be  required  to  file  an 
application  with  the  Department  of  Buildings  for  a  new 
Certificate  of  Occupancy  to  legalize  the  existing  uses;  on 
further  condition  that  the  Certificate  of  Occupancy,  shall 
require  the  installation  of  a  sprinkler  system  as  requested 
by  the  Fire  Commissioner;  and  on  further  condition  that  in 
all  other  respects,  all  other  applicable  laws,  rules  and 
regulations  shall  be  complied  with. 

344-69-A — Vol.  II 

APPLICANT — Sol  Feinberg  for  Columbia  Cement  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT — Application  reopened  February  25,  1970  as 
Volume  II— Appeal  from  a  decision  of  the  Fire  Commis¬ 
sioner  re-  Packaging  of  inflammable  mixture  known  as 
Columbia  Panel  Grip,  in  11  /  ounce  composite  fiberboard 
and  aluminum  foil  container,  not  in  compliance  with 
requirement  regulations  of  Administrative  Code. 

APPEARANCES— 

For  Applicant :  Sol  Feinberg. 

For  Administration:  Sup.  Insp.  C.  Palmieri,  Fire  Dept. 
AC  I  ION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative.:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  q 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
June  5,  1969  on  Folder  #122-4089,  reads: 

“We  regret  to  inform  you  that  your  application  to 
register  your  product  Columbia  Panelgrip  an  inflam¬ 
mable  mixture— F.  P.  below  0°F.  in  container  as  fol¬ 
lows:  \\l/2  oz.  composite  fiberboard  and  aluminum  foil 
is  disapproved.  Such  containers  are  not  in  compliance 
with  our  regulations  to  wit:  Section  C19-59.0c  which 
specifies  metal  containers.” 

and 

Whereas,  the  drawings  and  sample  of  this  container  were 
examined  by  the  Board  and  it  was  determined  that  the 
appeal  should  be  granted  under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  February  6,  1970,  acting  on  Folder  #122- 
4089  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  container  shall 
substantially  conform  with  drawings  marked  “Received, 
February  11,  1970,”  one  sheet;  on  further  condition  that 
the  container  be  labeled  to  the  satisfaction  of  the  Fire 
Commissioner  and  that  in  all  other  respects  all  other  appli¬ 
cable  laws,  rules  and  regulations  be  complied  with. 


361-69-A— Vol.  II 

APPLICANT — Sol  Feinberg  for  Columbia  Cement  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT — Application  reopened  February  25,  1970  as  Vol¬ 
ume  II — Appeal  from  a  decision  of  the  Fire  Commissioner 
re-  Packaging  of  inflammable  mixture,  known  as  Colum- 
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MINUTES 


bia  Kwikstik  Construction  Adhesive  in  11.50  composition 
cartridges  with  non-replacable  caps  or  tops,  not  in  com¬ 
pliance  with  regulations  of  the  Administrative  Code. 

APPEARANCES— 

For  Applicant:  Sol  Feinberg. 

For  Administration:  Sup.  Insp.  C.  Palmieri,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  . 0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
June  5,  1969  on  Folder  #122-4089,  reads: 

“We  regret  to  inform  you  that  your  application  to  reg¬ 
ister  your  product  Columbia  Kwikstik  Construction  Ad¬ 
hesive — Flammable  Mixture — F.P.  Below  0°F.  in  con¬ 
tainers  as  follows :  1 1  l/z  oz.  composite  fiberboard  and 
aluminum  foil  is  disapproved.  Such  containers  are  not 
in  compliance  with  our  regulations  to  wit :  Section  09- 
50.0c  which  specifies  metal  containers.” 

and 

Whereas,  the  drawings  and  sample  of  this  container  were 
examined  by  the  Board  and  it  was  determined  that  the  ap¬ 
peal  should  be  granted  under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  6,  1970,  acting  on  Folder  #122-4089, 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  container  shall  sub¬ 
stantially  conform  with  drawings  marked  “Received,  Febru¬ 
ary  11,  1970,”  one  sheet;  on  further  condition  that  the 
container  be  labeled  to  the  satisfaction  of  the  Fire  Commis¬ 
sioner,  and  that  in  all  other  respects  all  other  applicable 
laws,  rules  and  regulations  be  complied  with. 


678-69-A 

APPPLICANT — Philip  P.  Agusta  for  Don  Bosco  1960 
Club,  Incorporated,  owner. 

SUBJECT — Application  November  10,  1969 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed 
change  from  store  to  public  use,  stairs,  egress  and  live  load. 

PREMISES  AFFECTED— 729  Metropolitan  Avenue,  north 
side,  50  feet  west  of  Graham  Avenue,  Block  2759,  Lot  30, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Philip  P.  Agusta. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commisioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 

dated  November  10,  1969  on  Alt.  Applic.  89-69,  reads: 

“1.  The  proposed  change  from  store  and  vacant 
floor  to  public  use  (club  rooms)  in  a  3  story  frame 
building  is  contrary  to  C26-254.0  of  the  Admin.  Code. 

2.  Stairs  required  to  be  enclosed  in  3  hour  parti¬ 
tions,  including  1st  floor  passageway  as  per  Section 
6.4.1. 8.1  (b)  la  of  the  Admin.  Code. 

3.  Provide  2  legal  means  of  egress  from  the  second 
floor,  stairs  to  be  proportioned  on  the  basis  of  one 
person  for  each  10  sq.  ft.  of  floor  area  as  per  Section 
6.1. 2.2.3  and  6. 1.2.3  of  the  Admin.  Code. 


4.  Provide  a  100#  live  load  for  the  club  as  per 
Section  7.3.2.2.5  (e)  of  the  Admin.  Code.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  anpeal  be  denied,  on  the  ground  of  the  existence 
of  a  hazardous  occupancy  load. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  10,  1969  acting  on  Alt.  4pplic.  89-69,  Ob¬ 
jection  No.  1,  2,  3,  &  4  be  and  it  hereby  is  affirmed  and 
that  the  appeal  be  and  it  hereby  is  denied. 


18-70-A 

APPLICANT — Leonard  F.  Rothkrug  for  Louis  Weisen- 
berg,  owner. 

SUBJECT — Application  January  5,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  automobile 
sales,  residence  zone  and  sale  of  used  cars  into  public 
parking  lot  area. 

PREMISES  AFFECTED — 3607  to  3615  Church  Avenue, 
north  side,  60  feet  east  of  East  37th  Street,  Block  4873, 
Lots  36  and  38,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  2,  1970  on  Alt.  Applic.  1086-69,  reads: 

"6.  In  a  Residence  Zone,  the  non-conforming  use, 
Use  Group  16,  automobile  sales,  open  or  enclosed,  located 
on  land  with  minor  improvements  has  terminated 
Section  52-72  of  Z.  R.  states  that  such  non-conforming 
use  may  only  be  used  for  three  (3)  years  after  the 
effective  date  of  the  Resolution. 

7.  The  proposed  enlargement  of  non-conforming 
use,  Use  Group  16,  sale  of  used  cars  into  the  public 
parking  lot  area  (Use  Group  8)  is  not  permitted  as  of 
rmht  and  is  contrary  to  Zoning  Resolution  22-00  and 
52-30.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  given  due  consideration  and 
deliberation  to  the  statement  by  the  applicant;  and 

Whereas,  the  Board  finds  that  the  interpretation  given 
by  the  Borough  Superintendent  is  correct,  and  that  the 
appeal  should  be  denied,  and  that  the  applicant  may  file 
an  application  for  a  variance  under  the  Zoning  Resolution 
if  he  should  so  decide. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  2,  1970  acting  on  Alt.  Applic.  1086-69,  Objec¬ 
tion  Nos.  6  and  7  be  and  it  hereby  is  affirmed  and  that  the 
appeal  be  and  it  hereby  is  denied. 


31-70-A 

APPLICANT — Edward  Durell  Stone  and  Associates  for 
City  University  of  New  York,  owner. 

SUBJECT — Application  January  8,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  egress,  open 
shaft,  etc. 


MINUTES 


PREMISES  AFFECTED — 100  Quintard  Street,  northwest 
corner  of  Seaside  Boulevard,  Block  3355,  Part  of  Lot  1, 
Grasmere,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Arthur  J.  Benline. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  5,  1970  on  N.  B.  Applic.  2731-69,  reads : 

“1.  Interior  corridors  are  to  be  enclosed  with  walls 
of  non-combustible  materials  having  no  fire-resistance 
rating  in  accordance  with  Section  C26-604.2(b)  and 
Table  3-4  of  the  new  Building  Code. 

2.  Central  Core,  or  atrium,  as  an  open  shaft  is  con¬ 
trary  to  Section  C26-504.6  of  the  new  Building  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved ,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  January  5,  1970,  acting  on  N.  B. 
Applic.  2731-69,  Objection  Nos.  1  and  2  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  substantially  comply  with 
drawings  marked  “Received,  January  8,  1970,”  five  sheets, 
and  “March  26,  1970,”  two  sheets ;  on  further  condition  that 
in  all  other  respects  all  other  applicable  laws,  rules  and 
regulations  be  complied  with. 

74-70-A 

APPLICANT — Atkin  and  Bassolino  for  Alpha  Chi  Chapter 
— PI  Lambda  Phi,  Incorporated,  owner. 

SUBJECT — Application  January  30,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Class  4  struc¬ 
ture,  change  of  use  to  Fraternity  House. 

PREMISES  AFFECTED— 61-25  155th  Street,  east  side, 
127.05  feet  south  of  Horace  Harding  Expressway,  Block 
6746,  Lot  29,  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Harry  Atkin. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  7,  1970  on  Alt.  Applic.  1154-69,  reads: 

“1)  Proposed  change  of  use  to  Fraternity  House 
(Public  Bldg.)  of  a  Class  4  structure  is  not  permitted 
by  Sec.  C26-254.0  and  C26-185  Admin.  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  January  7,  1970,  acting  on  Alt.  Applic. 
1154-69  Objection  No.  1  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  substantially  comply  with  drawings  marked 
“Received,  March  26,  1970,”  five  sheets ;  on  further  con¬ 


dition  that  portable  fire  extinguishers  be  provided  on  each 
story  as  recommended  by  the  Fire  Commissioner,  and  that 
no  public  assembly  uses  be  permitted  in  the  building;  on 
further  condition  that  in  all  other  respects,  all  other  appli¬ 
cable  laws,  rules  and  regulations  be  complied  with. 


96-70-A 

APPLICANT — Vincent  S.  La  Ganga  for  Charles  Langere, 
owner. 

SUBJECT — Application  February  13,  1970 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 636  Britton  Avenue,  northwest 
corner  of  Hay  Street,  Block  3170,  Lot  60,  Town  of 
Concord,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  A^incent  S.  La  Ganga. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  V OTE — 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

W hereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  15,  1970  on  N.  B.  Applic.  1768-69,  reads: 

“11.  A  C.  of  O.  cannot  be  issued  for  this  premises 
because  street  giving  access  is  not  included  on  the 
official  map  of  the  City  of  N.  Y.  Contrary  to  Art.  Ill, 
Sect.  36,  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  15,  1970,  acting  on  N.  B.  Applic.  1768-69, 
Objection  No.  11  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  sidewalks,  curb,  curb  cut  and  pavement 
to  the  middle  of  the  street  shall  be  in  accordance  with  the 
standards  of  the  Department  of  Highways,  and  that  street 
trees  be  planted  in  front  of  the  premises  in  accordance  with 
the  regulations  of  the  Department  of  Parks ;  that  a  certifi¬ 
cate  of  occupancy  may  be  issued  when  the  building  is  com¬ 
pleted  to  the  satisfaction  of  the  Borough  Superintendent 
substantially  in  compliance  with  drawings  marked  “Received, 
February  13,  1970,”  one  sheet;  on  further  condition  that  all 
other  applicable  laws,  rules  and  regulations  shall  be  complied 
with. 


256-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Tysens  Company,  owner. 
SUBJECT — Application  May  8,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy — dry  standpipe  system. 
PREMISES  AFFECTED — 655  Tysens  Lane,  northwest 
corner  of  Mill  Road,  Block  3983,  Lot  1,  New  Dorp,  Bor¬ 
ough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Sup.  Insp.  C.  Palmieri,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D  and  Leonard  F. 
Rothkrug. 

ACTION  OF  BOARD — Laid  over  to  April  23,  1970,  at 
2  P.  M.,  hearing  closed.  Previously  inspected.  Owner  to 
prepare  drawings  to  show  exactly  what  is  being  proposed 
in  cooperation  with  the  Fire  Department. 
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257-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Tysens  Company,  owner. 
SUBJECT — Application  May  8,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy — dry  standpipe  system. 
PREMISES  AFFECTED— 285  Mill  Road,  northwest 
corner  of  Tysens  Lane,  Block  3983,  Lot  1,  New  Dorp, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Sup.  Insp.  C.  Palmieri,  F.  D. 

For  Opposition :  I.  E.  Minkin,  B.  D.  and  Leonard  F. 
Rothkrug. 

ACTION  OF  BOARD — Laid  over  to  April  23,  1970,  at 
2  P.  M.  Previously  inspected,  hearing  closed.  Owner  to 
prepare  drawings  to  show  exactly  what  is  being  proposed 
in  cooperation  with  the  Fire  Department. 


258-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Tysens  Company,  owner. 
SUBJECT — Application  May  8,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy — dry  standpipe  system. 
PREMISES  AFFECTED — 675  Tysens  Lane,  northwest 
corner  of  Mill  Road,  Block  3983,  Lot  1,  New  Dorp, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Sup.  Insp.  C.  Palmieri,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.  and  Leonard  F. 
Rothkrug. 

ACTION  OF  BOARD — Laid  over  to  April  23,  1970,  at 
2  P.  M.,  hearing  closed.  Previously  inspected.  Owner 
to  prepare  drawings  to  show  exactly  what  is  being  pro¬ 
posed  in  cooperation  with  the  Fire  Department. 


259-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Mills  Company,  owner. 
SUBJECT — Application  May  8,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy — dry  standpipe  system, 
and  yard  hydrants. 

PREMISES  AFFECTED — 255  Mill  Road,  west  side,  326 
feet  south  of  Ebbitts  Avenue,  Block  3983,  Lot  45,  New 
Dorp,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Sup.  Insp.  C.  Palmieri,  F.  D. 

For  Opposition :  I.  E.  Minkin,  B.  D.  and  Leonard  F. 
Rothkrug. 

ACTION  OF  BOARD — Laid  over  to  April  23,  1970,  at 
2  P.  M.,  hearing  closed.  Previously  inspected.  Owner  to 
prepare  drawings  to  show  exactly  what  is  being  proposed 
in  cooperation  with  the  Fire  Department. 


260-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Mills  Company,  owner. 
SUBJECT — Application  May  8,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy — dry  standpipe  system. 
PREMISES  AFFECTED — 245  Mill  Road,  west  side,  326 
feet  south  of  Ebbitts  Avenue,  Block  3983,  Lot  45,  New 
Dorp,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Sup.  Insp.  C.  Palmieri,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.  and  Leonard  F. 
Rothkrug. 


ACTION  OF  BOARD— Laid  over  to  April  23,  1970,  at 
2  P.  M.,  hearing  closed.  Previously  inspected.  Owner  to 
prepare  drawings  to  show  exactly  what  is  being  proposed 
in  cooperation  with  the  Fire  Department. 


261-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Mills  Company,  owner. 
SUBJECT — Application  May  8,  1969 — Appeal  for  Modifica¬ 
tion  of  Certificate  of  Occupancy — dry  standpipe  system. 
PREMISES  AFFECTED— 265  Mill  Road,  west  side,  326 
feet  south  of  Ebbitts  Avenue,  Block  3983,  Lot  45,  New 
Dorp,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Sup.  Insp.  C.  Palmieri,  F.  D. 

For  Opposition :  I.  E.  Minkin,  B.  D.,  and  Leonard  F. 
Rothkrug. 

ACTION  OF  BOARD— Laid  over  to  April  23,  1970,  at 
2  P.M. ;  hearing  closed.  Previously  inspected.  Owner 
to  prepare  drawings  to  show  exactly  what  is  being  pro¬ 
posed  in  cooperation  with  the  Fire  Department. 


296-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Herman  Scheiner. 

SUBJECT — Application  May  23,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 763  8th  Avenue,  west  side,  50 
feet  south  of  West  47th  Street,  Block  1037,  Lot  34,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Sup.  Insp.  C.  Palmieri,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.,  and  Wm.  Kilgannon. 
ACTION  OF  BOARD- — Laid  over  to  May  5,  1970,  at 
2  P.M.  for  continued  hearing;  plans  to  be  filed  by  the 
owner ;  previously  inspected. 


297-69-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Sutton  Associates  Incorpo¬ 
rated  c/o  Sol  Goldman. 

SUBJECT- — Application  May  23,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 10  Fort  Washington  Avenue, 
southeast  corner  of  West  160th  Street,  Block  2137,  Lot 
70,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Sup.  Insp.  C.  Palmieri,  F.  D. 

For  Opposition :  I.  E.  Minkin,  B.  D.  and  Paul  Bleifer. 
ACTION  OF  BOARD — Laid  over  to  April  23,  1970,  at 
2  P.M.  for  continued  hearing  at  the  request  of  the  owner ; 
plans  to  be  filed  by  the  owner ;  previously  inspected. 


298-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — H.  Moskowitz  c/o  Morris 
Moskowitz. 

SUBJECT — Application  May  23,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 153  Mercer  Street,  west  side, 
150  feet  north  of  Prince  Street,  Block  513,  Lot  36,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Sup.  Insp.  C.  Palmieri,  F.  D. 

For  Opposition :  I.  E.  Minkin,  B.  D.,  Joseph  A.  Gelbman 
and  Herbert  Moskowitz. 


MINUTES 


A.CTION  OF  BOARD — Laid  over  to  May  5,  1970,  at  2 
P.  M.  for  continued  hearing;  plans  to  be  submitted  by  the 
owner ;  previously  inspected. 


299-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Mutual  Redevelopment  Houses, 
Incorporated,  owner. 

SUBJECT — Application  May  23,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 323-341  Eighth  Avenue"  307-311 
West  26th  Street,  northwest  corner,  Blocks  750,  751,  752, 
Part  of  Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Sup.  Insp.  C.  Palmieri,  F.  D. 

For  Opposition :  I.  E.  Minkin,  B.  D.,  Arthur  Gussaroff 
and  Harold  J.  Levy. 

ACTION  OF  BOARD — Laid  over  to  May  5,  1970,  at  2 
P.M.  for  hearing  at  the  request  of  the  owner. 


324-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Marsicano  Foundation  c/o 
Philomena  Marsicano. 

SUBJECT — Application  June  5,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 18  West  38th  Street,  south  side, 
240  feet  west  of  5th  Avenue,  Block  839,  Lot  58,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Sup.  Insp.  C  Palmieri,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.  and  John  A.  Cuneo. 

ACTION  OF  BOARD — Laid  over  to  May  5,  1970,  at  2 
P.M.  for  continued  hearing  at  the  request  of  the  owner. 


325-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — 239  West  18th  Street  Corpora¬ 
tion. 

SUBJECT — Application  June  5,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 239-243  West  18th  Street,  north 
side,  240  feet  east  of  8th  Avenue,  Block  768,  Lot  14,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Sup.  Insp.  C.  Palmieri,  F.  D. 

For  Opposition :  I.  E.  Minkin,  B.  D. 

ACTION  OF  BOARD — Laid  over  to  April  23,  1970,  at 
2  P.  M.  for  inspection  and  continued  hearing. 

41-70-A 

APPLICANT — Greyhound  Lines,  Incorporated,  owner. 
SUBJECT — Application  January  15,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Fire  Standpipe 
System. 

PREMISES  AFI  ECTED — 601-659  West  40th  Street,  east 
side  of  12th  Avenue,  entire  block,  525-531  11th  Avenue, 
12th  Avenue,  480-494,  600-660  West  41st  Street,  Block 
1088,  Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  David  E.  Schwab,  II.  and  Edward  D. 
McGuire. 

ACTION  OF  BOARD — Laid  over  to  April  14,  1970,  at 
2  P.  M.  for  decision ;  previously  inspected ;  hearing  closed. 
The  Board  is  awaiting  an  opinion  of  the  Fire  Department 
on  this  matter. 


Adjourned:  3:30  P.  M. 

James  P.  Mulroy,  Secretary 
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Disposition  of  SOC  Applications 

Requests  to  reopen  granted  .  394 

Requests  to  reopen  denied  .  17 

Requests  to  amend  granted  .  76 

Requests  for  extension  of  time  granted .  193 

Requests  for  extension  of  term  of  variance  .  123 

Requests  withdrawn  or  dismissed  .  4 

Total  .  1947 


MONEYS  RECEIVED 


Filing  Fees  . . 

Bulletin  Subscriptions 
Cash  Sales  . 


1st  QUARTER  2nd  QUARTER  3rd  QUARTER  4th  QUARTER 
$17,525.00  $19,850.00  $16,750.00  $27,200.00 

2,100.00  1,725.00  900.00  1,400.00 

576.66  421.46  383.58  347.84 


TOTAL 

$81,325.00 

6,125.00 

1,729.54 


Paid  to  City  Treasurer 


$20,201.66 


$21,996.46 


$18,033.58  $28,947.84  $89,179.54 


REVIEW  FROM  1916 


Restored 

Total 

Pending 

Cases 

&SOC 

to  Dis- 

Previous 

With- 

Year 

Filed 

Actions 

pose  of 

Year 

drawn 

1916-36 

22187 

8448 

30635 

8009 

3461 

1937 

629 

691 

1320 

179 

43 

1938 

1230 

720 

1950 

326 

96 

1939 

1552 

934 

2486 

480 

121 

1940 

1235 

1043 

2278 

713 

138 

1941 

1116 

1148 

2264 

879 

122 

1942 

915 

1018 

1933 

922 

163 

1943 

638 

1050 

1688 

699 

146 

1944 

753 

1075 

1828 

566 

119 

1945 

823 

1099 

1922 

639 

159 

1946 

1086 

1288 

2374 

729 

120 

1947 

1113 

1450 

2563 

1012 

218 

1948 

1140 

1603 

2743 

1084 

168 

1949 

934 

1535 

2469 

1179 

130 

1950 

958 

1683 

2641 

1102 

120 

1951 

917 

1611 

2528 

1154 

130 

1952 

931 

1683 

2614 

1291 

99 

1953 

945 

1686 

2631 

1363 

154 

1954 

1014 

1724 

2738 

1558 

161 

1955 

1045 

1695 

2740 

1744 

95 

1956 

901 

1846 

2747 

2056 

109 

1957 

1038 

1825 

2863 

2143 

151 

1958 

779 

2030 

2809 

2105 

98 

1959 

924 

1761 

2685 

1669 

66 

1960 

946 

1685 

2631 

1520 

67 

1961 

2007 

1796 

3803 

1336 

91 

1962 

1154 

1517 

2671 

1887 

119 

1963 

1071 

5501 

6572 

1845 

186 

1964 

1318 

2789 

4107 

5541 

96 

1965 

1291 

1959 

3250 

2202 

118 

1966 

1347 

1709 

3056 

2077 

76 

1967 

1091 

1449 

2540 

1854 

83 

1968 

956 

1345 

2301 

1384 

156 

1969 

747 

1083 

1830 

1188 

108 

Total 

56731 

61479 

118210 

54435 

7487 

Disposal  of  as  follows : 


Dis- 

Cases 

Granted, 

SOC 

Total 

Pending 

missed 

Denied 

etc. 

Actions 

Cases 

Dec.  31st 

2646 

4648 

12861 

6840 

30456 

179 

14 

120 

409 

587 

1173 

326 

19 

153 

910 

618 

1796 

480 

66 

244 

1010 

812 

2253 

713 

33 

200 

851 

890 

2112 

879 

43 

205 

852 

999 

2221 

922 

59 

275 

746 

913 

2156 

699 

69 

105 

562 

939 

1821 

566 

47 

92 

562 

935 

1755 

639 

40 

129 

573 

931 

1832 

729 

27 

147 

732 

1065 

2091 

1012 

56 

243 

759 

1215 

2491 

1084 

48 

242 

846 

1344 

2648 

1179 

49 

241 

900 

1226 

2546 

1102 

11 

209 

810 

1439 

2589 

1154 

14 

118 

765 

1364 

2391 

1291 

9 

238 

811 

1385 

2542 

1363 

25 

114 

847 

1296 

2436 

1558 

34 

194 

800 

1363 

2552 

1744 

9 

92 

915 

1317 

2428 

2056 

68 

140 

893 

1450 

2660 

2143 

60 

187 

1021 

1482 

2901 

2105 

54 

354 

1109 

1630 

3245 

1669 

19 

295 

1075 

1379 

2834 

1520 

24 

219 

1312 

1193 

2815 

1336 

265 

171 

1477 

1248 

3252 

1887 

82 

120 

1267 

1125 

2713 

1845 

56 

149 

1501 

984 

2876 

5541 

54 

220 

5885 

1191 

7446 

2202 

46 

154 

2009 

1048 

3375 

2077 

59 

134 

1926 

1084 

3279 

1854 

85 

236 

1529 

1077 

3010 

1384 

119 

83 

1207 

932 

2497 

1188 

90 

89 

853 

807 

1947 

1071 

4399 

10560 

50585 

44108 

117139 
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BOARD  OF  STANDARDS  AND  APPEALS 
80  LAFAYETTE  STREET 
NEW  YORK,  N.  Y.  10013 


BULK  RATE 
U.  S.  POSTAGE 
PAID 

New  York,  N.  Y. 
Permit  No.  4875 


University  of  Illinois  Library 
Atts  Serial  Dopt* 

Urbana,  Ill.  610 03 


NOTICE 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  repre¬ 
sentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the  hearing 
can  be  entertained  in  view  of  this  publication  and  of  the 
posting  of  the  calendars  on  the  bulletin  board  in  the  offices 
of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will  be 
held  in  abeyance  by  reason  of  failure  of  the  appellant  or 
applicant  to  file  necessary  data,  or  by  any  other  method  of 
delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  convenience 
in  notifying  property  owners,  they  may  obtain  such  copies 
at  the  office  of  the  Board  of  Standards  and  Appeals,  80 
Lafayette  Street,  9th  floor,  Manhattan,  at  five  cents  each — 
add  postage  payment  if  the  forms  are  forwarded  by  mail. 
Purchase  payment  by  postage  stamps  NOT  ACCEPTABLE. 


THE  LIBRARY  OF  THE 


BULLETIN 

OF  THE 


1  070 

f  O  /  J 


UNIVERSITY  OF  ILLINOIS 
AT  U  F!  2  AN  A- CHAM  PA  irv 


BOARD  OF  STANDARDS  AND 


CITY  OF  NEW  YORK 


APPEALS 


Issued  under  authority  of  Chapter  27,  Section  665  of  the  Charter  of  the  City  of  New  York 
Published  weekly  by  the  Board  of  Standards  and  Appeals  at  its  office,  80  Lafayette  Street,  9th  Floor,  Manhattan, 

New  York,  N.  Y.  10013 


Vol.  LV 


Subscription 
$25.00  a  year 


April  23,  1970 


By  Mail,  65  cents  (Cash  only) 
Single  Copies,  50  cents 


No.  17 


CALENDAR  NUMBER  548-69-BZ 


DIRECTORY 

BOARD  OF  STANDARDS  AND  APPEALS 


ORDER  AND  PETITION  SERVED  ON  THE 
BOARD  OF  STANDARDS  AND  APPEALS. 

On  April  3,  1970,  Order  and  Petition  was  served  on  the  Board  by 
Arthur  J.  McGee,  attorney  for  petitioners,  Harry  Bell  and  Charles  F. 
Harding,  owners,  seeking  a  review  of  the  Board’s  denial  on  February 
25,  1970  of  the  application,  based  on  a  decision  of  the  Borough  Super¬ 
intendent,  under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R3-2  district,  the  erection  of  an  automotive  service  station  with 
accessory  uses  and  accessory  signs;  Calendar  Number  548-69-BZ; 
Premises  107-10  Astoria  Boulevard,  southeast  corner  of  107th  Street, 
Block  1694,  Lots  1,  2,  6  and  9,  Astoria,  Borough  of  Queens. 


M.  MILTON  GLASS,  Chairman 

Samuel  L.  Becker,  Vice  Chairman 
Joseph  B.  Klein 
Francis  V.  Madigan 
William  A.  Nolan 

Commissioners. 


CONTENTS 


Solomon  Sheer,  P.E.,  Director 


Ira  Kalish,  P.E.,  Deputy  Director 


James  P.  Mulroy,  Secretary 


John  B.  Cincotta,  Chief  Clerk 


Office — 80  Lafayette  Street,  9th  Floor,  Manhattan,  New 

York,  N.  Y.  10013. 

T  ELEPHONE — 566-5 1 74. 


Order  and  Petition  Served  on  The  Board  of  Standards 
and  Appeals. 

Docket. 


Notice  of  Hearing  of  Calendar. 


Minutes  of  Regular  Meeting,  Tuesday  Morning,  April 
14,  1970,  Affecting  Calendar  Numbers — 673-53-BZ — 
Vol.  II,  162-54-BZ,  264-63-BZ,  410-67-BZ,  125-68-BZ, 
644-68- BZ,  1091-67-BZ— Vol.  II,  193-68-BZ,  163-69- 
BZ,  549-69-BZ,  665-69-BZ,  26-70-BZ,  27-70-BZ,  36-70- 
BZ,  532-69-BZ,  597-69-BZ,  651-69-BZ,  652-69-A.  719- 
69-BZ,  45-70-BZ,  82-70-BZ,  90-70-BZ  and  616-65-BZ 
—Vol.  II. 


Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  April 
14,  1970,  Affecting  Calendar  Numbers — 470-43-SA,  309- 
46-SA,  724-49-SA — Vols.  I  &  II,  450-54-SM,  561-54- 
SA,  171-59-SM,  643-63-SM,  523-64-SA,  1076-67-SA, 
638-69-SA,  658-69-SA,  333-39-SM,  812-39-SM,  135-40- 
SM,  521-45-SM— Vols.  I  &  II,  119-47-SM,  296-47-SM, 
967-47-SM,  981-48-SM,  236-52-SM,  872-52-SM,  873-52- 
SM,  337-53-SM,  508-53-SM,  461-54-SM,  500-54-SM, 
784-60-SM,  177-62-SM,  483-68-SM,  508-66-SA,  41-70-A, 
109-70-A,  110-70-A,  111-70-A,  112-70-A,  113-70-A,  114- 
70-A,  269-69-A,  338-69-A,  339-69-A,  340-69-A,  341-69-A, 
342-69-A  and  40-70-A. 


Warning  Notice. 
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of  a  28  story  office  building  that  exceeds  the  permitted 
height  of  the  front  wall  and  tower  coverage  and  en¬ 
croaches  on  the  required  tower  setback  and  rear  yard  on 
the  interior  lot  portion  of  the  plot. 

PREMISES  AFFECTED — 558-562  Lexington  Avenue,  111- 
121  East  50th  Street,  northwest  corner,  Block  1305,  Lot 
13,  Borough  of  Manhattan. 

Laid  over  from  April  7,  1970  for  continued  hearing. 


193-68-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Lawrence  Kiosk, 
owner;  Railroad  Maintenance  Corporation,  lessee. 

SUBJECT— Application  March  12,  1968 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  construc¬ 
tion  .  and  maintenance  of  an  off-site  accessory  parking 
facility  for  a  commercial  establishment  without  the  re¬ 
quired  screening. 

PREMISES  AFFECTED — 423-429  Zerega  Avenue,  428- 
426  Effingham  Avenue,  northwest  corner,  Block  3512,  Lots 
58  and  95,  Borough  of  The  Bronx. 

Laid  over  from  April  14,  1970,  for  hearing  at  the  re¬ 
quest  of  the  applicant;  previously  inspected. 

39-69-BZ 

APPLICANT — Fred  W.  Raffo  for  Joseph  Darconte  and 
Richard  Hoick  d/b/a  Nelson  Terrace  Incorporated, 
owners. 

SUBJECT — Application  January  27,  1969— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-1  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  building  and  the 
extension  of  the  restaurant  and  cabaret  into  the  adjoining 
structure. 

PREMISES  AFFECTED— 23 A  Nelson  Avenue,  north¬ 
west  corner  of  Locust  Place,  Block  5143,  Lots  1  and  6 
(tentatively  combined  to  1)  Great  Kills,  Borough  of 
Richmond. 


680-69-BZ 

APPLICANT — Arthur  J.  McGee  for  Seymour  S.  Traiger 
owner. 

SUBJECT  Application  November  14,  1969 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R4  district,  the  erection 
of  a  one  story  building  for  use  as  retail  stores  with 
accessory  parking  in  the  open  area. 

PREMISES  AFFECTED — 41-07  Beach  Channel  Drive 
southwest  corner  of  Beach  41st  Street,  Block  15831,  Lots 
32,  35  and  37,  Far  Rockaway,  Borough  of  Queens. 

30-70-BZ  ~ 

APPLICANT— Lama,  Proskauer,  Prober  and  Vassalotti  for 
Theodore  Tannor,  Joseph  Rothafel  and  Nora  M.  Griffin 
owners. 

SUBJECT — Application  January  7,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  the  erection 
and  maintenance  of  an  automotive  service  station  with 
accessory  uses. 

PREMISES  AFFECTED— 3602  to  3612  Church  Avenue, 
929  to  947  Brooklyn  Avenue,  southeast  corner,  Block  4890, 
Lot  1,  Borough  of  Brooklyn. 

33-70-BZ 

APPLICANT — Roland  J.  Voisinet  for  Shell  Oil  Company, 
owner. 


SUBJECT — Application  December  23,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  11-413 
of  the  Zoning  Resolution,  to  permit  in  a  Cl -2  district, 
at  an  existing  automotive  service  station  with  accessory 
uses  previously  before  the  Board,  the  erection  of  a  one 
story  enlargement  to  the  accessory  building  for  use  as  an 
automobile  laundry. 

PREMISES  AFFECTED — 801  to  821  Soundview  Avenue, 
west  side,  35  feet  north  of  Lafayette  Avenue,  Block  3637, 
Lot  34,  Borough  of  The  Bronx. 

64-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  1850  Jerome 
Corporation,  d/b/a  Regal  Auto  Sales,  owner. 

SUBJECT — Application  January  27,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-4  district,  the  construc¬ 
tion  and  maintenance  of  an  unenclosed  automotive  sales 
establishment. 

PREMISES  AFFECTED — 1850-1860  Jerome  Avenue,  east 
side,  25.7  feet  north  of  176th  Street,  Block  2851,  Lots  2,  3, 
4,  5,  6  and  8,  Borough  of  The  Bronx. 


634-69-BZ 

APPLICANT — Lichtner  Associates  for  Roleke  and  Cer- 
voni,  Incorporated,  owner. 

SUBJECT — Application  October  23,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district  on  a  plot  with 
less  than  the  required  lot  area  and  lot  width,  the  erection 
of  a  two  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  open  space  ratio,  lot 
area  per  room  and  accessory  parking,  encroaches  on  the 
required  front  and  side  yards,  and  penetrates  sky  exposure 
plane. 

PREMISES  AFFECTED — 63-25  Queens  Midtown  Ex¬ 
pressway,  north  side,  80.44  feet  west  of  64th  Street,  Block 
2366,  Lot  48,  Maspeth,  Borough  of  Queens. 

Laid  over  from  April  7,  1970  for  continued  hearing. 

M.  MILTON  GLASS,  Chairman 


MAY  5,  1970,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  afternoon,  May  5,  1970,  at  2  o’clock  at  80  Lafayette 

Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  following 

matters : 

296-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Herman  Scheiner. 

SUBJECT  Application  May  23,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 763  8th  Avenue,  west  side,  50 
feet  south  of  West  47th  Street,  Block  1037,  Lot  34,  Bor¬ 
ough  of  Manhattan. 

298-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  .  OF  PREMISES— H.  Moskowitz  c/o  Morris 
Moskowitz. 

SUBJECT— Application  May  23,  1969— Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 153  Mercer  Street,  west  side 
150  feet  north  of  Prince  Street,  Block  513,  Lot  36,  Bor¬ 
ough  of  Manhattan. 
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299-69-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Mutual  Redevelopment  Houses, 
Incorporated,  owner. 

SUBJECT— Application  May  23,  1969— Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 323-341  Eighth  Avenue,  307-311 
West  26th  Street,  northwest  corner,  Blocks  750,  751,  752, 
Part  of  Lot  1,  Borough  of  Manhattan. 


324-69-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Marsicano  Foundation  c/o 
Philomena  Marsicano. 

SUBJECT— Application  June  5,  1969— Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 18  West  38th  Street,  south  side, 
240  feet  west  of  5th  Avenue,  Block  839,  Lot  58,  Borough 
of  Manhattan. 


340-69-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Clifford  and  Dorothy  Force. 
SUBJECT— Application  June  11,  1969— Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 8742  25th  Avenue,  west  side, 
480  feet  south  of  Benson  Avenue,  Block  6878,  Lot  73, 
Borough  of  Brooklyn. 


341-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — 64  Union  Street  Corporation. 
SUBJECT — Application  June  11,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 64-70  Union  Street,  south  side, 
100  feet  east  of  Van  Brunt  Street,  Block  341,  Lots  9,  10, 
11,  12,  Borough  of  Brooklyn. 


494-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Henry  Mendler  Majors  Build¬ 
ings. 

SUBJECT — Application  August  26,  1969 — Appeal  for  modi¬ 
fication  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 37-39  Jane  Street,  north  side, 
40  feet  west  of  8th  Avenue,  Block  626,  Lot  36,  Borough  of 
Manhattan. 


496-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Empire  Rockaway,  Incorpo¬ 
rated. 

SUBJECT — Application  August  26,  1969 — Appeal  for  modi¬ 
fication  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 1326-1336  Beach  Channel 
Drive,  southeast  corner  of  Dix  Avenue,  Block  15528,  Lot 
12,  Far  Rockaway,  Borough  of  Queens. 


497-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Loew’s  Theatre  and  Realty 
Corporation. 


SUBJECT — Application  August  26,  1969 — Appeal  for  modi¬ 
fication  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 2403-2419  Grand  Concourse, 
west  side,  282  feet  north  of  East  184th  Street,  Block  3165, 
Lot  44,  Borough  of  The  Bronx. 

515-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Joseph  F.  and  Ida  Sokol. 

SUBJECT — Application  September  3,  1969 — Appeal  for 
modification  of  Certificate  of  Occupancy  re-  sprinkler  sys¬ 
tem. 

PREMISES  AFFECTED— 30-27  Steinway  Street,  east 
side,  238.84  feet  south  of  30th  Avenue,  Block  680,  Lot  39, 
Astoria,  Borough  of  Queens. 


516-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Flushing  Plumbing  Supply 
Company  Incorporated. 

SUBJECT— Application  September  3,  1969 — Appeal  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler  sys¬ 
tem. 

PREMISES  AFFECTED — 37-19  Lawrence  Street,  east 
side,  100.05  feet  south  of  37th  Avenue,  Block  4972,  Lot  10, 
Flushing,  Borough  of  Queens. 


120-70-A 

APPLICANT — Maxfield  Blaufeux  and  Heywood  Blaufeux 
for  Progressive  Shaari  Zedek  Synagogue,  owner. 

SUBJECT — Application  February  26,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed 
school,  a  public  building,  in  a  frame  structure  and  live 
load. 

PREMISES  AFFECTED— 2021  to  2025  Avenue  I,  1024  to 
1034  East  21st  Street,  northwest  corner,  Block  7566,  Lot 
1,  Borough  of  Brooklyn. 

133-70-A 

APPLICANT — Leonard  F.  Rothkrug  for  Linco  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  March  5,  1970 — Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  occu¬ 
pancy  of  the  penthouse  floor  for  office  space. 

PREMISES  AFFECTED— 117  to  119  West  26th  Street, 
north  side,  175  feet  west  of  Avenue  of  the  Americas, 
Block  802,  Lot  29  (former  Lots  28,  29  and  30),  Borough 
of  Manhattan. 

M.  MILTON  GLASS,  Chairman 


MAY  12,  1970,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning  May  12,  1970,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

244-56-BZ 

APPLICANT — Harry  A.  Yarish  for  United  Artists  N.  Y. 
Theatres,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
request  to  waive  the  rules  of  procedure  and  extension  of 
term  of  variance  which  expired  January  21,  1968 — decision 
of  the  Borough  Superintendent ;  previously  granted  on 
condition,  under  Section  7e  of  the  Zoning  Resolution, 
permitting  in  a  retail  and  residence  use  district,  the  use  of 
the  existing  building  as  a  storage  warehouse. 
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PREMISES  AFFECTED — 113-14  Jamaica  Avenue,  south 
side,  41.32  feet  west  of  114th  Street  and  87-14  114th  Street, 
Block  9303,  Lot  6,  Jamaica,  Borough  of  Queens. 

72-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Milton  and  Lil¬ 
lian  Spinner,  Dorf  Management  Company  (owner  under 
contract). 

SUBJECT — Application  January  28,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection 
of  a  one  story  building  for  use  as  a  factory  and  ware¬ 
house. 

PREMISES  AFFECTED— 106-20  180th  Street,  177-49  to 
177-73  106th  Road,  northwest  corner,  Block  10334,  Lot  36, 
Jamaica,  Borough  of  Queens. 


87-70-BZ 

APPLICANT — Albert  Melniker  for  Plylan-Joyce  Corpora¬ 
tion,  owner. 

SUBJECT — Application  February  6,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  and  R5  dis¬ 
trict,  the  enlargement  in  lot  area  and  floor  area  of  an  auto¬ 
motive  sales  and  service  establishment  with  accessory  park¬ 
ing  and  storage  previously  before  the  Board. 

PREMISES  AFFECTED — 1855  Hylan  Boulevard,  west 
side,  182.65  feet  south  of  Naughton  Avenue,  Block  3548, 
Lot  18,  Grant  City,  Borough  of  Richmond. 

119-70-BZ 

APPLICANT — Maxfield  Blaufeux  and  Heywood  Blaufeux 
for  MAJ  Associates,  Incorporated  owner. 

SUBJECT— Application  February  26,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  R4  district,  in  an  existing  two 
story  and  cellar  multiple  dwelling,  the  conversion  of  the 
doctors  offices  in  the  cellar  to  apartments  that  creates  non 
compliance  in  floor  area  ratio,  open  space  ratio,  lot  area 
per  room  and  accessory  parking. 

PREMISES  AFFECTED— 251  to  259  Forest  Avenue,  126 
to  134  Ridgewood  Place,  northwest  corner,  Block  131,  Lot 
56,  New  Brighton,  Borough  of  Richmond. 

126-70-BZ 

APPLICANT — Lama  and  Vassalotti  for  Mobile  Oil  Corpo¬ 
ration,  owner. 

SUBJECT — Application  March  3,  1970— decision  of  the 
Borough  Superintendent,  under  Sections  73-211,  73-212 
and  11-413  of  the  Zoning  Resolution,  to  permit  in  a  C2-3 
and  R5  district,  on  a  plot  previously  before  the  Board 
occupied  as  a  gasoline  service  station  and  garage  and  re¬ 
pair  shop,  the  reconstruction  of  the  automotive  service 
station  with  accessory  uses. 

PREMISES  AFFECTED— 6413  to  6423  Fort  Hamilton 
Parkway,  951  to  971  65th  Street,  northeast  corner.  Block 
3/43,  Lot  40,  Borough  of  Brooklyn. 

148-70-BZ 

APPLICANT  Arthur  J.  McGee  for  Ciampa  Properties, 
Incorporated,  owner. 

SUBJECT— Application  March  18,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  M 1-1  and  R4  district,  the 
erection  of  a  one  story  enlargement  to  an  existing  factory 
and  warehouse  extending  into  the  residence  district. 


PREMISES  AFFECTED— 119-06  15th  Avenue,  15-11 
119th  Street,  southeast  corner,  Block  4073,  Lots  22  and  47, 
College  Point,  Borough  of  Queens. 

M.  MILTON  GLASS,  Chairman 


MAY  12,  1970,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  May  12,  1970,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  follow¬ 
ing  matters: 

356-68-SA 

APPLICANT — Norton  Door  Closer  Division,  owner — ap¬ 
pliance  for  opening  vertically  hinged  doors. 

794- 68-SM  “ 

APPLICANT  Spot-Lite  Division  Pictorial  Productions, 
Inc.,  owner — supplemental  exit  sign. 

795- 68-SM  ~ 

APPLICANT  Walter  Sign  Corporation,  owner — supple¬ 
mental  exit  sign. 

796- 68-SM  "  “ — 

APPLICANT— -Spanger  Sign  Company,  owner — supple¬ 
mental  exit  sign. 


820-68-SM 

APPLICANT  Micamatix  Corporation,  owner — wall  cov¬ 
ering  (factory  applied). 


161-69-SM 

APPLICANT— A.  Levin  for  Milford  Concrete  Products 
inc.,  owner  resin  face  applied  to  masonry  units. 


U1J- 


APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES— Anthony  Sottile  and  Patrick 
Sottile,  owners. 

SV?amCIJ"ApPJic^tion., September  3-  1969-Appeal  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system.  y 

PREMISES  AFFECTED — 1173-1181  Bergen  Street,  north 
side  110  feet  east  of  New  York  Avenue,  Block  1214,  Lot 
76,  Borough  of  Brooklyn. 


518-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner 
OWNER  OF  PREMISES — Calisto  De  Simplicus. 

SV?J,?rCTWAPPiication  September  3,  1969— Appeal  for 
Modification  if  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED — 145-44  Farmers  Boulevard 
west  side,  106.20  feet  south  of  145th  Road,  Block  13313! 
Lot  33,  Springfield  Gardens,  Borough  of  Queens. 


519-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Brodson  Realty  Corporation. 
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SUBJECT— Application  September  3,  1969— Appeal  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED— 57-01  32nd  Avenue,  northeast 
corner  of  57th  Street,  Block  1134,  Lot  56,  Woodside,  Bor¬ 
ough  of  Queens. 


569-69-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES— Far  Rockaway  Development 
Corporation. 

SUBJECT— Application  October  7,  1969— Appeal  for  Modi¬ 
fication  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 21-02  Mott  Avenue,  northeast 
corner  of  Redfern  Avenue,  Block  15537,  Lot  1,  Far  Rocka¬ 
way,  Borough  of  Queens. 

571-69-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES— Far  Rockaway  Development 
Corporation. 

SUBJECT — Application  October  7,  1969 — Appeal  for  Modi¬ 
fication  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 20-80  Mott  Avenue,  northeast 
corner  of  Redfern  Avenue,  Block  15537,  Lot  1,  Far  Rocka¬ 
way,  Borough  of  Queens. 


686-69-A 

APPLICANT — Allen  A.  Sylvane  for  Bess  Kane,  owner; 
Rubin  Engelson,  lessee. 

SUBJECT— Application  November  20,  1969— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 137  Hudson  Street,  west  side, 
28  feet  north  of  Beach  Street,  Block  214,  Lot  24,  Borough 
of  Manhattan. 

M.  MILTON  GLASS,  Chairman 


MAY  19,  1970,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning.  May  19,  1970,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

1068-64-BZ 

APPLICANT — Ruth  Peres,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
request  to  waive  the  rules  of  procedure  and  extension  of 
term  of  variance  which  expired  February  16,  1970 — de¬ 
cision  of  the  Borough  Superintendent;  previously  granted 
on  condition,  under  Section  72-21  of  the  Zoning  Resolution, 
to  permit  in  a  C2-2  district,  the  maintenance  of  an  auto¬ 
motive  sales  lot  in  conjunction  with  a  proposed  auto  rental 
establishment. 

PREMISES  AFFECTED— 202-05  Northern  Boulevard, 
northeast  corner  of  202nd  Street,  Block  6263,  Lot  29,  Bay- 
side,  Borough  of  Queens. 


454-44-BZ 

APPLICANT — Lama  and  Vassalotti  for  Mobil  Oil  Corpo¬ 
ration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
request  to  waive  the  rules  of  procedure  and  extension  of 
term  of  variance  which  expired  December  21,  1969 — de¬ 


cision  of  the  Borough  Superintendent;  previously  granted 
on  condition,  under  Section  7e  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station,  sales  office,  lubri- 
torium  and  auto  laundry. 

PREMISES  AFFECTED— 3143-3161  Atlantic  Avenue  and 
248-262  Norwood  Avenue,  northwest  corner,  Block  3960, 
Lot  58,  Borough  of  Brooklyn. 


549-69-BZ 

APPLICANT — Arthur  J.  McGee  for  9th  Street  Company, 
owner. 

SUBJECT — Application  September  23,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C6-1  and  R7-2  district,  the 
erection  of  a  28  story  multiple  dwelling  and  store  building 
that  exceeds  the  permitted  floor  area  ratio  and  lot  area 
per  room,  has  less  than  the  required  open  space  ratio  and 
accessory  parking  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 39-45  Third  Avenue,  east  side, 
from  East  9th  Street  to  East  10th  Street,  Block  465,  Lots 
1  to  8,  30,  32,  Borough  of  Manhattan. 

Laid  over  from  April  14,  1970  for  continued  hearing. 


77-70-BZ 

APPLICANT — Aaron  Halpern  for  W.  T.  Jackson  Com¬ 
pany,  owner. 

SUBJECT — Application  February  2,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  on  a  plot  with 
a  multiple  dwelling,  the  installation  of  an  outdoor  acces¬ 
sory  swimming  pool  that  encroaches  on  the  minimum  dis¬ 
tance  to  a  lot  line. 

PREMISES  AFFECTED — 1820  Everdell  Street,  northwest 
corner  of  Greenport  Road,  Block  15563,  Lot  56,  Far  Rock¬ 
away,  Borough  of  Queens. 


134-70-BZ 

APPLICANT — A.  H.  Salkowitz  and  C.  Heimberger  for 
Allied  Jamaica  Corporation,  owner;  New  York  Telephone 
Company,  lessee. 

SUBJECT — Application  March  12,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-44  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C4-2  district,  in  conjunc¬ 
tion  with  the  erection  of  a  ten  story  telephone  office  build¬ 
ing,  the  reduction  in  the  number  of  accessory  parking 
spaces. 

PREMISES  AFFECTED — 88-11  165th  Street,  southeast 
corner  of  88th  Avenue,  Block  9815,  Lot  56,  Jamaica,  Bor¬ 
ough  of  Queens. 


169-70-BZ 

APPLICANT — Lama  and  Vassalotti  for  Bonner  Realty  and 
Construction  Corporation,  owner. 

SUBJECT — Application  March  24,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-5  and  R10  district,  in 
an  existing  39  story  mixed  building,  the  conversion  of  the 
store  in  the  cellar  to  a  gymnasium  and  the  doctors’  offices 
in  the  cellar  and  the  first  floor  to  offices. 

PREMISES  AFFECTED— 1006  to  1020  First  Avenue,  403 
to  409  East  55th  Street,  northeast  corner,  400  to  408  East 
56th  Street,  Block  1367,  Lot  1,  Borough  of  Manhattan. 

177-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Edward  T.  Green, 
owner ;  Brooklyn  Union  Gas  Company,  optionee. 
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SUBJECT — Application  March  26,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-3  district,  the  conversion 
of  an  existing  one  story  and  cellar  building  from  a  store 
to  a  dwelling  that  creates  non-compliance  on  the  read  yard 
requirements. 

PREMISES  AFFECTED — 77  Prospect  Place,  north  side, 
100  feet  east  of  Sixth  Avenue,  Block  936,  Lots  37  and  12, 

Borough  of  Brooklyn. 


178-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Edward  T.  Green, 
owner;  Brooklyn  Union  Gas  Company,  optionee. 

SUBJECT — Application  March  26,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-3  district,  the  conversion 
of  an  existing  one  story  and  cellar  building  from  a  store 
to  a  dwelling  that  creates  non-compliance  on  the  read  yard 
requirements. 

PREMISES  AFFECTED — 81  Prospect  Place,  north  side, 
130  feet  east  of  Sixth  Avenue,  Block  936,  Lots  36  and  12, 
Borough  of  Brooklyn. 


179-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Edward  T.  Green, 
owner;  Brooklyn  Union  Gas  Company,  optionee. 

SUBJECT — Application  March  26,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-3  district,  the  conversion 
of  an  existing  one  story  and  cellar  building  from  a  store 
to  a  dwelling  that  creates  non-compliance  on  the  rear  yard 
requirements. 

PREMISES  AFFECTED — 85  Prospect  Place,  north  side, 
157  feet  6  inches  east  of  Sixth  Avenue,  Block  936,  Luts 
35  and  12,  Borough  of  Brooklyn. 


203-70-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  April  1,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-14  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of 
a  one  story  and  cellar  structure  for  use  as  a  telephone 
exchange  with  accessory  parking  in  the  open  area. 

PREMISES  AFFECTED — 154-18  Cross  Island  Parkway, 
southeast  corner  of  154th  Street,  Block  4723,  Lot  5, 
Whitestone,  Borough  of  Queens. 


205-70-BZ 

APPLICANT — Abram  Shlefstein  for  Hermitage  Realty 
Corporation,  owner. 

SUBJECT — Application  April  1,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection 
of  a  one  story  office  building  with  accessory  parking  in  the 
open  area. 

PREMISES  AFFECTED — 1500  Victory  Boulevard,  south¬ 
east  corner  of  Little  Clove  Road,  Block  681,  Lots  27  and 
31,  Sunnyside,  Borough  of  Richmond. 

M.  MILTON  GLASS,  Chairman 


MAY  19,  1970,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  May  19,  1970,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 


570-69- A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — David  Weiss  and  Anna  Weiss, 
owners. 

SUBJECT — Application  October  7,  1969 — Appeal  for  Modi¬ 
fication  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 550-558  East  170th  Street,  south 
side,  212  feet  east  of  3rd  Avenue,  Block  2925,  Lot  42, 
Borough  of  The  Bronx. 


572- 69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Harold  Reich  (as  trustee  of 
the  Samuel  E.  Reich  Trust). 

SUBJECT— Application  October  7,  1969— Appeal  for  Modi¬ 
fication  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 168-13  Union  Turnpike,  north¬ 
east  corner  of  168th  Street,  Block  7004,  Lot  1,  Flushing 
Heights,  Borough  of  Queens. 

573- 69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Yashica,  Incorporated. 

SUBJECT— Application  October  7,  1969— Appeal  for  Modi¬ 
fication  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 50-11  to  50-17  Queens  Boule¬ 
vard,  northwest  corner  of  51st  Street,  Block  1319,  Lot  21, 
Woodside,  Borough  of  Queens. 

574- 69-A  " 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES— Peter  Gluck. 

SUBJECT— Application  October  7,  1969— Appeal  for  Modi¬ 
fication  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 219-10  South  Conduit  Avenue, 
southwest  corner  of  221st  Street,  Block  13490,  Lot  24, 
Laurelton,  Borough  of  Queens. 


575-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Canapal  Realty  Corporation. 

SUBJECT — Application  October  7,  1969 — Appeal  for  Modi¬ 
fication  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 67-12  to  67-26  Myrtle  Avenue, 
southwest  corner  of  67th  Place,  Block  3701,  Lot  28,  Glen¬ 
dale,  Borough  of  Queens. 


123-70-A 

APPLICANT — Miracle  Adhesives  Corporation,  owner. 

SUBJECT — Application  March  2,  1970 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of  flam¬ 
mable  mixture  known  as  Ply  Gem  Wall  Panel  Adhesive  in 
1/10  gallon  fibreboard  cartridges  (containers  not  in  ac¬ 
cordance  with  Administrative  Code  requirements). 


174-70-A 

APPLICANT — Charles  M.  Shapiro  and  Sons  for  Consoli¬ 
dated  Stone  Setters,  Incorporated,  owner. 

SUBJECT — Application  March  25,  1970 — Appeal  from  a 
decision  of  the  Commissioner  of  Buildings  re-  use  of  load 
tests  instead  of  the  structural  design  computations  required 
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by  Section  3.1. 1-1.  of  Reference  Standard  RS  19-2  (Power 
Operated  Cranes  and  Derricks)  for  the  approval  of  a  power 
operated  stiff-leg  derrick. 


183-70-A 

APPLICANT — Charles  M.  Shapiro  and  Sons  for  West  47th 
Street  Construction  Corporation,  owner. 

SUBJECT — Application  March  31,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  of  Buildings  re¬ 
erection  and  operation  of  a  power  operated  stiff -leg  derrick 
that  does  not  have  a  certificate  of  approval  and  initial  cer¬ 


tificate  of  operation  from  the  Department  of  Buildings, 
Division  of  Cranes  and  Derricks,  in  accordance  with 
C26-1909.4  and  Reference  Standard  RS  19-2  (Power 
Operated  Cranes  and  Derricks)  of  the  Building  Code  of 
the  City  of  New  York. 

PREMISES  AFFECTED — 1185  Avenue  of  the  Americas, 
southwest  corner,  from  West  46th  Street  to  West  47th 
Street,  Block  999,  Lots  24,  28,  129,  29,  30,  31,  36,  39,  Bor¬ 
ough  of  Manhattan. 

M.  MILTON  GLASS,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  APRIL  14,  1970,  10  A.M. 

Present :  Chairman  Glass,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  March  24,  1970,  were 
approved  as  printed  in  the  Bulletin  of  April  2,  1970,  Vol.  55, 
No.  14. 


673-53-BZ— Vol.  II 

APPLICANT — Arthur  Levine  for  Sidney  Esikoff,  Janet 
Kruger  and  Norman  A.  Fieber,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  February  23, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7e,  7h  and  21  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district, 
for  a  term  of  twenty  years,  the  erection  and  maintenance 
of  a  gasoline  service  station,  lubritorium,  car  washing, 
motor  vehicle  repairs,  storage  and  sale  of  accessories  and 
office  and  permitting  the  erection  of  a  two  story  dwelling, 
constituting  the  erection  of  two  buildings  on  one  lot  and 
permitting  the  parking  and  storage  of  motor  vehicles  on 
unbuilt  upon  portion  of  lot. 

PREMISES  AFFECTED— 196-23  to  196-43  (196-25  offi¬ 
cial)  Hillside  Avenue  and  87-88  to  87-98  197th  Street, 
northwest  corner  and  196-38  to  196-46  (196-40  official) 
Foothill  Avenue,  Block  10509,  Lot  265,  Hollis,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant :  Arthur  Levine. 

ACTION  OF  BOARD — Application  reopened  and  term 
of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  February  23,  1955,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
April  14,  1970,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  February 
23,  1955,  as  amended  through  February  21,  1956,  only  as  to 
the  term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  February  23, 
1970,  to  permit  .  .  . ;  on  condition  that  a  copy  of  the 
original  resolution,  as  amended,  and  a  certified  copy  of 
the  drawings  as  approved  by  the  Board  shall  be  per¬ 
manently  posted  in  the  office  of  this  gasoline  service 
station ;  that  other  than  as  herein  amended  the  resolution 
above  cited  shall  be  complied  with  in  all  respects;  and 
that  a  new  Certificate  of  Occupancy  shall  be  obtained.” 
(N.  B.  2153-54) 

162-54-BZ 

APPLICANT — Arthur  Levine  for  Sidney  Esikoff,  Janet 
Kruger  and  Norman  Fieber,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  22, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7f  and  7e  of  the  Zon¬ 


ing  Resolution,  permitting  in  the  retail  use  district  portion 
of  a  plot  located  in  a  residence  and  retail  use  district,  for 
a  term  of  fifteen  years,  the  erection  and  maintenance  of  a 
gasoline  service  station,  lubritorium,  auto  wash  (non¬ 
automatic),  storage  and  sale  of  accessories  and  office,  and 
to  permit  the  parking  of  cars  awaiting  to  be  serviced. 

PREMISES  AFFECTED — 250-02  to  250-14  Hillside  Ave¬ 
nue  (250-04  official)  and  84-01  to  84-09  250th  Street, 
southeast  corner,  Block  8604,  Lot  85,  Bellerose,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Arthur  Levine. 

ACTION  OF  BOARD — Application  reopened  and  term 
of  variance  extended. 


THE  VOTE— 


Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative :  . 


5 

0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board 
on  March  22,  1955,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  April  14,  1970,  after  due  notice  by  publication  in  the 
Bulletin. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
22,  1955,  as  amended  through  February  13,  1963,  only  as 
to  the  term  of  variance,  so  that  as  amended  this  portion  of 
the  resolution  shall  read: 

“granted  for  a  term  of  ten  years  from  March  22,  1970, 
to  permit  ...  ;  on  condition  that  a  copy  of  the  original 
resolution,  as  amended,  and  a  certified  copy  of  the 
drawings  as  approved  by  the  Board  shall  be  perman¬ 
ently  posted  in  the  office  of  this  gasoline  service  station; 
that  other  than  as  herein  amended  the  resolution  above 
cited  shall  be  complied  with  in  all  respects;  and  that 
a  new  Certificate  of  Occupancy  shall  be  obtained.” 
(N.B.  136-54) 


264-63-BZ 


APPLICANT — Lichtner  Associates  for  Ed  Di  Benedetto 
owner. 

SUBJECT  Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super- 
lntendent;  previously  granted  on  condition,  under  Section 
73-63  of  the  Zoning  Resolution,  permitting  in  a  C2-2 
district,,  the  enlargement  of  an  existing  automotive  serv¬ 
ice  station  establishment  with  repairs,  car  wash  and  office. 

PREMISES  AFFECTED — 204-05  Northern  Boulevard 
northeast  corner  of  204th  Street,  Block  6268,  Lot  21  Bay- 
side,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  William  B.  Lichtner. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 


Negative:  .  (j 

Not  Voting:  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
June  18,  1963,  on  certain  conditions;  and 

Whereas,  the  resolution  was  last  amended  on  May  12, 
1964;  and 

Whereas,  the  applicant  requested  a  further  amendme  .t 
of  the  resolution. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June 
18,  1963,  as  amended  through  May  12,  1964,  by  adding 
thereto : 

“that  the  building  may  be  altered  substantially  as  shown 
on  revised  drawing  of  proposed  conditions  marked  ‘Re¬ 
ceived  March  26,  1970’,  one  sheet,  on  condition  that  the 
warning  light  signals  at  the  overhead  door  on  205th 
Street  be  maintained  in  operating  condition;  and  that 
other  than  as  herein  amended  the  resolution  above  cited 
shall  be  complied  with  in  all  respects.”  (Alt.  1529-69) 


410-67-BZ 

APPLICANT — Lama  and  Vassalotti  for  8406  18th  Avenue 
Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition,  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  an  Ml-1 
district,  the  enlargement  in  area  of  an  existing  furniture 
establishment  that  will  exceed  the  permitted  floor  area 
ratio. 

PREMISES  AFFECTED— 8402-8408  18th  Avenue,  1762- 
1782  84th  Street,  southwest  corner  and  8409-8419  New 
Utrecht  Avenue,  Block  6326,  Lot  64,  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Joseph  L.  Mendez. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  11,  1967,  on  certain  conditions;  and 

Whereas,  the  resolution  was  amended  on  February  14, 
1968;  and 

Whereas,  the  applicant  requested  a  further  amendment  of 
the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  11, 
1967,  as  amended  through  February  14,  1968,  by  adding 
thereto : 

“that  the  premises  may  be  rearranged  and  used  sub¬ 
stantially  as  shown  on  revised  drawings  of  proposed 
conditions  marked  ‘Received  March  26,  1970’,  four 
sheets,  on  condition  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (Alt.  193-69) 


125-68-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Michael  L. 
Piro,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
request  to  waive  the  rules  of  procedure,  extension  of  time 
to  complete  which  expired  July  23,  1969  and  amendment 
of  resolution — decision  of  the  Borough  Superintendent ; 
previously  granted  on  condition,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  an  R6  district,  the 
erection  of  a  one  story  enlargement  to  an  existing  funeral 
establishment. 


PREMISES  AFFECTED— 251-255  DeKalb  Avenue,  north¬ 
east  corner  of  Vanderbilt  Avenue,  Block  1915,  Lot  68 
(formerly  68,  69,  70),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Anthony  Salvati. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened,  time  to  obtain  Certificate  of  Occupancy 
extended  and  resolution  amended. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  23,  1968,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
and  an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  July  23,  1968,  by  adding  thereto: 
“that  the  premises  may  be  arranged  and  used  as  altered 
and  substantially  as  shown  on  revised  drawings  of  pro¬ 
posed  conditions  marked  ‘Received  March  24,  1970’, 
three  sheets  and  ‘Received  March  27,  1970’,  two  sheets, 
on  condition  that  a  new  Certificate  of  Occupancy  be 
obtained  within  six  months  from  the  date  of  this 
amended  resolution ;  and  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects.”  (Alt.  1609-67) 


644-68-BZ 

APPLICANT — Buckley  and  Kisseloff  for  The  Hanover 
Square  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  March  18, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  73-68  of  the  Zoning 
Resolution,  to  permit  in  a  C5-5  district,  the  erection  of  a 
twenty-one  story  office  building  that  penetrates  the  sky 
exposure  plane  and  encroaches  on  the  required  tower  set¬ 
backs. 

PREMISES  AFFECTED — 76  to  88  Water  Street,  4  to  12 
Hanover  Square,  northeast  corner  and  110-124  Pearl 
Street,  Block  31,  Lots  1,  2,  3,  6,  7,  8,  38,  39  and  40,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
March  18,  1969,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March  18, 
1969,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  March  18,  1970.”  (N.  B.  54-68) 
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1091-67-BZ — Vol.  II 

APPLICANT — Leonard  F.  Rothkrug  for  Erich  Korn, 
owner;  Fred  M.  Velepec  Company,  Incorporated,  lessee. 
SUBJECT — Application  reopened  January  20,  1970 — as  Vol¬ 
ume  II— Decision  of  the  Borough  Superintendent,  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a 
Cl-2  district,  the  change  in  occupancy  of  a  custom  dress¬ 
making  shop  to  a  tool,  die  and  small  machine  shop. 
PREMISES  AFFECTED — 71-72  70th  Street,  west  side, 
115.71  feet  north  of  Myrtle  Avenue,  Block  3685,  Lot  46, 
Glendale,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug  and  Fredric  H. 
Velepec. 

For  Opposition:  Henry  Reichere  and  Peter  Vaecils. 

For  Administration:  E.  Gross,  Dept,  of  Commerce. 
ACTION  OF  BOARD — Laid  over  to  April  29,  1970,  at 
10  A.  M.  for  the  applicant  to  submit  further  information. 
Previously  inspected.  Hearing  continued. 

193-68-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Lawrence  Kiosk, 
owner ;  Railroad  Maintenance  Corporation,  lessee. 
SUBJECT— Application  March  12,  1968— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  construc¬ 
tion  and  maintenance  of  an  off-site  accessory  parking 
facility  for  a  commercial  establishment  and  without  the 
required  surfacing. 

PREMISES  AFFECTED — 423-429  Zerega  Avenue,  428- 
436  Effingham  Avenue,  northwest  corner,  Block  3512,  Lots 
58  and  95,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  Alfred  J.  Ranieri  and  James  E.  Winston. 
ACTION  OF  BOARD — Laid  over  to  May  5,  1970,  at 
10  A.  M.  for  hearing  at  the  request  of  the  applicant ;  pre¬ 
viously  inspected. 

163-69-BZ  " 

■APPLICANT  Albert  J.  Mario  for  Morris  Dweck  and 
Renee  Dweck,  owners. 

SUBJECT— Application  April  2,  1969— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
two  story  and  terrace  enlargement  to  a  one  family  dwelling 
that  encroaches  on  the  required  front  and  side  yard. 

PREMISES  AFFECTED — 442  Quentin  Road,  southeast 
corner  of  East  4th  Street,  Block  6661,  Lot  1,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Albert  J.  Mario. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  April  29,  1970,  at 
10  A.M.,  for  decision;  applicant  to  confer  with  Department 
ot  Buildings;  previously  inspected;  hearing  closed. 

549-69-BZ  - 

APPLICANT — Arthur  J.  McGee  for  9th  Street  Company, 
owner. 

SUBJECT  Application  September  23,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C6-1  and  R7-2  district,  the 
erection  of  a  28  story  multiple  dwelling  and  store  building 
that  exceeds  the  permitted  floor  area  ratio  and  lot  area 
per  room,  has  Jess  than  the  required  open  space  ratio  and 
accessory  parking  and  penetrates  the  sky  exposure  plane. 


PREMISES  AFFECTED — 39-45  Third  Avenue,  east  side, 
from  East  9th  Street  to  East  10th  Street,  Block  465,  Lots 
1  to  8,  30,  32,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition :  David  Barkin,  Esther  T.  Rand  and  Rick 
Allman. 

For  Administration:  Mark  A.  Levine,  City  Planning 
Commission. 

ACTION  OF  BOARD — Laid  over  to  May  19,  1970,  at  10 
A.M.,_  for  continued  hearing  at  the  request  of  the  City 
Planning  Commission;  applicant  concurs. 

665-69-BZ 

APPLICANT — M.  Martin  Elkind  for  Constantine  G. 
Keffas,  owner. 

SUBJECT — Application  November  13,  1969 — decision  of 
the  Borough  Superintendent,  under  Section  73-62  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-3  district  the  erec¬ 
tion  of  a  one  _  story  enlargement  to  an  existing  building 
three  story  mixed  building  that  increases  the  degree  of 
noncompliance  in  floor  area  ratio  and  the  lot  area  require¬ 
ments. 

PREMISES  AFFECTED — 40-15  to  40-17  82nd  Street,  east 
side,  140  feet  south  of  Roosevelt  Avenue,  Block  1493, 
Lots  34  and  33,  Jackson  Heights,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  M.  M.  Elkind. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  April  29,  1970,  at 
10  A.M.,  for  continued  hearing;  applicant  to  confer  with 
Department  of  Buildings ;  previously  inspected. 


26-70-BZ 

APPLICANT — Roland  J.  Voisinet  for  Shell  Oil  Company, 
owner. 

SUBJECT — Application  December  31,  1969 — decision  of 
the  Borough  Superintendent,  under  Sections  11-411  and 
11-412  of  the  Zoning  Resolution,  to  permit  in  a  C2-4  dis¬ 
trict,  the  erection  of  a  one  story  enlargement  to  an  existing 
automotive  service  station  with  accessory  uses  previously 
before  the  Board  and  the  extension  of  the  term  of  variance. 

PREMISES  AFFECTED — 4467  to  4469  Broadway,  700  to 
706  West  192nd  Street,  southwest  corner,  Block  2180, 
Lot  513,  Borough  of  Manhattan. 

APPEARANCE— 

For  Applicant:  Roland  J.  Viosinet  and  Barnett  Ross. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  April  29,  1970,  at 
10  A.M.  for  continued  hearing;  applicant  to  submit  new 
photographs  and  drawings  as  approved  by  the  Board 
under  Calendar  Number  1327-27-BZ,  Vol.  II ;  previously 
inspected. 


27-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Annie  Futernick, 
owner. 

SUBJECT— Application  January  6,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  11-413  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  the  change  in 
occupancy  of  an  existing  one  story  building  previously 
before  the  Board  from  lumber  store,  lumber  yard  and 
storage  of  building  materials  to  a  motor  vehicle  repair 
shop,  touch-up  spraying  and  storage  and  rental  of  motor 
vehicles. 
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PREMISES  AFFECTED— 109-20  Sutphin  Boulevard,  147- 
47  Glassboro  Avenue,  northwest  corner,  Block  11949,  Lot 
324,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition :  Byron  Headley,  Daniel  Hazel,  Charles 
H.  Dickinson,  Thomasina  L.  Nugent,  Cecileous  Cole¬ 
man,  Minnie  Williams  and  Frank  Newton. 

ACTION  OF  BOARD— Laid  over  to  April  29,  1970,  at 
10  A.M.  for  decision.  Previously  inspected.  Hearing 
continued  so  that  the  Board  can  hear  from  the  applicant 
and  proposed  tenant  of  these  premises. 


36-70-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  200  West  79th  Street  Company,  owner. 
SUBJECT — Application  January  13,  1970 — decision  of  the 
Borough  Superintendent  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  C2-1  and  C2-7  district,  the  erec¬ 
tion  of  an  18  story  residential  and  store  building  that 
exceeds  the  permitted  floor  area  ratio  and  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room. 
PREMISES  AFFECTED— 380-394  Amsterdam  Avenue, 
200-20-1  West  79th  Street,  southwest  corner,  201-205  West 
78th  Street,  Block  1170,  Lots  29,  30,  32,  34,  35  and  36, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum,  Abraham  M. 
Lindenbaum,  Allac  C.  Arnold,  Sherman  Cohen,  Sam 
Lichtenstein  and  Irving  Wiltman. 

For  Opposition :  Clarence  Forrest,  S.  L.  Fein,  Harry  Geller, 
Donna  Peacock,  Richard  L.  Lemken,  William  Price, 
Victor  A.  Kovner,  Theodore  S.  Weiss,  Rev.  Gerald  T. 
Walsh,  Rabbi  Aaron  Zimmet  Baum,  Gilbert  Aviles  and 
others. 

For  Administration:  Mark  A.  Levine,  City  Planning 
Commission. 

ACTION  OF  BOARD — Laid  over  to  April  29,  1970,  at 
10  A.  M.  for  consideration  and  decision;  applicant  to  file 
additional  information;  previously  inspected;  hearing 
closed. 


532-69-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Tzivyeh  Realty 
Corporation,  owner;  Country  Club  Nursing  Home,  lessee. 
SUBJECT — Application  September  10,  1969 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R2  district,  the  erec¬ 
tion  of  a  one  story  and  basement  enlargement  to  a  pro¬ 
prietary  nursing  home. 

PREMISES  AFFECTED — 3391  Country  Club  Road,  north 
side,  836.01  feet  east  of  Reed  Place,  Block  5409,  Lot  436, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Chairman  Glass  .  1 

Negative :  Vice  Chairman  Becker,  Commissioner  kiein, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  February  17,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  March  3,  1970;  then  to  March  24. 
1970;  then  to  April  14,  1970;  and 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  3,  1969,  acting  on  Alt.  Applic.  279/1969, 
reads : 

“1.  The  proposed  extension  of  a  proprietary  nursing 
home  in  a  Rl-2  district  is  contrary  to  Sec.  22-13  of  the 
Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  findings  a,  b,  and  c  under 
Section  72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  3,  1969  acting  on  Alt.  Applic.  279/1969 
Objection  No.  1  be  and  it  hereby  is  affirmed  and  that  the 
application  be  and  it  hereby  is  denied. 

597-69-BZ 

APPLICANT — Atkin  &  Bassolino  for  Michael  Kawczak, 
owner. 

SUBJECT — Application  October  17,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-62  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  conversion  of  a 
two  family  dwelling  that  creates  a  non-compliance  in  lot 
area  per  room. 

PREMISES  AFFECTED — 2914  Middletown  Road,  south 
side,  25.22  feet  west  of  Plymouth  Avenue,  Block  5394,  Lot 
9,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Harry  Atkin. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
March  17,  1 970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  April  14,  1970;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  25,  1969,  acting  on  Alt.  Applic.  426/1969, 
reads : 

“A-2  Proposed  convversion  creates  a  new  non- 
compliance  in  required  lot  area  per  room  and  is  con¬ 
trary  to  Sec.  11-112  and  Sec.  54-31  Z.  R.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-62  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grants  a  Special 
Permit  under  Section  73- 62  of  the  Zoning  Resolution,  to 
permit  in  an  R4  district,  the  conversion  of  a  two-family 
dwelling  to  a  three-family  dwelling  that  creates  a  non-com¬ 
pliance  in  lot  area  per  room,  on  condition  that  all  work  shall 
substantially  conform  with  drawings  filed  with  this  applica¬ 
tion  and  marked  “Received,  October  17,  1969,”  one  sheet,  and 
“April  3,  1970,”  seven  sheets ;  that  all  applicable  laws,  rules 
and  regulations  shall  be  complied  with,  and  that  substantial 
construction  shall  be  completed  within  one  year  of  the  date 
of  this  resolution. 

651-69-BZ 

■APPLICANT — Leonard  F.  Rothkrug  for  Helen  Marer, 

owner. 
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SUBJECT — Application  November  5,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district  the  erection  of 
a  six  story  multiple  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  the  height  of  the  front  wall  and  lot  area 
per  room,  has  less  than  the  required  open  space  ratio  and 
accessory  parking,  and  encroaches  on  required  front  set¬ 
back. 


PREMISES  AFFECTED — 830  to  832  Magenta  Street, 
southwest  corner  of  Bronxwood  Avenue,  Block  4633,  Lot 
1,  Borough  of  The  Bronx. 


APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 


Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative ;  . 


5 

0 


THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
January  13,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  27,  1970;  then  to  February  17, 
1970;  then  to  March  10,  1970;  then  to  March  17,  1970;  then 
to  April  14,  1970;  and 

V  hereas,  the  decision  of  the  Borough  Superintendent 
dated  January  29,  1970,  acting  on  N.  B.  Applic.  83/1969’ 
reads : 

.  “AS-  Proposed  multiple  dwelling,  located  in  an  R5 
District,  exceeds  the  allowable  F.  A.  R.  and  does  not 
have  the  minimum  required  O.  S.  R.  and  is  contrary  to 
Sec.  11-111  and  Sec.  23-142  Z.  R. 

A6.  Proposed  zoning  rooms  exceed  allowable  zon¬ 
ing  rooms,  contrary  to  Sec.  11-111  and  Sec.  23-223  Z.  R. 

A 7.  Proposed  use  of  top  of  rock  level  on  lot  in¬ 
stead  of  curb  level,  as  defined  in  Sec.  4  Sub.  33  of  the 
M.  D.  L.  and  Sec.  12-10  Z.  R.,  is  contrary. 

A8.  Front  setbacks  and  heights  of  front  walls  are 
contrary  to  Sec.  11-111  and  Sec.  23-631  Z.  R. 

A9.  Proposed  70%  parking  in  an  R5  district  is 
contrary  to  Sec.  11-111  and  Sec.  25-23  Z.  R. 

.  A 10.  Balconies  as  shown  with  more  than  50%  of 
their  perimeter  enclosed  and  located  below  the  3rd 
story  level  are  not  permitted  obstructions  in  initial  set¬ 
backs  or  sky  exposure  planes,  contrary  to  Sec.  23-63 
Z.  R. 

Note:  Balconies  are  obstructions  in  open  space 
and  are  additional  floor  area,  covered  by  Obi  A-5 
above.” 


and 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
lection  72-21  of  the  Zoning  Resolution,  and  that  the  appli- 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  prac¬ 
tical  difficulty  and/or  unnecessary  hardship. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each,  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  R5  district,  the  erection  of  a  six-story  multiple 
dwelling  that  exceeds  the  permitted  floor  area  ratio,  the 
height  of  the  front  wall  and  lot  area  per  room,  has  less  than 
the  required  open  space  ratio  and  accessory  parking,  and 
encroaches  on  the  front  setback,  on  condition  that  all  work 
shall  substantially  conform  to  drawings  filed  with  this  appli- 
cation  and  marked  “Received,  November  5,  1969  ”  one 
sheet,  February  27,  1970,”  one  sheet,  and  “March  13,  1970,” 


three  sheets,  that  all  applicable  laws,  rules  and  regulations 
shall  be  complied  with,  and  that  substantial  construction 
shall  be  completed  within  one  year  from  the  date  of  this 
resolution. 

652-69-A 

APPLICANT — Leonard  F.  Rothkrug  for  Helen  Marer, 
owner. 

SUBJECT — Application  November  5,  1969 — filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  re-proposed 
seven  story  Class  A  Multiple  Dwelling  and  proposed  use  of 
top  of  rock. 

PREMISES  AFFECTED — 830  to  832  Magenta  Street, 
southwest  corner  of  Bronxwood  Avenue,  Block  4633,  Lot 
1,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  6,  1969  on  N.B.  Applic.  83-69,  reads : 

“A4 — Proposed  7  sty.  non-fireproof,  Class  A  Mul¬ 
tiple  Dwelling  is  contrary  to  Sec.  101  sub.  1  of  the  M.D. 
Law. 

A 7 — Proposed  use  of  top  of  rock  level  on  lot,  instead 
of  curb  level,  as  defined  in  Sec.  4  sub.  33  of  the  M.D. 
Law  and  Sec.  12-10  Z.R.,  is  contrary.” 

•and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  October  6,  1969,  acting  on  N.  B. 
Applic.  83-69  Objection  Nos.  A4  and  A 7  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  substantially  comply  with 
drawings  filed  with  Cal.  Num.  651-69-BZ;  on  further  con¬ 
dition  that  as  to  objection  A 7,  the  applicant  will  comply; 
and  that  in  all  other  respects  the  terms  and  conditions  of 
the  resolution  adopted  this  day  under  Cal.  Num.  651-69-BZ 
will  be  complied  with. 

719-69-BZ 

APPLICANT — La  Tourette  Heights,  Incorporated  for 
Lawrence  Cohen,  owner. 

SUBJECT — Application  December  11,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  73-14  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  installa¬ 
tion  of  a  sewage  pumping  station. 

PREMISES  AFFECTED — 20  Westport  Street,  south  side, 
2.65  feet  east  of  Barnes  Avenue,  Block  2410,  Lot  80, 
Richmond,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker  and  Lawrence  Cohen. 

For  Opposition:  None. 

For  Administration:  Mark  A.  Levine,  City  Planning 
Commission. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 
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THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
February  25,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  April  7,  1970;  then  to  April  14,  1970; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  12,  1969,  acting  on  N.  B.  Applic.  1763/1969, 
reads : 

“1.  Proposed  sewage  pumping  station  Use  Group  6 
in  a  Residence  District  is  contrary  to  22-00  and  22-21 
Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  precise  routing  and  alignment  of  the  pro¬ 
posed  Richmond  Parkway  has  not  yet  been  determined  and 
will  not  be  fixed  until  after  public  hearings  and  other  neces¬ 
sary  procedural  steps  have  been  completed ;  and 
Whereas,  in  order  to  avoid  conflict  with  either  of  the  two 
proposed  routes  of  the  Parkway  now  delineated  on  the  rele¬ 
vant  map  shown  to  the  Board,  the  applicant  has  agreed  to 
defer  any  construction  of  houses  or  other  improvements  on 
his  land  which  may  affect  or  be  affected  by  these  routes ;  and 
Whereas,  the  applicant  has  also  agreed  to  design  and 
construct  the  pumping  station  so  that  it  will  conform  to  the 
grading  and  drainage  plan  of  the  area  as  fixed  by  the  final 
mapping  of  the  Parkway;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-14  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grants  a  Special  Per¬ 
mit  under  Section  73-14  of  the  Zoning  Resolution  to  permit 
in  an  R3-2  district  the  construction  of  a  sewage  pumping 
station,  on  condition  that  the  work  substantially  conform 
to  drawings  filed  with  this  application  and  marked  “Re¬ 
ceived,  December  11,  1969,”  two  sheets,  and  “January  16, 
1970,”  three  sheets  except  that  the  entire  plot  shall  be  en¬ 
closed  by  a  chain-link  fence  6'-0"  high  with  a  gate  for  the 
passage  of  service  equipment  which  shall  be  kept  locked 
when  not  in  use,  that  screen  planting  be  placed  immediately 
behind  the  fence  in  accordance  with  Section  25-66  of  the 
Zoning  Resolution,  that  access  for  service  vehicles  be  pro¬ 
vided  by  a  paved  area  of  asphaltic  or  cement  concrete,  and 
that  complete  drawings  showing  the  development  of  the  lot 
be  submitted  to  the  Chairman  for  approval  on  behalf  of  the 
Board  before  filing  with  the  Department  of  Buildings ;  on 
further  condition  that  the  construction  of  the  facilities  be 
modified  as  required  to  conform  to  the  final  grading  and 
drainage  plan  established  by  public  authorities  in  connection 
with  the  final  plan  for  the  Richmond  Parkway;  that  the 
construction  of  houses  or  other  improvements  on  the  appli¬ 
cant’s  land  lying  within  the  areas  now  designated  as  possible 
routes  of  the  Richmond  Parkway  be  deferred  for  one  year 
from  the  date  of  this  resolution  or  until  the  final  route  of 
the  Parkway  has  been  determined,  whichever  occurs  first; 
that  all  applicable  laws,  rules  and  regulations  be  complied 
with,  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 


45-70-BZ 

APPLICANT — Frank  A.  Vaccaro  for  Boulevard  Homes, 
Incorporated,  owner. 

SUBJECT — Application  January  20,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-14  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  installa¬ 
tion  of  a  sewage  pumping  station. 

PREMISES  AFFECTED — 160  Old  Amboy  Road,  south¬ 
east  corner  of  Ridgecrest  Avenue,  Block  5237,  Lot  43, 
Eltingville,  Borough  of  Richmond. 


APPEARANCES— 

For  Applicant:  Frank  Vaccaro. 

For  Opposition:  Hugo  Vervuurt. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 


Negative:  .  0 

Absent:  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
March  17,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  April  7,  1970;  then  to  April  14,  1970; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  20,  1970,  acting  on  N.  B.  Applic.  5/1970, 
reads : 

“1.  Sewage  Pumping  Station,  Use  Group  6,  not 
permitted  in  Residence  District  R3-2  except  by  Special 
Permit  of  the  Board  as  per  Section  22-21  of  the  Zoning 
Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-14  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grants  a  Special 
Permit  under  Section  73-14  of  the  Zoning  Resolution,  to 
permit  in  an  R3-2  district,  the  installation  of  a  sewage 
pumping  station,  on  condition  that  all  work  shall  substan¬ 
tially  conform  to  drawings  filed  with  this  application  and 
marked  “Received,  January  20,  1970,”  one  sheet,  “February 
24,  1970,”  two  sheets,  and  “April  10,  1970,”  one  sheet;  that 
all  laws,  rules  and  regulations  applicable  shall  be  complied 
with,  and  that  substantial  construction  shall  be  completed 
within  one  year  from  the  date  of  this  resolution. 


82-70-BZ 

APPLICANT — John  J.  Calcagno  for  Marie  and  John 
Calcagno,  owners. 

SUBJECT — -Application  February  5,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Rl-2  district,  the  erection 
of  a  two  story,  one  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  encroaches  on  the  required  side  yard. 
PREMISES  AFFECTED — 141  Browning  Avenue,  north 
side,  160  feet  west  of  Bogert  Avenue,  Block  918,  Lot  166, 
Todt  Hill,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  John  J.  Calcagno. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  April  14,  1970,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  26,  1970,  acting  on  N.B.  Applic.  7/1970, 
reads : 
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“1.  Proposed  dwelling  exceeds  maximum  F.A.R. 
and  is  deficient  in  minimum  O.S.R.  contrary  to  Sec.  23- 
141  Z.R. 

2.  Proposed  total  width  of  side  yards  is  less  than 
20  ft.  contrary  to  Sec.  23-461  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  ap¬ 
plicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  Rl-2  district,  the  erection  of  a  two  story,  one-family 
dwelling  that  exceeds  the  permitted  floor  area  ratio,  has 
less  than  the  required  open  space  ratio  and  encroaches  on 
the  required  side  yard,  on  condition  that  all  work  shall  sub¬ 
stantially  conform  to  drawings  filed  with  this  application 
and  marked  “Received,  February  5,  1970,”  seven  sheets ; 
that  all  laws,  rules  and  regulations  applicable  shall  be 
complied  with,  and  that  substantial  construction  shall  be 
completed  within  one  year  from  the  date  of  this  resolution. 


90-70-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  45  Madison  Company,  owner. 

SUBJECT — Application  February  5,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  C5-3  district,  the  erection  of  a  42 
story  office  building  that  encroaches  on  the  required  tower 
setback  and  the  required  rear  yard  on  the  through  lot 
portion  of  the  plot. 

PREMISES  AFFECTED— 35-41  Madison  Avenue,  24-40 
East  26th  Street,  southeast  corner,  Block  855,  Lots  1,  32, 
37  and  39,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum  and  Richard  Roth, 

Sr. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  April  14,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  30,  1970,  acting  on  N.  B.  Applic.  118/1969, 
reads : 

“C-3  Proposed  tower  encroaches  on  required  set¬ 
back  contrary  to  Sect.  33-451  Z.  R. 

C-4  Provide  a  rear  yard  for  that  portion  of  the 
through  lot  which  coincides  with  a  rear  lot  line  of  an 
adjoining  zoning  lot  as  per  Section  33-303  Z.  R.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 


Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
a  C5-3  district,  the  erection  of  a  42-story  office  building  that 
encroaches  on  the  required  tower  setback  and  the  required 
rear  yard  on  the  through  lot  portion  of  the  plot,  on  condition 
that  all  work  shall  substantially  conform  to  drawings  filed 
with  ^this  application  and  marked  “Received  February  5, 
1970,  ’  ten  sheets,  that  all  applicable  laws,  rules  and  regula¬ 
tions  shall  be  complied  with,  and  that  substantial  construc¬ 
tion  shall  be  completed  within  one  year  from  the  date  of  this 
resolution. 


616-65-BZ — Vol.  II 

APPLICANT — Arthur  S.  McGee  for  Forest  Woods  Homes, 
Incorporated,  owner. 

SUBJECT— Application  reopened  March  1,  1966  as  Volume 
II — decision  of  the  Borough  Superintendent,  under  Section 
72-21  of  the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  an  R2  district,  the  erection 
of  a  one  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  open  space  ratio  and 
lot  area  and  encroaches  on  the  required  front  and  rear 
yards. 

PREMISES  _  AFFECTED — 84-17  Commonwealth  Boule¬ 
vard,  east  side,  140.06  feet  south  of  Hillside  Avenue,  Block 
8599,  Lot  134,  Bellerose,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  M.  Horowitz. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  q 

Negative:  _  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent 
dated  January  24,  1966,  acting  on  N.  B.  Applic.  126/1965’ 
reads : 

“1.  The  Floor  Area  Ratio  exceeds  the  maximum 
of  0.50  and  the  Open  Space  Ratio  is  less  than  150.0  as 
required  by  Sec.  23-141,  Amended  Zoning  Resolution, 
for  an  R-2  Zoning  District. 

2.  Lot  Area  per  Dwelling  Unit  is  less  than  3800 
sq.  ft.  as  required  by  Section  23-221,  Amended  Zoning 
Resolution,  for  an  R-2  Zoning  District. 

.  3.  Proposed  front  yard  is  less  than  15  feet  as  re¬ 
quired  by  Sec.  23-45,  Amended  Zoning  Resolution,  for 
an  R-2  Zoning  District. 

4.  Proposed  rear  yard  is  less  than  the  10  ft.  min. 
required  by  Sec.  23-52,  A.  Z.  R.,  for  an  R-2  Zoning 
District.” 

and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
November  29,  1966  after  due  notice  by  publication  in  the 
Bulletin,  laid  over  to  January  4,  1967  at  the  request  of  the 
objector,  laid  over  to  January  17,  1967  for  continued  hearing 
and  decision,  applicant  to  file  tracing  from  Registrar’s 
office  as  to  lot  size;  laid  over  to  January  24,  1967  for 
further  consideration  and  decision;  and 

Whereas,  on  January  24,  1967  the  Board  denied  the  appli¬ 
cation;  and 
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Whereas,  on  April  14,  1969  the  Court  remitted  this  appli¬ 
cation  for  further  hearing;  and 

Whereas,  on  July  1,  1969  the  case  was  restored  to  the 
docket;  and 

Whereas,  on  March  17,  1970  a  public  hearing  was  held 
on  this  application  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  April  7,  1970  at  the  request  of  an 
objector;  then  to  April  14,  1970  for  decision;  and 

Whereas,  the  premises  and  surrounding  area  were  re¬ 
inspected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  given  due  consideration  to  the 
written  statements  and  oral  testimony  in  the  record ;  and 
Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  findings  a,  b,  c  and  e  under 
Section  72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  24,  1966  acting  on  N.  B.  Applic.  126/1965 
Objection  Nos.  1,  2,  3  and  4  be  and  it  hereby  is  affirmed 
and  that  the  application  be  and  it  hereby  is  denied. 


Adjourned:  1:00  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  APRIL  14,  1970,  2  P.M. 

Present:  Chairman  Glass,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

470-43-SA 

APPLICANT — Olin  Corporation,  owner. 
APPEARANCES— 

For  Applicant:  Irving  L.  Portnoy. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommendation 
of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

^Whereas,  the  report  of  a  Committee  on  Test  reads: 
470-43-SA — Amendment  to  resolution  as  to  change  of 
owner-manufacturer. 

Olin  Corporation,  Stamford,  Connecticut,  requested  that 
the  resolution  adopted  July  25,  1944  under  Calendar  Num¬ 
ber  470-43-SA  be  reopened  and  amended  so  as  to  show 
a  change  in  owner-manufacturer. 

PROPOSED  USE:  Proportioning  feeder  for  treating 
water. 

DESCRIPTION :  There  has  been  no  change  in  the  con¬ 
struction  or  operation  of  the  feeder.  The  request  is  to  show 
a  change  of  owner-manufacturer. 

Olin  Corporation  has  submitted  an  affidavit  showing  that 
they  have  purchased  all  rights,  assets,  etc.  of  Water  Service 
Laboratories  and  the  new  owner-manufacturer  is  known 
as  and  is  operating  the  business  under  the  name  Olin  Cor¬ 
poration  Colin  Water  Service  Laboratories. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  25,  1944  under  Cal¬ 
endar  Number  470-43-SA  be  reopened  and  amended  so  as 
to  show  a  change  of  owner-manufacturer,  new  owner- 
manufacturer  being  Olin  Corporation  (Olin  Water  Service 


Laboratories,  on  condition  that  the  requirements  of  the  reso¬ 
lution  adopted  July  25,  1944  under  Calendar  Number  470- 
43-SA  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


309-46-SA 

APPLICANT — Wayne  Home  Equipment  Company,  Inc., 
owner. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
309-46-SA — Amendment  to  resolution  as  to  additional  model 
oil  burner. 

Wayne  Home  Equipment  Company,  Inc.,  Fort  Wayne, 
Indiana,  requested  that  the  resolution  adopted  July  9,  1946 
as  amended  through  April  2,  1963  under  Calendar  Number 
309-46-SA  be  reopened  and  amended  so  as  to  include  an 
additional  oil  burner. 

PROPOSED  USE:  Oil  burner. 

DESCRIPTION :  The  requested  Model  “M”  is  basically 
the  same  as  the  presently  approved  Model  “E”,  differing  only 
as  to  styling  of  the  fan  housing  and  motor. 

INSPECTION  AND  TEST :  The  Model  “M”  has  been 
approved  by  the  Underwriters’  Laboratories  under  MP  98. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  9,  1946  as  amended 
through  April  2,  1963  under  Calendar  Number  309-46-SA 
be  reopened  and  amended  so  as  to  include  Wayne  Oil  Burner 
Model  “M”,  on  condition  that  the  requirements  of  the  reso¬ 
lution  adopted  July  9,  1946  as  amended  through  April  2, 
1963  under  Calendar  Number  309-46-SA  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 
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(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 
John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


724-49-SA — Vols.  I  &  II 

APPLICANT — The  Carlin  Company,  owner. 
APPEARANCES— 

For  Applicant:  H.  B.  Hastings,  Jr. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  ...  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
724-49-SA — Vols.  I  &  II — Amendment  to  resolution  as  to 
additional  models  of  oil  burners. 

The  Carlin  Company,  Wethersfield,  Connecticut,  re¬ 
quested  that  the  resolution  adopted  December  20,  1949  as 
amended  through  February  15,  1966  under  Calendar  Num¬ 
ber  724-49-SA  be  reopened  and  amended  so  as  to  include 
additional  models  of  oil  burners. 

PROPOSED  USE:  Oil  burner. 

DESCRIPTION :  The  requested  Models  150FRD-1A, 
450FFD  and  950FFD  are  basically  the  same  as  the  presently 
approved  models,  differing  only  as  to  styling. 

INSPECTION  AND  TEST:  The  requested  models  have 
been  approved  by  Underwriters’  Laboratories  under  File 
MP1868. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  20,  1949  as 
amended  through  February  15,  1966  under  Calendar  Num¬ 
ber  724-49-SA — Vols.  I  &  II  be  reopened  and  amended  so 
as  to  include  the  additional  oil  burners  as  herein  described, 
oil  condition  that  the  requirements  of  the  resolution  adopted 
December  20,  1949; — Vols.  I  &  II  be  complied  with,  and 
further,  that  all  installations  comply  with  the  require¬ 
ments  of  Aritcles  14  and  15  Building  Code  of  the  City  of 
New  York. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner- 
ship  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 
John  A.  Darts, 

Asst.  Engr., 
George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
ereby  amend  the  above  cited  resolution  in  pccordance  with 
the  above  report. 


450-54-SM 

APPLICANT — D.  I.  Brass  Turning  Works,  Inc.,  owner. 
APPEARANCES— 

For  Applicant:  Frank  J.  Gottilly  and  Domenich  Iennaco. 
AC  1  ION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  q 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
450-54-SM — Amendment  to  resolution  as  to  additional  con¬ 
nector. 

D.  I.  Brass  Turning  Works,  Inc.,  New  York,  requested 
that  the  resolution  adopted  October  5,  1954  under  Calendar 
Number  450-54-SM  be  reopened  and  amended  so  as  to  in¬ 
clude  an  additional  connector. 

PROPOSED  USE:  Flexible  gas  connector. 

DESCRIPTION :  The  requested  connector  is  basically  the 
same  as  the  presently  approved  connector  except  that  the 
new  connector  is  known  as  a  flared  front  fitting. 

INSPECTION  AND  TEST :  The  requested  connector 
FB  21059  has  been  approved  by  the  American  Gas  Associa¬ 
tion  as  having  met  the  requirements  of  USASI  Z21.24. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  5,  1954  under 
Calendar  Number  450-54-SM  be  reopened  and  amended  so 
as  to  include  the  additional  flexible  connector  as  herein 
described,  on  condition  that  the  requirements  of  the  resolu¬ 
tion  adopted  October  5,  1954  under  Calendar  Number 
450-54-SM  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  con¬ 
trols  of.  the  product  manufactured,  shall  be  filed  annually 
with  this  Board,  certifying  that  such  materials,  processes 
and  controls  are  being  maintained  as  were  in  effect  at  the 
time  of  this  approval  or  previous  approvals  under  this 
Calendar  Number.  Failure  to  notify  the  Board  of  change 
of  ownership,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

561-54-SA 

APPLICANT — Design  and  Manufacturing  Corporation, 
owner. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative.:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  q 
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THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
561-54-SA — Amendment  to  resolution  as  to  additional  models 
of  dishwashers  and  marketing  under  additional  trade  name. 

Design  and  Manufacturing  Corporation,  Connersville, 
Indiana,  requested  that  the  resolution  adopted  November  3, 
1954  as  amended  through  October  18,  1966  under  Calendar 
Number  561-54-SA  be  reopened  and  amended  so  as  to  in¬ 
clude  additional  dishwashers  and  marketing  under  additional 
trade  names. 

PROPOSED  USE:  Dishwasher. 

DESCRIPTION :  There  has  been  no  change  in  the  basic 
construction  of  the  appliance.  The  only  change  is  in  the 
styling  and  there  has  been  no  change  in  the  water  supply 
feature  of  the  dishwasher. 

The  requested  models  are  known  as  Admiral  (DU-2482- 
2487),  Chambers  (AW-4),  Roper  (8579-900-8589-900),  Cal¬ 
oric  (2200-2210-2220),  Kelvinator  (U-974-U-950),  Magic 
Chef  (UD-140-UD-240-UD-340),  Modern  Maid  (LDW- 
250-260-270-280-290-272),  Gaffers  &  Sattler  (505-610-710). 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  3,  1954  as 
amended  through  October  18,  1966  under  Calendar  Number 
561-54-SA  be  reopened  and  amended  so  as  to  include  the 
additional  model  dishwashers  as  herein  described  and  per¬ 
mission  to  market  these  dishwashers  by  the  following  com¬ 
panies  under  their  model  designation:  Sears-Roebuck  (7120- 
7121-7122-7123-7141),  Norge  (UDJ-186Q-UDJ-122Q),  Phil- 
co  (KU14H2-KU14H6,  ICU16H2  and  KU16H6),  on  condi¬ 
tion  that  the  requirements  of  the  resolution  adopted  Novem¬ 
ber  3,  1954  as  amended  through  October  18,  1966  under 
Calendar  Number  561-54-SA  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
above  report. 


171-59-SM 

APPLICANT — KSM  Division,  Omark  Industries,  Inc., 
owner. 

APPEARANCES— 

For  Applicant:  Eugene  Z.  Fisher. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
171-59-SM — Amendment  to  resolution  as  to  the  use  of  the 
approved  shear  connectors  with  additional  steel  deck. 


KSM  Division  Omark  Industries,  Inc.,  Moorestown,  New 
Jersey,  requested  that  the  resolution  adopted  November  10, 
1959  as  amended  through  November  1,  1966  under  Calendar 
Number  171-59-SM  be  reopened  and  amended  so  as  to  in¬ 
clude  additional  steel  deck  to  be  used  with  the  approved 
shear  connectors. 

PROPOSED  USE:  Shear  connector  stud  for  composite 

section. 

DESCRIPTION :  There  has  been  no  change  in  the  stud 
nor  in  the  method  of  installation.  The  Board  has  approved 
the  use  of  these  studs  to  be  welded  through  one  thickness 
of  H.  H.  Robertson  and  Bethlehem  Steel  Corporation  decks. 
This  request  is  to  permit  the  use  of  the  stud  through  one 
thickness  of  approved  decks,  as  manufactured  by  Inland- 
Ryerson,  Rollform  and  Bowman  Building  Products. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  10,  1959  as 
amended  through  November  1,  1966  under  Calendar  Number 
171-59-SM  be  reopened  and  amended  so  as  to  permit  the 
use  of  the  approved  stud  to  be  used  with  the  additional 
approved  steel  decks ;  namely  Inland-Ryerson,  Rollform  and 
Bowman  Building  Products,  on  condition  that  the  require¬ 
ments  of  the  resolution  adopted  November  10,  1959  as 
amended  through  November  1,  1966  under  Calendar  Num¬ 
ber  171-59-SM  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


643-63-SM 

APPLICANT — R.  D.  Werner  Company,  Inc.,  owner. 
APPEARANCES— 

For  Applicant :  Stanley  Ravett. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
643-63-SM — Amendment  to  resolution  as  to  additional  trade 
name. 

R.  D.  Werner  Company,  Inc.,  requested  that  the  resolu¬ 
tion  adopted  June  30,  1964  as  amended  April  1,  1969  under 
Calendar  Number  643-63-SM  be  reopened  and  amended  so 
as  to  permit  the  approved  staging  to  be  marketed  under  an 
additional  trade  name. 

PROPOSED  USE:  Aluminum  staging. 

DESCRIPTION :  There  has  been  no  change  in  the  con¬ 
struction  of  the  staging.  The  request  is  to  permit  the  ap- 
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proved  staging  to  be  marketed  by  Waca  Scaffolding  and 
Shoring  Company  under  their  name. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  30,  1964  as  amended 
through  April  1,  1969  under  Calendar  Number  643-63-SM 
be  reopened  and  amended  so  as  to  permit  the  approved  stag¬ 
ing  to  be  marketed  by  Waco  Scaffolding  and  Shoring  Com¬ 
pany  under  the  trade  name  of  Waco  Staging,  on  condition 
that  the  requirements  of  the  resolution  adopted  June  30,  1964 
as  amended  April  1,  1969  under  Calendar  Number  643-63-SM 
be  complied  with. 

(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenariic, 
Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


523-64-SA 

APPLICANT — Speed  Queen,  A  Division  of  McGraw- 
Edison  Company,  owner. 

APPEARANCES— 

For  Applicant :  D.  Eckstein. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
523-64-SA — Amendment  to  resolution  as  to  additional 
models  of  dryers. 

Speed  Queen,  _  A  Division  of  McGraw-Edison  Company, 
Ripon,  Wisconsin,  requested  that  the  resolution  adopted 
June  21,  1966  as  amended  at  various  times  through  July  1, 
1969  under  Calendar  Number  523-64-SA  be  reopened  and 
amended  so  as  to  include  additional  models  of  clothes 
dryers. 

PROPOSED  USE:  Gas-fired  clothes  dryers. 
DESCRIPTION :  The  requested  Models,  DG3240,  DG3261 
and  DG3280,  are  basically  the  same  as  the  presently  approved 
models  differing  as  to  trim  and  control  panels. 
INSPECTION  AND  TEST :  The  three  requested  models 
have  been  approved  by  the  American  Gas  Association. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends,  that  the  resolution  adopted  June  21,  1966  as  amended 
at  various  times  through  July  1,  1969  under  Calendar  Num¬ 
ber  523-64-SA  be  reopened  and  amended  so  as  to  include 
the  additional  gas-fired  clothes  dryers,  as  herein  described, 
on  condition  that  the  requirements  of  the  resolution  adopted 
June  21.  1966  as  amended  through  July  1,  1969  under  Cal¬ 
endar  Number  523-64-SA  be  complied  with. 

(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


1076-67-SA 

APPLICANT — Westinghouse  Electric  Corporation,  Eleva¬ 
tor  Division  for  Westinghouse  Electric  Corporation, 
owner. 

APPEARANCES— 

For  Applicant:  James  T.  Rhodes. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
1076-67-SA — Westinghouse  Electric  Corporation,  Jersey 
City,  New  Jersey,  filed  for  approval  of  the  Westinghouse 
Type  EF  Interlock  under  the  provisions  of  C26-912.0  Ad¬ 
ministrative  Building  Code. 

PROPOSED  USE:  Elevator  interlock. 

DESCRIPTION :  The  Type  EF  Interlock  is  intended  for 
use  with  vertical  sliding  doors.  The  switch  assembly  is 
mounted  in  a  fixed  position  in  the  hoistway  at  each  door 
and  the  drive  block  and  latch  assembly  is  attached  to  the 
hoistway  door  so  that  the  latch  engages  the  strike  on  the 
switch  assembly  when  the  door  is  closed. 

A  vane  on  the  vertical  sliding  door  engages  the  drive 
blocks  and  latch  assembly.  When  the  car  stops  at  a  landing 
and  the  car  door  starts  to  open,  the  vane  pivots  the  drive 
block  opposite  the  latch  so  that  the  back  shoulder  of  the 
drive  block  forces  the  actuator  arm  and  latch  to  pivot.  This 
forces  the  contact  bridge  on  the  latch  away  from  the  con¬ 
tacts,  opening  the  interlock  electrical  circuit.  Further  pivot¬ 
ing  of  the  actuator  arm  and  latch  releases  the  latch  from 
locking  engagement  with  the  strike  and  permits  the  hoist¬ 
way  door  to  open  with  the  car  door. 

When  the  door  is  being  closed,  the  vane  acting  on  the 
other  drive  block  carries  the  hoistway  door  to  the  closed 
position  where  the  latch  shoe  rides  over  the  strike  and  the 
latch  engages  thus  locking  the  hoistway  door.  As  the  latch 
comes  to  rest  on  the  strike,  the  contact  bridge  closes  the 
electrical  circuit. 

The  vertical  sliding  door  maintains  the  interlock  in  the 
open  position  by  means  of  the  vane  acting  on  the  drive  block 
and  latch  assembly  which  carries  the  contact  bridges.  The 
interlock  is  maintained  in  the  closed  position  by  a  compres¬ 
sion  spring. 

The  contact  bridge  is  rigidly  attached  to  the  latch  assem¬ 
bly  so  that  the  hoistway  door  cannot  be  unlocked  without 
opening  the  interlock  electrical  circuit. 

INSPECTION  AND  TEST:  The  interlock  has  been  ap¬ 
proved  by  the  Underwriters’  Laboratories  and  New  York 
State  Board  of  Standards  and  Appeals.  The  complete  re¬ 
ports  are  on  file  with  the  record. 

RECOMMENDATION :  Although  the  applicant  filed  under 
the  provisions  of  C26-912.0  Administrative  Building  Code, 
the  Committee  on  Test  recommends  the  approval  of  the 
Westinghouse  Type  EF  Interlock  under  the  provisions  of 
C26-1801.1  (e)  of  the  Building  Code  of  the  City  of  New 
York,  on  condition  that  each  interlock  bears  a  label,  per¬ 
manently  affixed,  reading  “Approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  1076-67-SA”. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
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this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval.  Failure  to  notify  the  Board  of  change  of 
ownership,  change  of  address  or  to  submit  the  annual  affi¬ 
davit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  T est. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


638-69-SA 

APPLICANT — Ray  Burner  Sales  Division  of  Way-Wolff 
Associates,  Incorporated  for  Ray  Burner  Company,  owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
638-69-SA — Ray  Burner  Sales,  Division  of  Way  Wolff 
Associates,  Inc.,  for  Ray  Burner  Company,  San  Francisco, 
California,  filed  for  approval  of  the  Ray  Gas  Burners, 
Models  PG  and  PGP,  Sizes  1,  2,  3  and  5,  under  the  pro¬ 
visions  of  Article  14,  Building  Code  of  the  City  of  New 
York. 

PROPOSED  USE:  Conversion  type  gas  burners. 
DESCRIPTION :  The  Ray  burners  PG  and  PGP  are  in¬ 
tended  for  use  with  firebox  or  scotch  marine  type  boilers. 
They  may  be  pedestal  or  flange  mounted.  Flange  mounted 
is  indicated  by  adding  the  suffix  F  to  the  model  designation. 

All  combustion  air  is  supplied  by  fan  through  a  diffuser 
in  the  burner  tube.  Air  inlet  shutters  may  be  operated  with 
the  slow  opening  gas  valve  to  proportion  the  air  supply  to 
the  gas  supply  from  a  low  fire  start  to  maximum  capacity. 
A  safety  switch  designed  to  sense  blower  operation  is 
mounted  on  the  burner  and  will  keep  the  main  gas  valve 
closed  until  blower  operation  is  established. 

Other  controls  include  a  limit  control,  electronic  flame 
safeguard  control,  electric  pilot  valve,  electric  main  gas 
valve,  pilot  gas  pressure  regulator,  and  manual  main  and 
pilot  line  shut  off  cocks. 

Ignition  is  bv  spark  ignited  gas  pilot.  On  the  Model  PG 
burners  the  pilot  is  centrally  located  inside  the  burner  tube. 
On  the  Model  PGP  burners  the  pilot  is  mounted  externally. 

The  Model  PG  burners  are  available  in  sizes  1  and  2. 
The  Model  PGP  burners  are  available  in  sizes  1,  2,  3  and  5. 
The  nominal  firing  rates  of  the  different  sizes  are: 


Burner  Size 

BTU  Per  Hour 

No, 

Min. 

Max. 

1 

420,000 

1,000,000 

2 

1.000,000 

2,500,000 

3 

2,500,000 

4,200,000 

5 

4,200,000 

6,300,000 

The  above  ratings  are  based  on  gas  with  a  heating  value 
of  1000  Btu  per  cubic  foot. 


INSPECTION  AND  TEST:  These  burners  were  tested 
and  approved  by  Underwriters’  Laboratories,  File  MP119, 
MP585,  MP1936. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Ray  Gas  Burners,  Models  PG 
and  PGP,  Sizes  1,  2,  3  and  5,  for  use  in  New  York  City 
under  the  provisions  of  Article  14,  Building  Code  of  the 
City  of  New  York,  provided  that  each  burner  shall  bear 
a  label,  permanently  affixed,  reading  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  638-69-SA”. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


658-69-SA 

APPLICANT — Sol  Feinberg  for  National  Sonics  Corpo¬ 
ration,  owner. 

APPEARANCES— 

For  Applicant:  Sol  Feinberg. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
658-69-SA— Sol  Feinberg  for  National  Sonics  Corporation, 
Farmingdale,  N.  Y.  filed  for  approval  of  the  Sensall  Liquid 
Level  Sensing  Systems,  Series  300,  under  the  provisions  of 
Section  C19-50.10.b  Administrative  Code. 

PROPOSED  USE:  A  level  sensing  system  to  actuate 
alarms  when  a  petroleum  storage  tank  is  filled  to  95%  of 
capacity  and  again  when  the  level  reaches  98%  of  capacity. 
DESCRIPTION :  The  Sensall  System  consists  of  a  con¬ 
trol  unit  connected  by  co-axial  electric  cable  to  an  ultra¬ 
sonic  transmitter-detector  unit.  The  transmitter-detector 
unit  is  installed  on  a  stainless  steel  rod  and  is  inserted 
through  the  top  of  the  storage  tank  to  the  desired  level. 

A  120  volt,  60  cycle  current  is  supplied  to  the  control  unit 
where  it  is  stepped  down  to  12  volts  by  means  of  a  trans¬ 
former  and  then  converted  to  direct  current.  This  current 
is  connected  to  an  oscillator  circuit  containing  capacitors, 
inductances,  amplifier,  relay  and  a  disc  shaped  lead  zirconate 
crystal  encased  in  a  sealed  stainless  steel  capsule,  7/8"  diam¬ 
eter  x  15/16".  This  is  the  transmitter  part  of  the  circuit. 
The  size  and  shape  of  the  crystal  determine  the  frequency 
of  oscillation,  in  this  case  between  1,000,000  and  3,000,000 
cycles  per  second.  These  oscillations  stress  the  crystal  dimen¬ 
sionally  causing  vibrations  and  emitting  ultrasonic  sound 
waves.  The  detector  unit  spaced  from  the  transmitter  on  the 
stainless  steel  rod  by  a  inch  air  gap  is  identical  in  construc¬ 
tion  to  the  transmitter. 
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When  air  is  in  the  gap  no  action  between  transmitter  and 
detector  takes  place  but,  when  a  denser  substance  such  as 
a  liquid  fills  the  gap,  the  ultrasonic  waves  are  transmitted 
to  the  detector  crystal  and  used  to  actuate  a  relay  which 
sets  off  visual  and  audible  alarms  connected  to  the  control 
unit. 

To  detect  two  different  levels,  two  separate  transmitter- 
detector  units  may  be  used  or  two  units  carried  on  a  single 
stainless  steel  rod,  properly  spaced,  may  be  used. 

INSPECTION  AND  TEST :  All  data,  including  Bul¬ 
letin  Supplement  No.  101-H,  was  examined  by  Ass’t.  Engr. 
G.  F.  Sklenarik  and  found  satisfactory. 

This  equipment  was  approved  by  Underwriters’  Labora¬ 
tories,  File  E40697. 

The  approval  reads  in  part,  “The  controller  is  intended 
to  be  mounted  in  a  non-hazardous  area  and  actuated  by  an 
intrinsically  safe  (low  energy)  circuit  extending  into  a 
hazardous  location,  Class  I,  Groups,  A,  B,  C,  D  or  Class  II 
Groups  E,  F,  G.  The  energy  level  in  the  circuit  extending 
into  the  hazardous  location  is  sufficiently  low  as  not  to  cause 
ignition  of  the  explosive  atmospheres,  thereby  permitting 
the  actuating  means  (switch  contacts)  in  the  hazardous 
locations  to  be  of  a  general-use  type  without  the  need  of  an 
explosion-proof  or  dust-ignition-proof  enclosures”.  .  .  “The 
conductors  of  the  intrinsically  safe  circuit  should  be  sealed 
in  rigid  conduit  at  the  point  where  the  wiring  enters  the 
hazardous  area.  The  actuating  means  (switch)  should  be 
located  not  more  than  1000  ft.  from  the  controller”. 

Note:  Actuating  means  (switch  contacts)  refers  to  the 
transmitter-detector  unit. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Sensall  Liquid  Level  Sensing 
System,  Series  300,  when  installed  in  accordance  with  this 
report  and  the  provisions  of  Section  C19-50.10.b  Adminis¬ 
trative  Code,  on  condition  that  each  installation  including 
the  electrical  wiring  circuits  of  the  alarm  system  shall  be 
acceptable  to  the  Fire  Department  and  such  operating  tests 
and  periodic  retests  of  each  installation  shall  be  made  as 
that  department  may  require.  The  control  unit  in  each  in¬ 
stallation  shall  bear  a  label,  permanently  affixed,  reading 
“Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar  Number  658-69-SA”. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls 
of_  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval.  Failure  to  notify  the  Board  of  change  of 
ownership,  change  of  address  or  to  submit  the  annual  affi¬ 
davit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 

report. 


333-39-SM 

APPLICANT — United  States  Plywood  Corporation,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  July  21,  1942,  of  United  States  Plywood 
Corporation  for  Concrete  and  Cinder  Masonry  Units. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 


THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  this  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


812-39-SM 

APPLICANT — United  States  Plywood  Corporation,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  12/16/41,  of  United  States  Plywood  Cor¬ 
poration  for  Cinder  concrete  masonry  units. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative  :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  o 


THE  RESOLUTION— 

Whereas,  the  applicant  for  this  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


135-40-SM 

APPLICANT — United  States  Plywood  Corporation,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  3/4/52,  of  United  States  Plywood  Corpora¬ 
tion  for  brick  to  be  used  in  masonry  construction. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative  :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  o 


THE  RESOLUTION— 

Whereas,  the  applicant  for  this  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


521-45-SM — Vols.  I  &  II 

APPLICANT — United  States  Plywood  Corporation,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  6/24/52,  of  United  States  Plywood  Corpo¬ 
ration  for  masonry  units. 
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APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  this  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

119-47-SM 

APPLICANT — United  States  Plywood  Corporation,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  11/28/50,  of  United  States  Plywood  Corpo¬ 
ration  for  cinder  and  concrete  masonry  units. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  this  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


296-47-SM 

APPLICANT — United  States  Plywood  Corporation,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  7/22/47,  of  United  States  Plywood  Corpo¬ 
ration  for  concrete  masonry  units. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  this  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

967-47-SM 

APPLICANT — United  States  Plywood  Corporation,  owner. 


SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  12/20/49,  of  United  States  Plywood  Corpo¬ 
ration  for  Douglas  Fir  Plycord  (plywood  shearing). 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  applicant  for  this  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

981-48-SM 

APPLICANT — The  Cincrete  Corp.,  subsidiary  of  the 
United  States  Plywood  Corp.,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  6/15/49,  of  The  Cincrete  Corp.,  subsidiary 
of  the  United  States  Plywood  Corporation  for  Waylite 
Building  Block  and  Brick. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  this  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


236-52-SM 

APPLICANT — United  States  Plywood  Corporation,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  9/16/52,  of  United  States  Plywood  Corpora¬ 
tion,  for  Armoply  Chalkboard  (writing  surface  for  chalk). 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  applicant  for  this  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 
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872-52-SM 

APPLICANT — United  States  Plywood  Corporation,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  12/8/S3,  of  United  States  Plywood  Corpo¬ 
ration  for  weldwood  lumber  staved  core  flush  door  (for 
hospital  rooms). 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  this  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

873-52-SM 

APPLICANT — United  States  Plywood  Corporation,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  11/4/53,  of  United  States  Plywood  Corpo¬ 
ration  for  Kaliwood  (wall  application) . 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  this  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


337-53-SM 

APPLICANT — United  States  Plywood  Corporation,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  11/4/53,  of  United  States  Plywood  Corpo¬ 
ration,  for  Kalitex  (wall  fabric). 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  applicant  for  this  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufacturer. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 


revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

508-53-SM 

APPLICANT — United  States  Plywood  Corporation,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  3/21/61,  of  United  States  Plywood  Corpo¬ 
ration  for  weldwood  hardboard  (interior  veneers). 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  this  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

461-54-SM 

APPLICANT — United  States  Plywood  Corporation,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  5/5/64,  of  United  States  Plywood  Corpora¬ 
tion  for  Kaligrain  (wall  covering  applications). 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  this  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material  is 
no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


500-54-SM 

APPLICANT — United  States  Plywood  Corporation,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  6/25/57,  of  United  States  Plywood  Corpora¬ 
tion  for  Randomwood  (wall  covering). 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  applicant  for  this  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material  is 
no  longer  being  manufactured. 
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Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


784-60-SM 

APPLICANT — United  States  Plywood  Corporation,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  2/7/61,  of  United  States  Plywood  Corpora¬ 
tion,  for  Tapistron  (wall  surface  material). 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  this  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


177-62-SM 

APPLICANT — United  States  Plywood  Corporation,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  7/17/62,  of  United  States  Plywood  Corpora¬ 
tion  for  Weldwood  Fiberglas  Panel  (partitions). 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commisioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  this  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


483-68-SM 

APPLICANT — Kemlite  Corporation,  owner. 

SUBJECT — Application  June  19,  1968 — Kemply  (wall  and 
ceilings)  FG  6  and  FG  10;  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


508-66-SA 

APPLICANT  —  Martax  International  Corporation  for 
Zanussi  Industries,  owner,  Martax  International  Corpora¬ 
tion,  agent. 

SUBJECT — Application  May  13,  1966 — Zanussi  Double¬ 
loader  and  Tripleloader,  coin  operated  clothes  washing 
machines  Model  LBS  7  and  1 ;  approval  of. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Laid  over  without  date  for  the 
applicant  to  apply  to  the  Building  Department.  Hearing 
closed. 


41-70-A 

APPLICANT — Greyhound  Lines,  Incorporated,  owner. 
SUBJECT — Application  January  15,  1970 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Fire  Standpipe 
System. 

PREMISES  AFFECTED — 601-659  West  40th  Street,  east 
side  of  12th  Avenue,  Entire  Block,  525-531  11th  Avenue, 
12th  Avenue,  480-494,  600-660  West  41st  Street,  Block 
1088,  Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  David  E.  Schwab  II  and  Edward  D. 


McGuire. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . .  0 

Negative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 


W hereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  30,  1969  on  N.B.  Applic.  11-66,  reads: 

“Proposed  new  building  requires  a  Fire  Standpipe  Sys¬ 
tem  according  to  Sec.  C26-1381.0”. 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  given  full  consideration  to  the 
plans  and  statements  made  to  it  by  both  the  Commissioner 
of  Buildings  and  the  Fire  Commissioner;  and 

Whereas,  the  Board  finds  that  in  view  of  the  conditions 
in  this  building  it  would  be  hazardous  to  rely  exclusively  on 
a  sprinkler  system  without  the  standpipe  system. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  December  30,  1969,  acting  on  N.B.  Applic.  11-66, 
be  and  it  hereby  is  affirmed  and  that  the  appeal  be  and  it 
hereby  is  denied. 


109-70-A 

APPLICANT — Frank  A.  Vaccaro  for  Franturo  Flomes, 
Incorporated,  owner. 

SUBJECT — Application  February  24,  1970 — filed  pursuant 
to  Section  36  of  General  City  Law  re-  erection  of  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 83  Prall  Avenue,  east  side,  170 
feet  north  of  Deisius  Street,  Block  6583,  Lot  9,  Huguenot, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Mrs.  Gloria  Lauletti. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


MINUTES 


THE  VOTE— 

Affirmative  •  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  23,  1970  on  N.B.  Applic.  20-69,  reads: 

“1.  As  per  Section  36  of  the  General  City  Law,  no 
Certificate  of  Occupancy  for  the  above  residence  may 
be  issued ;  since  the  street  giving  access  is  not  included 
on  the  official  map  of  the  City  of  New  York.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  23,  1970,  acting  on  N.B.  Applic.  20-69,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle 
of  the  street  shall  be  in  accordance  with  the  standards  of 
the  Department  of  Highways ;  that  street  trees  be  planted 
in  front  of  the  premises  in  accordance  with  the  regulations 
of  the  Department  of  Parks ;  that  a  Certificate  of  Occupancy 
may  be  issued  when  the  building  is  completed  to  the  satisfac¬ 
tion  of  the  Borough  Superintendent,  substantially  in  accord¬ 
ance  with  drawings  filed  with  this  application  marked 
“February  24,  1970”,  3  sheets ;  and  on  further  condition  that 
all  laws,  rules  and  regulations  applicable  shall  be  complied 
with. 


110-70-A 

APPLICANT — Frank  A.  Vaccaro  for  Franturo  Homes, 
Incorporated,  owner. 

SUBJECT — Application  February  24,  1970 — filed  pursuant 
to  Section  36  of  General  City  Law  re-  erection  of  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 85  Prall  Avenue,  east  side,  140 
feet  north  of  Deisius  Street,  Block  6583,  Lot  8,  Huguenot, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Mrs.  Gloria  Lauletti. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  23,  1970  on  N.B.  Applic.  19-69,  reads : 

“1.  As  per  Section  36  of  the  General  City  Law,  no 
Certificate  of  Occupancy  for  the  above  residence  may  be 
issued ;  since  the  street  giving  access  is  not  included  on 
the  official  map  of  the  City  of  New  York.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  23,  1970,  acting  on  N.B.  Applic.  19-69,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle 
of  the  street  shall  be  in  accordance  with  the  standards  of  the 


Department  of  Highways ;  that  street  trees  be  planted  in 
front  of  the  premises  in  accordance  with  the  regulations  of 
the  Department  of  Parks ;  that  a  Certificate  of  Occupancy 
may  be  issued  when  the  building  is  completed  to  the  satisfac¬ 
tion  of  the  Borough  Superintendent,  substantially  in  accord¬ 
ance  with  drawings  filed  with  this  application  marked 
“February  24,  1970”,  3  sheets ;  and  on  further  condition  that 
all  laws,  rules  and  regulations  applicable  shall  be  complied 
with. 


111-70-A 

APPLICANT — Frank  A.  Vaccaro  for  Franturo  Homes, 
Incorporated,  owner. 

SUBJECT — Application  February  24,  1970 — filed  pursuant 
to  Section  36  of  the  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 89  Prall  Avenue,  east  side, 
110.00  feet  south  of  Deisius  Street,  Block  6583,  Lot  7, 
Huguenot,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Mrs.  Gloria  Lauletti. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  23,  1970  on  N.B.  Applic.  18-69,  reads: 

“1.  As  per  Section  36  of  the  General  City  Law,  no 
Certificate  of  Occupancy  for  the  above  residence  may  be 
issued ;  since  the  street  giving  access  is  not  included  on 
the  official  map  of  the  City  of  New  York.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  23,  1970,  acting  on  N.B.  Applic.  18-69,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle 
of  the  street  shall  be  in  accordance  with  the  standards  of  the 
Department  of  Highways ;  that  street  trees  be  planted  in 
front  of  the  premises  in  accordance  with  the  regulations  of 
the  Department  of  Parks ;  that  a  Certificate  of  Occupancy 
may  be  issued  when  the  building  is  completed  to  the  satisfac¬ 
tion  of  the  Borough  Superintendent,  substantially  in  accord¬ 
ance  with  drawings  filed  with  this  application  marked 
“February  24,  1970”,  3  sheets ;  and  on  further  condition  that 
all  laws,  rules  and  regulations  applicable  shall  be  complied 
with. 


112-70-A 

APPLICANT — Frank  A.  Vaccaro  for  Franturo  Homes, 
Incorporated,  owner. 

SUBJECT — Application  February  24,  1970 — filed  pursuant 
to  Section  36  of  General  City  Law  re-  erection  of  building 
not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 91  Prall  Avenue,  east  side,  80 
feet  south  of  Deisius  Street,  Block  6583,  Lot  5,  Huguenot, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Mrs.  Gloria  Lauletti. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
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MINUTES 


THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  23,  1970  on  N.B.  Applic.  17-69,  reads: 

“1.  As  per  Section  36  of  the  General  City  Law,  no 
Certificate  of  Occupancy  for  the  above  residence  may 
be  issued,  since  the  street  giving  access  is  not  included 
on  the  official  map  of  the  City  of  York.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  23,  1970,  acting  on  N.B.  Applic.  17-69,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle 
of  the  street  shall  be  in  accordance  with  the  standards  of 
the  Department  of  Highways ;  that  street  trees  be  planted  in 
front  of  the  premises  in  accordance  with  the  regulations  of 
the  Department  of  Parks ;  that  a  Certificate  of  Occupancy 
may  be  issued  when  the  building  is  completed  to  the  satisfac¬ 
tion  of  the  Borough  Superintendent,  substantially  in  accord¬ 
ance  with  drawings  filed  with  this  application  marked 
“February  24,  1970”,  3  sheets;  and  on  further  condition  that 
all  laws,  rules  and  regulations  applicable  shall  be  complied 
with. 

113-70-A 

APPLICANT — Frank  A.  Vaccaro  for  Franturo  Homes, 
Incorporated,  owner. 

SUBJECT — Application  February  24,  1970 — filed  pursuant 
to  Section  36  of  the  General  City  Law  re-  erection  of  build¬ 
ing  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 95  Prall  Avenue,  east  side,  40 
feet  north  of  Deisius  Street,  Block  6583,  Lot  3,  Huguenot, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Mrs.  Gloria  Lauletti. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  23,  1970  on  N.  B.  Applic.  16-69,  reads: 

“1.  As  per  Section  36  of  the  General  City  Law,  no 
Certificate  of  Occupancy  for  the  above  residence  may 
be  issued ;  since  the  street  giving  access  is  not  included 
on  the  official  map  of  the  City  of  New  York.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  23,  1970,  acting  on  N.  B.  Applic.  16-69,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle 
of  the  street  shall  be  in  accordance  with  the  standards  of  the 


Department  of  Highways ;  that  street  trees  be  planted  in 
front  of  the  premises  in  accordance  with  the  regulations 
of  the  Department  of  Parks ;  that  a  Certificate  of  Occupancy 
may  be  issued  when  the  building  is  completed  to  the  satis¬ 
faction  of  the  Borough  Superintendent,  substantially  in  ac¬ 
cordance  with  drawings  filed  with  this  application  marked 
“February  24,  1970”,  3  sheets;  and  on  further  condition 
that  all  laws,  rules  and  regulations  applicable  shall  be 
complied  with. 

114-70-A 

APPLICANT — Frank  A.  Vaccaro  for  Franturo  Homes, 
Incorporated,  owner. 

SUBJECT — Application  February  24,  1970 — filed  pursuant 
to  Section  36  of  the  General  City  Law  re-  erection  of 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 99  Prall  Avenue,  northeast 
corner  of  Deisius  Street,  Block  6583,  Lot  1,  Huguenot, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Mrs.  Gloria  Lauletti. 

ACTION  OF  BOARD- — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  23,  1970  on  N.  B.  Applic.  15-69,  reads: 

“1.  As  per  Section  36  of  the  General  City  Law,  no 
Certificate  of  Occupancy  for  the  above  residence  may 
be  issued;  since  the  street  giving  access  is  not  included 
on  the  official  map  of  the  City  of  New  York.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  23,  1970,  acting  on  N.  B.  Applic.  15-69,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the 
middle  of  the  street  shall  be  in  accordance  with  the  standards 
of  the  Department  of  Highways ;  that  street  trees  be  planted 
m  front  of  the  premises  in  accordance  with  the  regulations 
of  the  Department  of  Parks ;  that  a  Certificate  of  Occupancy 
may  be  issued  when  the  building  is  completed  to  the  satisfac¬ 
tion  of  the  Borough  Superintendent,  substantially  in  accord¬ 
ance  with  drawings  filed  with  this  application  marked 
“February  24,  1970”,  3  sheets;  and  on  further  condition 
that  all  laws,  rules  and  regulations  applicable  shall  be  com¬ 
plied  with. 

269-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Cliff  Bay  Corporation. 
SUBJECT— Application  May  17,  1969— Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  dry  standpipe  system. 

PREMISES  AFFECTED — 20  Cliff  Street,  northeast  corner 
of  Harbor  View  Place  North,  Block  2833,  Lot  31,  Rose- 
bank,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Sup.  Insp.  C.  Palmieri,  F.D. 

For  Opposition:  I.  E.  Minkin,  B.D.,  and  Albert  Melniker. 
ACTION  OF  BOARD — Laid  over  to  April  23,  1970,  at  2 
P.M;  for  decision;  owner  to  file  additional  information; 
hearing  previously  closed. 
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NOTICE 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  repre¬ 
sentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the  hearing 
can  be  entertained  in  view  of  this  publication  and  of  the 
posting  of  the  calendars  on  the  bulletin  board  in  the  offices 
of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will  be 
held  in  abeyance  by  reason  of  failure  of  the  appellant  or 
applicant  to  file  necessary  data,  or  by  any  other  method  of 
delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  convenience 
in  notifying  property  owners,  they  may  obtain  such  copies 
at  the  office  of  the  Board  of  Standards  and  Appeals,  80 
Lafayette  Street,  9th  floor,  Manhattan,  at  five  cents  each — 
add  postage  payment  if  the  forms  are  forwarded  by  mail. 
Purchase  payment  by  postage  stamps  NOT  ACCEPTABLE. 
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CALENDAR  NUMBER  146-69-BZ 
ORDER  AND  PETITION  SERVED 
ON  THE  BOARD  OF  STANDARDS 
AND  APPEALS. 

On  April  6,  1970,  Order  and  Petition  was  served  on  the  Board  by 
Arthur  J.  McGee,  attorney  for  petitioner,  Sunshine  Coal  and  Fuel  Oil 
Company,  Inc.,  owner,  seeking  a  review  of  the  Board’s  denial  on 
March  10,  1970  of  the  application,  based  on  a  decision  of  the  Borough 
Superintendent,  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  R3-2  district,  at  an  existing  coal  yard  previously  before 
the  Board,  the  installation  of  fuel  storage  tanks  and  the  erection  of  a 
two  story  service  and  office  building;  Calendar  Number  146-69-BZ; 
Premises  222-01  141st  Avenue,  north  side,  394.57  feet  east  of  219th 
Street,  Block  13143,  Lots  81,  85  and  100;  Springfield  Gardens,  Bor¬ 
ough  of  Queens. 


Commissioners. 
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Solomon  Sheer,  P.E.,  Directed' 

^  cn'(  C-  Qr.db^and  Petition  Served  on  The  Board  of  Standards 
and  Appeals. 

Docket. 


Ira  Kalish,  P.E.,  Deputy  Director 


James  P.  Mulroy,  Secretary 


John  B.  Cincotta,  Chief  Clerk 


Office — 80  Lafayette  Street,  9th  Floor,  Manhattan,  New 

York,  N.  Y.  10013. 

Telephone — 566-5174. 


Notice  of  Hearing  of  Calendar. 

Minutes  of  Regular  Meeting,  Thursday  Morning,  April 
23,  1970,  Affecting  Calendar  Numbers— 48-67-A,  218- 
69-A,  960-67-BZ,  129-65-BZ,  190-42-BZ— Vol.  II, 

247-69-BZ,  662-69-BZ,  705-69-BZ,  743-69-BZ,  19-70- 
BZ,  28-70-BZ,  29-70- A,  84-70-BZ,  107-70-BZ,  122-70- 
BZ,  584-69-BZ,  664-69-BZ,  701-69-BZ,  727-69-BZ,  747- 
69-BZ,  20-70-BZ. 

Minutes  of  Regular  Meeting,  Thursday  Afternoon,  April 
23,  1970,  Affecting  Calendar  Numbers— 62-70-A,  389- 
69-A,  256-69- A,  257-69-A,  258-69-A,  259-69-A,  260-69- 
A,  261-69-A,  269-69-A,  297-69-A,  325-69-A,  339-69-A, 
340-69- A,  367-69-A,  386-69-A,  387-69-A,  390-69-A,  391- 
69-A. 

Correction  Affecting  Calendar  Number — 230-68-BZ. 
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CALENDAR 


DOCKET 


MAY  19,  1970,  10  A.M. 


Nezv  Cases  Filed  Up  to  April  21,  1970 

Cal.  No.  Dept.  Premises  Affected 

224-70-A — F.D. — Packaging  of  combustible  mixture 
mixture  known  as  Git  Rot  in  metal  cans,  metal  containers 
and  plastic  containers,  containers  not  in  accordance  with 
the  Administrative  Code. 


225-70- A — F.D. — Packaging  of  combustible  mixture 
known  as  Life-Calk  in  metal  tube  and  cartridges,  not  in 
accordance  with  the  Administrative  Code. 


226-70-A — -B.B. — 1010  Flatbush  Avenue,  west  side,  38 
feet  north  of  Regent  Place,  Block  5125,  Lot  23,  Borough 
of  Brooklyn,  Alt.  1790-69  re-  live  load,  ceiling,  stairs, 
egress,  Building  Code. 


227-70-A — B.B. — 1012  Flatbush  Avenue,  west  side,  17 
feet  north  of  Regent  Place,  Block  5125,  Lot  24,  Borough 
of  Brooklyn,  Alt.  1791-69  re-  live  load,  ceiling,  stairs, 
egress,  Building  Code. 


228-70-SM — Process  Engineering,  Incorporated,  Liquid 
Oxygen,  Nitrogen  or  Argon  Storage  Tanks — Model  Nos. 
3125-2,  3125-3,  6050-2  and  7700-2,  Manufactured  by 
Process  Engineering,  Incorporated,  Material. 


229-70-A — B.M. — 622  to  626  Third  Avenue,  141  to  155 
East  40th  Street,  northwest  corner,  132  to  148  East  41st 
Street,  Block  1295,  Lots  27,  28,  29,  30,  31,  33,  34,  35,  41 
and  48,  Borough  of  Manhattan,  N.  B.  121-69  re-  ex¬ 
terior  openings  and  lot  line  walls.  Administrative  Code. 


230-70-A — F.D. — Packaging  of  flammable  mixture  known 
as  Classic  Vinyl-Fix  in  1%  ounce  plastic  containers  with 
replaceable  cap,  containers  not  in  accordance  with  the 
Administrative  Code. 


231 -70- A — B.M. — 1500  Broadway,  northeast  corner  of 
West  43rd  Street,  Block  996,  Lots  1  and  61,  Borough  of 
Manhattan,  N.  B.  103-69  re-  opening  in  wall,  Administra¬ 
tive  Code. 


232-70-A  F.D. — 143-60  243rd  Street,  southwest  corner 
of  Caney  Road,  Block  13551,  Lot  1,  Rosedale,  Borough 
of  Queens,  F.  D.  Letter  4/20/70  re-  Modification  of  Cer¬ 
tificate  of  Occupancy  re-  sprinkler  system,  Administra¬ 
tive  Code  and  New  York  City  Charter. 


233-70-A — F.D. — 2162  to  2168  Broadway,  east  side,  25  feet 
north  of  West  76th  Street,  Block  1168,  Lot  22  Borough 
of  Manhattan,  F.  D.  Letter  of  4/20/70  re-  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system,  Adminis¬ 
trative  Code  and  New  York  City  Charter. 


234-70-A — F.D. — 3431  to  3445  Baychester  Avenue  west 
side,  342  feet  south  of  Boston  Road,  Block  4887,  Lot  23 
Borough  of  The  Bronx,  F.  D.  Letter  of  4/20/70  re-  Modi¬ 
fication  of  Certificate  of  Occupancy,  re-  sprinkler  system 
Administrative  Code  and  New  York  City  Charter. 


235-70-A — F.D. — 194  Elizabeth  Street,  east  side,  139  feet 
north  of  Spring  Street,  Block  492,  Lot  3,  Borough  of 
Manhattan,  F.  D.  Letter  4/20/70  re-  Modification  of  Cer¬ 
tificate  of  Occupancy  re-  sprinkler  system,  Administra¬ 
tive  Code  and  New  York  City  Charter. 


NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  May  19,  1970,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

1068-64-BZ 

APPLICANT — Ruth  Peres,  owner, 

SUBJECT — Application  for  consideration — reopening  for 
request  to  waive  the  rules  of  procedure  and  extension  of 
term  of  variance  which  expired  February  16,  1970— de¬ 
cision  of  the  Borough  Superintendent ;  previously  granted 
on  condition,  under  Section  72-21  of  the  Zoning  Resolution, 
to  permit  in  a  C2-2  district,  the  maintenance  of  an  auto¬ 
motive  sales  lot  in  conjunction  with  a  proposed  auto  rental 
establishment. 

PREMISES  AFFECTED— 202-05  Northern  Boulevard, 
northeast  corner  of  202nd  Street,  Block  6263,  Lot  29,  Bay- 
side,  Borough  of  Queens. 


454-44-BZ 

APPLICANT — Lama  and  Vassalotti  for  Mobil  Oil  Corpo¬ 
ration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
request  to  waive  the  rules  of  procedure  and  extension  of 
term  of  variance  which  expired  December  21,  1969 — de¬ 
cision  of  the  Borough  Superintendent;  previously  granted 
on  condition,  under  Section  7e  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station,  sales  office,  lubri- 
torium  and  auto  laundry. 

PREMISES  AFFECTED — 3143-3161  Atlantic  Avenue  and 
248-262  Norwood  Avenue,  northwest  corner,  Block  3960, 
Lot  58,  Borough  of  Brooklyn. 


384-57-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Jack  Starr,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  April  27,  1970 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  mainten¬ 
ance  of  a  non-transient  parking  lot  for  the  parking  of 
pleasure-type  motor  vehicles. 

PREMISES  AFFECTED — 41  East  182nd  Street,  north¬ 
west  corner  of  Walton  Avenue,  Block  3186,  Lots  80  and 
81,  Borough  of  The  Bronx. 


704-59-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Jack  Starr,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  8,  1970 
— decision  of  the  Borough  Superintendent,  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  mainten¬ 
ance  of  a  parking  lot  for  the  parking  and  storage  of  more 
than  five  motor  vehicles  for  a  stated  term  of  ten  years. 

PREMISES  AFFECTED — 53-57  East  177th  Street,  north¬ 
east  corner  of  Walton  Avenue,  Block  2828,  Lots  1,  45  and 
46,  Borough  of  The  Bronx. 


887-54-BZ — Vol.  II 


D — Department  of  Buildings;  B.B. — Departmer 
of  Buildmgs,  Brooklyn;  B.M.— Department  of  Buildings,  Manhattan 
P —Department  of  Buildings,  Queens;  B.R.— Department  of  Builc 
lTTgs;  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  HD- 
Health  Department;  F.D. — Fire  Department. 


APPLICANT — Lama  and  Vassalotti  for  American  Oil 
Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  May  3,  1970 
and  amendment  of  resolution — decision  of  the  Borough 
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Superintendent ;  previously  granted  on  condition,  under 
Sections  7f,  7 is  7h,  7 A  of  the  Zoning  Resolution,  permit¬ 
ting  in  a  retail  and  residence  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station,  lubritorium, 
minor  auto  repairs,  car  washing,  office,  sales,  storage  and 
parking  of  motor  vehicles  with  a  ground  sign  on  the  retail 
portion  of  the  plot  and  show  windows  and  signs  within  75 
feet  of  the  residence  use  district. 

PREMISES  AFFECTED— 218-01  to  219-19  (218-15  offi¬ 
cial)  Northern  Boulevard,  north  side,  from  218th  to  219th 
Street,  43-31  to  43-39  218th  Street  and  43-32  to  43-40  219th 
Street,  Block  6321,  Lot  21  (formerly  Lots  21  and  25) 
Bayside,  Borough  of  Queens. 

549-69-BZ 

APPLICANT — Arthur  J.  McGee  for  9th  Street  Company, 
owner. 

SUBJECT — Application  September  23,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C6-1  and  R7-2  district,  the 
erection  of  a  28  story  multiple  dwelling  and  store  building 
that  exceeds  the  permitted  floor  area  ratio  and  lot  area 
per  room,  has  less  than  the  required  open  space  ratio  and 
accessory  parking  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 39-45  Third  Avenue,  east  side, 
from  East  9th  Street  to  East  10th  Street,  Block  465,  Lots 
1  to  8,  30,  32,  Borough  of  Manhattan. 

Laid  over  from  April  14,  1970  for  continued  hearing. 

77-70-BZ 

APPLICANT — Aaron  Halpern  for  W.  T.  Jackson  Com¬ 
pany,  owner. 

SUBJECT — Application  February  2,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  on  a  plot  with 
a  multiple  dwelling,  the  installation  of  an  outdoor  acces¬ 
sory  swimming  pool  that  encroaches  on  the  minimum  dis¬ 
tance  to  a  lot  line. 

PREMISES  AFFECTED — 1820  Everdell  Street,  northwest 
corner  of  Greenport  Road,  Block  15563,  Lot  56,  Far  Rock- 
away,  Borough  of  Queens. 


134-70-BZ 

APPLICANT — A.  H.  Salkowitz  and  C.  Heimberger  for 
Allied  Jamaica  Corporation,  owner;  New  York  Telephone 
Company,  lessee. 

SUBJECT — Application  March  12,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-44  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C4-2  district,  in  conjunc¬ 
tion  with  the  erection  of  a  ten  story  telephone  office  build¬ 
ing,  the  reduction  in  the  number  of  accessory  parking 
spaces. 

PREMISES  AFFECTED — 88-11  165th  Street,  southeast 
corner  of  88th  Avenue,  Block  9815,  Lot  56,  Jamaica,  Bor¬ 
ough  of  Queens. 


169-70-BZ 

APPLICANT — Lama  and  Vassalotti  for  Bonner  Realty  and 
Construction  Corporation,  owner. 

SUBJECT — Application  March  24,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-5  and  R10  district,  in 
an  existing  39  story  mixed  building,  the  conversion  of  the 
store  in  the  cellar  to  a  gymnasium  and  the  doctors’  offices 
in  the  cellar  and  the  first  floor  to  offices. 

PREMISES  AFFECTED— 1006  to  1020  First  Avenue,  403 
to  409  East  55th  Street,  northeast  corner,  400  to  408  East 
56th  Street,  Block  1367,  Lot  1,  Borough  of  Manhattan. 


177-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Edward  T.  Green, 
owner ;  Brooklyn  Union  Gas  Company,  optionee. 

SUBJECT — Application  March  26,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-3  district,  the  conversion 
of  an  existing  one  story  and  cellar  building  from  a  store 
to  a  dwelling  that  creates  non-compliance  on  the  read  yard 
requirements. 

PREMISES  AFFECTED — 77  Prospect  Place,  north  side, 
100  feet  east  of  Sixth  Avenue,  Block  936,  Lots  37  and  12, 
Borough  of  Brooklyn. 


178-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Edward  T.  Green, 
owner;  Brooklyn  Union  Gas  Company,  optionee. 

SUBJECT — Application  March  26,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-3  district,  the  conversion 
of  an  existing  one  story  and  cellar  building  from  a  store 
to  a  dwelling  that  creates  non-compliance  on  the  read  yard 
requirements. 

PREMISES  AFFECTED— 81  Prospect  Place,  north  side, 
130  feet  east  of  Sixth  Avenue,  Block  936,  Lots  36  and  12, 
Borough  of  Brooklyn. 


179-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Edward  T.  Green, 
owner;  Brooklyn  Union  Gas  Company,  optionee. 

SUBJECT — Application  March  26,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-3  district,  the  conversion 
of  an  existing  one  story  and  cellar  building  from  a  store 
to  a  dwelling  that  creates  non-compliance  on  the  rear  yard 
requirements. 

PREMISES  AFFECTED — 85  Prospect  Place,  north  side, 
157  feet  6  inches  east  of  Sixth  Avenue,  Block  936,  Luts 
35  and  12,  Borough  of  Brooklyn. 


203-70-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  April  1,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-14  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of 
a  one  story  and  cellar  structure  for  use  as  a  telephone 
exchange  with  accessory  parking  in  the  open  area. 

PREMISES  AFFECTED— 154-18  Cross  Island  Parkway, 
southeast  corner  of  154th  Street,  Block  4723,  Lot  5, 
Whitestone,  Borough  of  Queens. 


205-70-BZ 

APPLICANT — Abram  Shlefstein  for  Hermitage  Realty 
Corporation,  owner. 

SUBJECT — Application  April  1,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection 
of  a  one  story  office  building  with  accessory  parking  in  the 
open  area. 

PREMISES  AFFECTED— 1500  Victory  Boulevard,  south¬ 
east  corner  of  Little  Clove  Road,  Block  681,  Lots  27  and 
31,  Sunnyside,  Borough  of  Richmond. 


247-69-BZ 

APPLICANT — Leonard  Boxer  of  Olnick  and  Seltzer  for 
Deerealty  Corp.,  owner. 
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SUBJECT — Application  May  6,  1969 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City  Char¬ 
ter,  to  permit  in  a  Cl-9  and  R7-2  district,  the  erection  of  a 
34  story  mixed  building  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  lot  area  per  room  and 
with  commercial  occupancy  above  the  first  floor. 
PREMISES  AFFECTED — 560-576  Third  Avenue,  west 
side  from  East  37th  Street  to  East  38th  Street,  158-166 
East  38th  Street,  159-163  East  37th  Street,  Block  893,  Lot 
41,  Borough  of  Manhattan. 

Laid  over  from  April  23,  1970,  for  continued  hear¬ 
ing. 

M.  MILTON  GLASS,  Chairman 


MAY  19,  1970,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon ,  May  19,  1970,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

386-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Nanbet  Realty  Corporation. 
SUBJECT — Application  July  3,  1969 — Appeal  for  modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 497  to  511  Meserole  Street,  502 
516  Scholes  Street,  northwest  corner  of  Steward  Avenue, 
Block  2969,  Lot  18,  Borough  of  Brooklyn. 


570-69- A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES— David  Weiss  and  Anna  Weiss, 
owners. 

SUBJECT — Application  October  7,  1969 — Appeal  for  Modi¬ 
fication  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 550-558  East  170th  Street,  south 
side,  212  feet  east  of  3rd  Avenue,  Block  2925,  Lot  42, 
Borough  of  The  Bronx. 


572- 69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Harold  Reich  (as  trustee  of 
the  Samuel  E.  Reich  Trust). 

SUBJECT — Application  October  7,  1969 — Appeal  for  Modi¬ 
fication  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 168-13  Union  Turnpike,  north¬ 
east  corner  of  168th  Street,  Block  7004,  Lot  1,  Flushing 
Heights,  Borough  of  Queens. 

573- 69- A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Yashica,  Incorporated. 

SUBJECT — Application  October  7,  1969 — Appeal  for  Modi¬ 
fication  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 50-11  to  50-17  Queens  Boule¬ 
vard,  northwest  corner  of  51st  Street,  Block  1319,  Lot  21, 
Woodside,  Borough  of  Queens. 

574- 69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES— Peter  Gluck. 

SUBJECT— Application  October  7,  1969— Appeal  for  Modi¬ 
fication  of  Certificate  of  Occupancy  re-  sprinkler  system. 


PREMISES  AFFECTED — 219-10  South  Conduit  Avenue, 
southwest  corner  of  221st  Street,  Block  13490,  Lot  24, 
Laurelton,  Borough  of  Queens. 


575-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Canapal  Realty  Corporation. 

SUBJECT — Application  October  7,  1969 — Appeal  for  Modi¬ 
fication  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 67-12  to  67-26  Myrtle  Avenue, 
southwest  corner  of  67th  Place,  Block  3701,  Lot  28,  Glen¬ 
dale,  Borough  of  Queens. 


123-70-A 

APPLICANT — Miracle  Adhesives  Corporation,  owner. 

SUBJECT — Application  March  2,  1970 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of  flam¬ 
mable  mixture  known  as  Ply  Gem  Wall  Panel  Adhesive  in 
1/10  gallon  fibreboard  cartridges  (containers  not  in  ac¬ 
cordance  with  Administrative  Code  requirements). 


174-70-A 

APPLICANT — Charles  M.  Shapiro  and  Sons  for  Consoli¬ 
dated  Stone  Setters,  Incorporated,  owner. 

SUBJECT— Application  March  25,  1970— Appeal  from  a 
decision  of  the  Commissioner  of  Buildings  re-  use  of  load 
tests  instead  of  the  structural  design  computations  required 
by  Section  3. 1.1-1.  of  Reference  Standard  RS  19-2  (Power 
Operated  Cranes  and  Derricks)  for  the  approval  of  a  power 
operated  stiff-leg  derrick. 


183-70-A 

APPLICANT — Charles  M.  Shapiro  and  Sons  for  West  47th 
Street  Construction  Corporation,  owner. 

SUBJECT — Application  March  31,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  of  Buildings  re¬ 
erection  and  operation  of  a  power  operated  stiff -leg  derrick 
that  does  not  have  a  certificate  of  approval  and  initial  cer¬ 
tificate  of  operation  from  the  Department  of  Buildings, 
Division  of  Cranes  and  Derricks,  in  accordance  with 
C26-1909.4  and  Reference  Standard  RS  19-2  (Power 
Operated  Cranes  and  Derricks)  of  the  Building  Code  of 
the  City  of  New  York. 

PREMISES  AFFECTED — 1185  Avenue  of  the  Americas, 
southwest  corner,  from  West  46th  Street  to  West  47th 
Street,  Block  999,  Lots  24,  28,  129,  29,  30,  31,  36,  39,  Bor¬ 
ough  of  Manhattan. 

M.  MILTON  GLASS,  Chairman 


MAY  26,  1970,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  May  26,  1970,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

666-59-BZ 

APPLICANT — Arthur  J.  McGee  by  Joseph  P.  Morsellino 
for  Titan  Enterprises,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  15, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  mainten¬ 
ance  of  an  automobile  wrecking  yard,  salvage,  sale  of 
used  parts  and  sale  of  used  cars. 
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PREMISES  AFFECTED— 147-23  Springfield  Lane,  north¬ 
east  corner  of  149th  Avenue,  Block  13435,  Lots  16,  18,  20, 
54,  56,  58,  Springfield  Gardens,  Borough  of  Queens. 


154-50-BZ — Vol.  II 

APPLICANT — Lama  and  Vassalotti  for  Robert  Kirsch, 
president  of  Florette  Properties,  Inc.,  owner. 

SUBJECT — Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  March  16, 
1970— decision  of  the  Borough  Superintendent;  previously- 
granted  on  condition,  under  Sections  7f  and  7i  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  business  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station, 
lubritorium  auto  laundry,  motor  vehicle  repairs,  sale  of 
auto  accessories,  storage  and  office  and  parking  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED— 5213-5229  Flatlands  Avenue, 
1260-1264  East  53rd  Street,  northwest  corner  and  5212 
Avenue  J,  Block  7800,  Lot  39,  Borough  of  Brooklyn. 


839-68-BZ 

APPLICANT — Andrew  Di  Camille  for  Endy  Anderson, 
owner. 

SUBJECT — Application  November  1,  1968 — decision  of  the 
Borough  Superintendent,  under  Sections  73-44  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  C4-2  district, 
the  erection  of  a  six  story  office  and  storage  building  that 
exceeds  the  permitted  floor  area  ratio  and  provides  less 
than  the  required  accessory  parking  spaces. 

PREMISES  AFFECTED — 409-425  89th  Street,  north  side, 
53  feet  3  inches  east  of  4th  Avenue,  Block  6065,  Lots  43, 
46,  47,  49,  50,  Borough  of  Brooklyn. 


894-68-BZ— Vol.  II 

APPLICANT — Frederick  A.  Ketcher  for  Jack  Starr,  owner. 

SUBJECT — Application  reopened  January  20,  1970  as  Vol¬ 
ume  II — Decision  of  the  Borough  Superintendent,  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit,  in  an 
R6  district,  the  erection  of  a  retail  store  with  accessory 
parking _  in  the  open  area  and  with  a  curb  cut  within  50 
feet  of  intersecting  streets. 

PREMISES  AFFECTED — 2477  Crotona  Avenue,  710  East 
189th  Street,  southwest  corner,  Block  3105,  Lot  26,  Bor¬ 
ough  of  The  Bronx. 


66-70-BZ 

APPLICANT — Edwin  Storch  for  Peter  Alfano  and  Rose 
Alfano,  owners. 

SUBJECT — Application  January  26,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  R6  district,  the  erection  of  a 
one  story  building  for  use  as  a  plumbing  and  electrical 
contractors  establishment. 

PREMISES  AFFECTED— 108-55-108-57  Roosevelt  Ave¬ 
nue,  north  side,  231  feet  west  of  111th  Street,  Block  1780, 
Lot  60,  Corona,  Borough  of  Queens. 


153-70-BZ 

APPLICANT— Arthur  J.  McGee  for  Elsa  Krauss,  owner. 

SUBJECT — Application  March  24,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the 
erection  of  a  three  story,  2  family  dwelling  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room  and  penetrates  the 
sky  exposure  plane. 


PREMISES  AFFECTED— 42-29  202nd  Street,  east  side, 
240  feet  north  of  43rd  Avenue,  Block  6260,  Lot  51,  Bay- 
side,  Borough  of  Queens. 

154- 70-BZ 

APPLICANT — Arthur  J.  McGee  for  Elsa  Krauss,  owner. 

SUBJECT — Application  March  24,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the 
erection  of  a  three  story,  2  family  dwelling  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room  and  penetrates  the 
sky  exposure  plane. 

PREMISES  AFFECTED— 42-19  202nd  Street,  east  side, 
180  feet  south  of  42nd  Avenue,  Block  6260,  Lot  56,  Bay- 
side,  Borough  of  Queens. 

155- 70-BZ 

APPLICANT — Arthur  J.  McGee  for  Elsa  Krauss,  owner. 

SUBJECT — Application  March  24,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the 
erection  of  a  three  story,  2  family  dwelling  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room  and  penetrates  the 
sky  exposure  plane. 

PREMISES  AFFECTED— 42-21  202nd  Street,  east  side, 
210  feet  south  of  42nd  Avenue,  Block  6260,  Lot  55,  Bay- 
side,  Borough  of  Queens. 

156- 70-BZ 

APPLICANT — Arthur  J.  McGee  for  Elsa  Krauss,  owner. 

SUBJECT — Application  March  24,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the 
erection  of  a  three  story,  2  family  dwelling  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room  and  penetrates 
the  sky  exposure  plane. 

PREMISES  AFFECTED— 42-25  202nd  Street,  east  side, 
230  feet  south  of  42nd  Avenue,  Block  6260,  Lot  54,  Bay- 
side,  Borough  of  Queens. 


157-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Elsa  Krauss,  owner. 

SUBJECT — Application  March  24,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the 
erection  of  a  three  story,  2  family  dwelling  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room  and  penetrates 
the  sky  exposure  plane. 

PREMISES  AFFECTED— 42-27  202nd  Street,  east  side, 
250  feet  south  of  42nd  Avenue,  Block  6260,  Lot  52,  Bay- 
side,  Borough  of  Queens. 


168-70-BZ 

APPLICANT — Lama  &  Vassalotti  for  Mark  Cassuto, 
owner. 

SUBJECT — Application  March  24,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the 
erection  of  a  two  story  and  cellar  enlargement  to  a  one 
family  dwelling  that  increases  the  degree  of  non-com¬ 
pliance  in  floor  area  ratio  and  open  space  ratio,  and  en¬ 
croaches  on  the  required  rear  yard. 

PREMISES  AFFECTED — 1744  East  27th  Street,  west 
side,  350  feet  south  of  Quentin  Road,  Block  6809,  Lot  29, 
Borough  of  Brooklyn. 
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705-69-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Aetna  Insurance  Company,  owner. 

SUBJECT — Application  December  8,  1969 — decision *of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-68 
of  the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  C5-5  district,  the 
erection  of  a  21  story  office  building  that  exceeds  the 
height  of  the  front  wall  and  the  tower  coverage,  en¬ 
croaches  on  the  required  tower  setback  and  exceeds  the 
permitted  floor  area  ratio. 

PREMISES  AFFECTED — 98  to  106  William  Street, 
southeast  corner  of  John  Street,  Block  68,  Lot  36,  Bor¬ 
ough  of  Manhattan. 

Laid  over  from  April  23,  1970,  for  continued  hearing. 

M.  MILTON  GLASS,  Chairman 


MAY  26,  1970,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon ,  May  26,  1970,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

367-69-A 

APPLICANT — Argolene  Oil  Company  Incorporated  for 
Southwest  Grease  and  Oil  Company,  Incorporated,  owner. 
SUBJECT — Application  June  19,  1969 - appeal  from  a  de¬ 

cision  of  the  Fire  Commissioner  re-  packaging  of  combus¬ 
tible  mixture  known  as  Argo-Kote  in  16  Gallon  Fiber  Keg 
with  replaceable  cover  containers  not  in  compliance  with 
required  regulations  of  NYC  Administrative  Code. 


297-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Sutton  Associates  Incorpo¬ 
rated  c/o  Sol  Goldman. 


SLTBJECT — Application  May  23,  1969 — appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 10  Fort  Washington  Avenue, 
southeast  corner  of  West  160th  Street,  Block  2137,  Lot  70, 
Borough  of  Manhattan. 


387-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — 60-19  Roosevelt  Avenue  Cor¬ 
poration. 

SUBJECT — Application  July  3,  1969 — appeal  for  modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 60-01  to  60-29  Roosevelt 
Avenue,  northeast  corner  of  60th  Street,  Block  1229,  Lot 
122,  Woodside,  Borough  of  Queens. 


390-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Snyder  Realty  Corporation. 
SUBJEjCT — Application  July  3,  1969 — appeal  for  modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED - 3809  to  3815  13th  Avenue,  east 

side,  56  feet  north  of  39th  Street,  1311  39th  Street,  Block 
5299,  Lots  4,  5,  6  and  69,  Borough  of  Brooklyn. 


391-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Mansion  Realty  Corporation. 
SUBJECT — Application  July  3,  1969 — appeal  for  modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 1114  Manhattan  Avenue,  south¬ 
east  corner  of  Clay  Street,  Block  2488,  Lot  6,  Borough  of 
Brooklyn. 

M.  MILTON  GLASS,  Chairman 
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REGULAR  MEETING 

THURSDAY  MORNING,  APRIL  23,  1970,  10  A.  M. 

Present :  Chairman  Glass,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  afternoon  April  7,  1970,  were  approved 
as  printed  in  the  Bulletin  of  April  16,  1970,  Vol.  55,  Nos. 
15  and  16. 


48-67-A 

APPLICANT — Harry  Halbreich  for  Sterling  Tennis  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  May  1,  1970 
— review  of  a  decision  of  the  Borough  Superintendent  re¬ 
premises  within  lines  of  a  park,  and  appeal  from  a  decision 
of  the  Borough  Superintendent  re-  air  sports  structure 
of  nylon  fabric  supported  by  means  of  air  pressure,  etc., 
previously  granted  on  condition. 

PREMISES  AFFECTED— 40-15  126th  Street,  east  side, 
100  feet  south  of  Roosevelt  Avenue,  Block  2018,  Lot  75, 
Corona,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Harry  Halbreich. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
April  18,  1967,  on  certain  conditions ;  and 

Whereas,  the  resolution  was  amended  on  July  18,  1967 ; 
and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April  18, 
1967,  as  amended  through  July  18,  1967,  only  as  to  the  term 
of  the  variance,  so  that  as  amended  this  portion  of  the  resolu¬ 
tion  shall  read: 

“granted  for  a  term  of  four  years  from  May  1,  1970,  to 
permit  .  .  .  ;  that  other  than  as  herein  amended  the  reso¬ 
lution  above  cited  shall  be  complied  with  in  all  respects ; 
and  that  a  new  Certificate  of  Occupancy  shall  be  ob¬ 
tained.”  (Alt.  1839-66) 


218-69-A 

APPLICANT — Atkin  and  Bassolino  for  Rabbi  Avram  J. 
Twer  sky,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — Appeal  from  a  decision  of  the 
Borough  Superintendent  re-  Class  3  building,  extension  of 
Synagogue,  frame  building,  previously  granted  on  condi¬ 
tion. 

PREMISES  AFFECTED — 2256  Bronx  Park  East,  south¬ 
east  corner  of  Thwaites  Place,  Block  4337,  Lot  24 
(formerly  Lots  24,  25,  26),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Harry  Atkin. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 


THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
June  24,  1969,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  24, 
1969,  by  adding  thereto: 

“that  in  lieu  of  the  arrangement  heretofore  permitted, 
the  premises  shall  substantially  comply  with  drawings 
marked  ‘Received  April  3,  1970’,  ten  sheets,  and  ‘Re¬ 
ceived  April  14,  1970 ’,  two  sheets,  on  condition  that 
other  than  as  herein  amended  the  resolution  above  cited 
shall  be  complied  with  in  all  respects.”  (Alt.  76-67) 


960-67-BZ 

APPLICANT — Buckley  and  Kisseloff  for  36  Central  Park 
South  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition,  under  Section 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  C5-3  and  R10 
district,  the  erection  of  an  apartment  hotel  and  a  transient 
hotel  on  the  same  zoning  lot,  that  encroaches  on  the  required 
distance  between  buildings,  encroaches  on  the  required 
rear  yard  equivalent,  encroaches  on  the  required  rear  yard 
above  125  feet  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 36-38  Central  Park  South, 
south  side,  245  feet  east  of  Avenue  of  the  Americas,  29-37 
West  58th  Street,  Block  1274,  Lot  11,  (formerly  Lots  11, 
12,  14,  15,  62,  64),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff  and  Julian  Roth. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
November  13,  1968,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  13,  1968,  by  adding  thereto: 

“that  the  building  may  be  redesigned,  rearranged  and 
constructed  substantially  as  shown  on  revised  drawings 
of  proposed  conditions  marked  ‘Received  April  10,  1970’, 
six  sheets,  and  ‘Received  April  16,  1970’,  one  sheet,  on 
condition  that  other  than  as  herein  amended  the  resolu¬ 
tion  above  cited  shall  be  complied  with  in  all  respects.” 
(N.  B.  42-67) 


129-65-BZ 

APPLICANT — Judson  E.  Schnall  and  Robert  C.  Schnall 
for  John  Ruiz,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition,  under  Section 
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72-21  of  the  Zoning  Resolution,  to  permit  in  a  Cl-3  dis¬ 
trict,  the  enlargement  in  area  of  an  existing  cabaret  use 
to  include  the  restaurant  in  the  adjoining  buildings. 
PREMISES  AFFECTED— 5418-5422  8th  Avenue,  west 
side,  20  feet  2  inches  north  of  55th  Street,  Block  826,  Lots 
45  and  46,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Robert  C.  Schnall. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
May  25,  1965,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  May  25, 
1965,  by  adding  thereto: 

“that  the  building  may  be  altered  and  rearranged  sub¬ 
stantially  as  shown  on  revised  drawing  of  proposed 
conditions  marked  ‘Received  April  9,  1970’,  one  sheet, 
on  condition  that  other  than  as  herein  amended  the  res¬ 
olution  above  cited  shall  be  complied  with  in  all  re¬ 
spects.”  (Alt.  2369-69  and  2370-69) 


190-42-BZ — Vol.  II 

APPLICANT — Charles  M.  Spindler  for  New  Utrecht 
Parking,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition,  under  Section 
7f  of  the  Zoning  Resolution,  permitting  in  a  business  and 
residence  use  district,  the  erection  and  maintenance  of  a 
gasoline  service  station,  car  wash,  lubritorium,  minor  re¬ 
pairs  with  hand  tools  only,  office,  sales  and  storage  of 
accessories,  parking  and  storage  of  more  than  five  cars 
waiting  to  be  serviced. 

PREMISES  AFFECTED— 7602-7622  New  Utrecht  Ave¬ 
nue  and  1638-1644  76th  Street,  southwest  corner,  Block 
6236,  Lot  23,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  November  27,  1956,  on  certain  conditions ;  and 

Whereas,  the  resolution  was  amended  on  April  13,  1966; 
and 

Whereas,  the  applicant  requested  a  further  amendment  of 
the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  27,  1956,  as  amended  through  April  13,  1966,  by  adding 
thereto : 

“that  an  additional  pump  island  with  two  approved 
pumps  may  be  installed  substantially  as  shown  on  revised 


drawing  of  proposed  conditions  marked  ‘Received  April 
16,  1970’,  one  sheet,  on  condition  that  a  copy  of  the 
original  resolution,  as  amended,  and  a  certified  copy  of 
the  drawings  as  approved  by  the  Board  shall  be  perman¬ 
ently  posted  in  the  office  of  this  gasoline  service  station ; 
and  that  other  than  as  herein  amended  the  resolution 
above  cited  shall  be  complied  with  in  all  respects.”  (Misc. 
Applic.  157-70) 


247-69-BZ 

APPLICANT — Leonard  Boxer  of  Olnick  and  Seltzer  for 
Deerealty  Corp.,  owner. 

SUBJECT — Application  May  6,  1969 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City  Char¬ 
ter  to  permit  in  a  Cl-9  and  R7-2  district,  the  erection  of  a 
34  story  mixed  building  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  lot  area  per  room  and 
with  commercial  occupancy  above  the  first  floor. 
PREMISES  AFFECTED — 560-576  Third  Avenue,  west 
side  from  East  37th  Street  to  East  38th  Street,  158-166 
East  38th  Street,  159-163  East  37th  Street,  Block  893,  Lot 
41,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Leonard  Boxer,  Robert  Olnick,  William 
E.  November  and  Arthur  Collins. 

For  Opposition:  Richard  Lang,  Eleanor  Clark  French, 
Laura  Gratweik  and  John  M.  Brew. 

For  Administration:  Peter  Detmold,  Comm.  Bd.  #6. 
ACTION  OF  BOARD — Laid  over  to  May  19,  1970,  at 
10  A.M.,  for  continued  hearing ;  previously  inspected. 


662-69-BZ 

APPLICANT — Guerino  Salerni  for  3-55  11th  Street  Realty 
Corporation,  owner. 

SUBJECT — Application  November  10,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a  one  story  building  for  use  as  a  warehouse  and  factory. 
PREMISES  AFFECTED— 33-41  to  33-57  (33-55  11th 
Street,  official)  11  Street,  east  side,  140.15  feet  south  of 
33rd  Road,  (33-42  to  33-54  12th  Street),  Block  318,  Lot 
15,  Long  Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Guerino  Salerni,  Stuart  Welsh,  Arthur 
Bordeman  and  Kenneth  Bordeman. 

For  Opposition:  Senator  Nicholas  Ferrard,  Philip  Cerv- 
one,  Jr.,  Assemblyman  Joseph  S.  Calabreeta,  Council¬ 
man  Thomas  Mantox,  Rose  Pernelli,  Irma  Esposito 
and  Benedetto  Sasarego  and  others. 

ACTION  OF  BOARD — Laid  over  to  May  5,  1970,  at  10 
A.  M.,  for  decision;  previously  inspected;  hearing  closed. 


705-69-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Aetna  Insurance  Company,  owner. 

SUBJECT — Application  December  8,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-68 
of  the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  C5-5  district,  the 
erection  of  a  21  story  office  building  that  exceeds  the 
height  of  the  front  wall  and  the  tower  coverage,  en¬ 
croaches  on  the  required  tower  setback  and  exceeds  the 
permitted  floor  area  ratio. 

PREMISES  AFFECTED — 98  to  106  William  Street,  south¬ 
east  corner  of  John  Street,  Block  68,  Lot  36,  Borough  of 
Manhattan. 
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APPEARANCES— 

For  Applicant:  K.  Singer. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  May  26,  1970,  at  10 
A.  M.  at  the  request  of  the  applicant.  Hearing  continued. 
Previously  inspected. 


743-69-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Jack  Gottesman 
and  Irwin  Emerman,  owners ;  Le  Bonne  Viet  Adult  Home, 
lessee. 

SUBJECT — Application  December  23,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  R8  district,  the  erection  of  a 
13  story  senior  citizens  residence  that  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED — 154  Haven  Avenue,  west  side, 
272  feet  north  of  West  172nd  Street,  Block  2139,  Lot  275, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff,  Irwin  Emerman  and 
Edwin  Korten. 

For  Opposition :  Philie  C.  Ehlinger  and  William  Reich. 
ACTION  OF  BOARD — Laid  over  to  May  5,  1970,  at  10 
A.  M.  Applicant  to  submit  updated  material.  Hearing 
closed.  Previously  inspected. 


19-70-BZ 

APPLICANT — F.  Hale  Atkinson  for  Park  Riding  Incor¬ 
porated,  owner. 

SUBJECT — Application  January  5,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R7-1  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  riding  academy 
and  stable. 

PREMISES  AFFECTED — 49  Caton  Place,  26  East  8th 
Street,  northwest  corner,  Block  5320,  Lot  23,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition:  Michael  Diamond. 

ACTION  OF  BOARD — Laid  over  without  date,  at  10  A.M. 
Applicant  to  send  out  new  notices  to  adjoining  property 
owners.  Hearing  continued.  Previously  inspected. 


28-70-BZ 

APPLICANT — Edwin  Storch  for  Clifford  Collins,  owner. 
SUBJECT — Application  January  6,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  R3-2  district,  the  maintenance  of 
five  accessory  enclosed  parking  spaces  for  a  two  family 
dwelling  that  encroaches  on  the  required  front  and  side 
yard. 

PREMISES  AFFECTED — 128-30  140th  Street,  northwest 
corner  of  130th  Avenue,  Block  12055,  Lot  55,  South 
Ozone  Park,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Edward  Storch  and  Clifford  Collins. 

For  Opposition:  Marvin  Weaver,  Alfred  Morris,  Rosa 
Tossit,  Laura  Lewis,  Helena  Blanchard,  William  Jen¬ 
nings,  Josephine  Storner,  Alfonso  C.  Cochran,  Filomena 
Bucecchia  and  Betty  Brindle. 

For  Administration:  Arthur  I.  Golden,  Jamaica  Planning 
Commission. 


ACTION  OF  BOARD— Laid  over  to  May  5,  1970,  at 
10  A.M.  for  the  applicant  to  file  application  with  Building 
Department  for  converting  existing  garage  to  storage. 
Continued  hearing.  Previously  inspected. 


29-70-A 

APPLICANT — Edwin  Storch  for  Clifford  Collins,  owner. 

SUBJECT — Application  January  6,  1970 — filed  pursuant  to 
Section  35  General  City  Law  re-  erection  of  building  in 
bed  of  mapped  street. 

PREMISES  AFFECTED— 128-30  140th  Street,  northwest 
corner  of  130th  Avenue,  Block  12055,  Lot  55,  South 
Ozone  Park,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Edward  Storch. 

ACTION  OF  BOARD — Laid  over  to  May  5,  1970,  at 
10  A.M.  to  be  heard  in  conjunction  with  28-70-BZ.  Hear¬ 
ing  continued.  Previously  inspected. 


84-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Kings  Plaza 
Shopping  Center  of  Avenue  U,  Incorporated  and  Kings 
Plaza  Shopping  Center  of  Flatbush  Avenue,  Incorporated, 
owners. 

SUBJECT — Application  February  6,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  M3-1  district,  at  a  shopping 
center  presently  under  construction,  the  installation  of 
accessory  business  signs  that  exceed  the  permitted  surface 
area  and  the  height  above  grade  along  a  district  boundary. 
PREMISES  AFFECTED— 5102  to  5130  Avenue  U,  2483 
to  2451  Flatbush  Avenue,  southeast  corner,  Block  8470, 
Lots  1,  55  and  62,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug,  Robert  J.  Flynn 
and  Joseph  G.  Wickham. 

For  Opposition:  Eldon  K.  Whittall  (Amicus  Curiae). 
For  Administration:  E.  Gross,  Dept,  of  Commerce. 
ACTION  OF  BOARD— Laid  over  to  May  5,  1970,  at  10 
A.M. ;  hearing  closed.  Previously  inspected.  Laid  over 
for  decision.  Applicant  to  amend  drawings. 


107-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Little  Antigone 
Theatres,  Incorporated,  owner. 

SUBJECT — Application  February  24,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R7-2  district,  the  alteration 
to  and  the  conversion  of  an  existing  church  to  a  theatre. 

PREMISES  AFFECTED— 225  East  13th  Street,  north 
side,  257  feet  6  inches  east  of  Third  Avenue,  Block  469, 
Lot  49,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  May  12,  1970,  at  10 
A.M.  for  applicant  to  submit  revised  plans.  Hearing 
continued.  Previously  inspected. 


122-70-BZ 

APPLICANT — Reavis  and  McGrath  for  Teachers  College, 
owner. 

SUBJECT — Application  February  26,  1970 — a  decision  of 
the  Borough  Superintendent,  under  Section  72-21  and  73- 
641  of  the  Zoning  Resolution  to  permit,  in  an  R8  district, 
at  an  existing  college,  the  erection  of  an  eleven  story 
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research  and  demonstration  building  that  exceeds  the  per¬ 
mitted  lot  coverage. 

PREMISES  AFFECTED— 528  to  536  West  121st  Street, 
south  side,  99  feet  6  inches  east  of  Broadway,  Block  1975, 
Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Reginald  S.  Hardy,  John  H.  Fischer, 
Henry  Rissitto,  Hugh  Stubbins  and  Merle  Westlake. 
For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  April  29.  1970,  at 
10  A.M.  for  decision.  Hearing  closed.  Previously  in¬ 
spected.  Applicant  to  amend  drawings. 


584-69-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Alexander  Muss 
— 345  Company  (contract  vendee),  owner. 

SUBJECT — Application  October  8,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  C6-4  district,  the  erection  of  a  32 
story  office  building  that  exceeds  the  permitted  floor  area 
ratio,  encroaches  on  the  required  tower  area  and  tower 
setback. 

PREMISES  AFFECTED— 339-347  Broadway,  86-96  Leon¬ 
ard  Street,  southwest  corner,  Block  173,  Lots  23,  24,  27, 
30,  31,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  J.  Kisseloff,  Alexander  Muss, 
James  D.  Riela  and  Nevio  Maggiora. 

For  Opposition :  None. 

For  Administration :  Mark  A.  Levine,  City  Planning 
Commission. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  December  2,  1969,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  December  9,  1969;  then  to  January  6, 
1970;  then  to  January  20,  1970;  then  to  February  10,  1970; 
then  to  February  25,  1970;  then  to  March  10,  1970;  then  to 
March  24,  1970;  then  to  April  23,  1970;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  8,  1969,  acting  on  N.  B.  Applic  101/1969, 
reads : 

“C4.  Floor  area  exceeds  maximum  permitted  com¬ 
ply  with  Z.  R.  33-122.0  and  Z.  R.  33-120.5  for  maximum 
floor  areas  with  plaza  and  arcade  bonuses. 

C5.  Comply  with  Z.  R.  33-451 ;  Proposed  tower 
exceeds  maximum  permitted  lot  coverage;  and  permit¬ 
ted  street  encroachments  on  Broadway  (wide  street)  and 
Leonard  Street  (narrow  street).” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship ;  and 

Whereas,  the  office  of  Lower  Manhattan  Development 
has  approved  the  location  of  this  tower  with  respect  to  the 
street  line  of  Broadway; 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 


grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
a  C6-4  district,  the  erection  of  a  32-story  office  building  that 
exceeds  the  permitted  floor  area  ratio,  encroaches  on  the 
required  tower  area  and  tower  setback  on  condition  that  all 
work  shall  substantially  conform  to  drawings  filed  with  this 
application  and  marked  “Received,  October  8,  1969,”  one 
sheet,  and  “April  17,  1970,”  8  sheets;  on  further  co)idition 
that  the  first  floor  occupancy  be  limited  to  retail  uses ;  that 
all  laws,  rules  and  regulations  applicable  shall  be  complied 
with,  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 


664-69-BZ 

APPLICANT — Jamaica  Water  Supply  Company,  owner. 
SUBJECT — Application  November  12,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  73-14  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Rl-2  district,  the  installa¬ 
tion  of  a  water  pumping  station. 

PREMISES  AFFECTED — 180-38  Grand  Central  Park¬ 
way,  south  side,  104.88  feet  west  of  Avon  Street,  Block 
9949,  Lot  60,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  John  E.  Regan  and  Stephen  Dempsey. 
For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  February  17,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  March  3,  1970;  then  to  April  7,  1970; 
then  to  April  23,  1970;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  31,  1969,  acting  on  N.  B.  Applic.  517/1969, 
reads : 

“1.  In  an  R1  District,  a  water  pumping  station,  Use 
Group  6  is  contrary  to  Sec.  22-10  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-14  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Section  73-14  of  the  Zoning  Resolution,  to  permit 
in  an  Rl-2  district,  the  installation  of  a  water  pumping 
Station,  on  condition  that  all  work  shall  substantially  con¬ 
form  to  drawings  filed  with  this  application  and  marked  “Re¬ 
ceived,  November  12,  1969,”  one  sheet,  “March  24,  1970,” 
twelve  sheets,  and  “April  15,  1970,”  three  sheets;  on  further 
condition  that  the  gates  to  these  premises  be  kept  locked 
when,  not  in  use,  and  that  there  be  no  parking  of  vehicles  on 
the  site;  that  all  laws,  rules  and  regulations  applicable  be 
complied  with,  and  that  substantial  construction  be  completed 
within  one  year  from  the  date  of  this  resolution. 


701-69-BZ 

APPLICANT — Arthur  J.  McGee  and  Philip  P.  Agusta 
for  Spring  Belt  Realty  Corporation,  owner ;  American 
Oil  Company,  lessee. 

SUBJECT — Application  December  5,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the 
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Zoning  Resolution,  to  permit  in  a  C2-2  district,  the 
erection  of  an  automotive  service  station  with  accessory 
uses. 

PREMISES  AFFECTED— 221-10  South  Conduit  Avenue, 
southeast  corner  of  221st  Street,  Block  13491,  Lots  31, 
33  and  35,  Springfield  Gardens,  Borough  of  Oueens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino  and  Alfred  G.  Berger. 
For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  April  7,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  April  23,  1970;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  6,  1969,  acting  on  N.  B.  Applic.  833/1969, 
reads : 

“1.  Proposed  Automotive  Service  Station,  Use 
Group  13,  in  a  Cl-2  Zone  is  contrary  to  Sec.  32-22  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made  under 
Section  73-211  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Section  73-211  of  the  Zoning  Resolution,  to  per¬ 
mit  in  a  C2-2  district,  the  erection  of  an  automotive  service 
station  with  accessory  uses,  on  condition  that  all  work  shall 
substantially  conform  to  drawings  filed  with  this  application 
and  marked  “Received,  December  5,  1969,”  four  sheets,  and 
April  17,  1970,/  two  sheets;  on  further  condition  that  a  copy 
of  this  resolution  and  a  certified  copy  of  the  drawings  be 
permanently  posted  on  these  premises;  that  all  laws,  rules 
and  regulations  applicable  shall  be  complied  with,  and  that 
substantial  construction  shall  be  completed  within  one  year 
from  the  date  of  this  resolution. 

727-69-BZ 

APPLICANT — Harry  A.  Yarish  for  Jack  Dweck,  owner. 
SUBJECT — Application  December  12,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-1  district,  the  erection 
of  a  one  story  enlargement  to  a  one  family  dwelling  that 
increases  the  degree  of  non-compliance  in  floor  area  ratio, 
open  space  ratio,  encroaches  into  the  side  yard  and  ex¬ 
tends  into  the  rear  yard. 

PREMISES  AFFECTED — 2108  East  3rd  Street,  west  side, 
305  feet  south  of  Avenue  T,  Block  7105,  Lot  79,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  April  7,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  April  23,  1970;  and 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  9,  1969,  acting  on  Alt.  Applic.  684/1969, 
reads : 

“1.  Proposed  rear  extension  to  a  one  family  dwelling 
in  a  R3-1  district  in  the  required  rear  yard  is  contrary 
to  Sec.  23-47  Z.  R. 

2.  Proposed  rear  extension  in  the  required  side 
yards  is  contrary  to  Sec.  23-461  Z.  R. 

3.  Proposed  rear  extension  increases  the  floor  area 
ratio  which  is  contrary  to  Sec.  23-141  Z.  R. 

4.  Proposed  rear  extension  reduces  the  required 
open  space  ratio  which  is  contrary  to  Sec.  23-141  Z.  R.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R3-1  district,  the  erection  of  a  one-story  enlargement  to 
a  one-family  dwelling  that  increases  the  degree  of  non- 
compliance  in  floor  area  ratio,  open  space  ratio,  encroach¬ 
ment  into  the  side  yard  and  extends  into  the  rear  yard, 
on  condition  that  all  work  shall  substantially  conform  with 
drawings  filed  with  this  application  and  marked  “Received, 
December  12,  1969,”  three  sheets,  and  “February  20,  1970,” 
two  sheets ;  that  all  other  laws,  rules  and  regulations  appli¬ 
cable  shall  be  complied  with  and  that  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  resolution. 


747-69-BZ 

APPLICANT — Otto  J.  Schumm  for  Jerry  Abramowitz, 
owner. 

SUBJECT — Application  December  31,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R8  district,  in  an  existing 
three  story  building,  the  conversion  of  a  portion  of  the 
first  floor  from  a  garage  to  a  photographic  studio. 
PREMISES  AFFECTED — 162  East  92nd  Street,  south 
side,  175  feet  west  of  Third  Avenue,  Block  1520,  Lot  44, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Otto  J.  Schumm. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  April  7,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  April  23,  1970;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  22,  1969,  acting  on  Alt.  Applic.  98/1969, 
reads : 

“4.  Commercial  photography  studio  not  permitted 
in  R8  district  per  Sec.  32-15  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
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Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R8  district,  in  an  existing  three-story  building,  the  con¬ 
version  of  a  portion  of  the  first  floor  from  a  garage  to  a 
photographic  studio,  on  condition  that  all  work  shall  sub¬ 
stantially  conform  to  drawings  filed  with  this  application 
and  marked  “Received,  December  31,  1969,”  two  sheets,  and 
“February  18,  1970,”  three  sheets ;  on  further  condition  that 
this  variance  be  for  a  term  of  ten  years,  that  there  be  no 
changes  in  the  facade  of  this  building,  and  that  there  be  no 
signs,  except  that  a  non-illuminated  identification  sign  not 
exceeding  two  square  feet  may  be  erected ;  that  all  applicable 
laws,  rules  and  regulations  be  complied  with  and  that  sub¬ 
stantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 


20-70-BZ 

APPLICANT — DeRose  and  Cavalieri  for  J.  Clarence 
Davies,  Incorporated,  owner. 

SUBJECT — Application  December  30,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412,  11-413  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  Cl-4,  C2-4 
and  R8  district,  in  an  existing  one  story  building  previously 
before  the  Board,  the  enlargement  in  floor  area  and  the 
change  in  occupancy  from  cafeteria  and  stores  to  a  variety 
store  that  exceeds  the  floor  area  limitations. 

PREMISES  AFFECTED — 2  to  20  East  Burnside  Avenue, 
2038  to  2048  Jerome  Avenue,  southwest  corner  of  Walton 
Avenue,  Block  2854,  Lot  44,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  George  J.  Cavalieri. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  April  7,  1970,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  April  23,  1970 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  17,  1969,  acting  on  Alt.  Applic.  550/1969, 
reads : 

“1.  Change  of  use  from  stores  to  stores  and  variety 
store  U.  G.  10,  in  excess  of  10,000  sq.  ft.  in  floor  area, 
located  in  a  C2-4,  Cl-4,  R8  and  mapped  within  a  R7-1 
district  is  contrary  to  Section  32-10  and  22-10  of  Z.  R. 
and  B  S.  A.  Cal.  #231-29-BZ. 

2.  Enlargement,  extension  and  structural  alteration 
to  a  non-conforming  building  is  contrary  to  Section 
52-40  Z.  R„  52-22  Z.  R.  and  B.  S.  A.  Cal.  #231-29-BZ.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  finds  that  this  is  an  appropriate 
case  in  which  to  permit  under  Section  11-412  of  the  Zoning 
Resolution  the  extension  of  the  present  building;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  72-21  of  the  Zoning  Resolution,  and  that  the 
applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Sections  11-412  and  72-21  of  the  Zoning  Resolution, 
to  permit  in  a  Cl-4,  C2-4  and  R8  district,  in  an  existing 
one-story  building  previously  before  the  Board,  the  enlarge¬ 
ment  in  floor  area  and  the  change  in  occupancy  from  cafe¬ 
teria  and  stores  to  a  variety  store  that  exceeds  the  floor 
area  limitations,  on  condition  that  all  work  shall  substan¬ 
tially  conform  to  drawings  filed  with  this  application  and 
marked  “Received,  December  30,  1969,”  eight  sheets,  that  all 
laws,  rules  and  regulations  applicable  shall  be  complied  with, 
and  that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  resolution. 


Adjourned:  12:45  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

THURSDAY  AFTERNOON,  APRIL  23,  1970,  2  P.M. 

Present:  Chairman  Glass,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 


62-70-A 

APPLICANT — Max  Siegel  Associates  for  East  29th  Street 
Associates,  owner. 

SUBJECT — Application  January  27,  1970 — Review  of  a  de¬ 
cision  of  the  Borough  Superintendent  re-  class  3  building, 
factory  etc. 

PREMISES  AFFECTED — 202  East  29th  Street,  south 
side,  90  feet  east  of  Third  Avenue,  Block  909,  Lot  53,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Max  Siegel. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  12,  1970  on  Alt.  Applic.  1325-69,  reads: 

“Cl — As  per  Sect.  271,  New  York  State  Labor 
Law,  6  story,  Class  III  factory  not  permitted. 

C2 — Factory — Use  Group  16  and  17,  not  permitted 
in  a  building  partly  located  in  C2-8  Dist.  and  partly  in 
a  R8  Dist.  per  Sec.  42-00  Z.R.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  the  Board  has  determined  that  this  factory  use 
was  a  previously  legal  non-conforming  use  which  was 
changed  on  a  temporary  basis  for  occupancy  by  the  City 
of  New  York. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  12,  1970,  acting  on  Alt.  Applic.  1325-69 
Objection  Nos.  Cl  and  C2,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  substantially  comply  with  drawings 
marked  “Received  January  27,  1970.”  4  sheets,  “February 
18,  1970,”  one  sheet,  and  “April  15,  1970,”  2  sheets;  on 
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further  condition  that  the  Certificate  of  Occupancy^  issued 
for  the  temporary  occupancy  by  the  City  of  New  York  be 
revoked  and  the  original  occupancy  as  factory  be  reissued; 
on  further  condition  that  all  doors  to  public  halls  and  stairs 
be  fireproof,  self-closing,  three  quarter  hour  fire  rating; 
and  that  in  all  other  respects,  all  other  applicable  laws, 
rules  and  regulations  shall  be  complied  with. 


389-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Midwood  Memorial  Chapel, 
Incorporated. 

SUBJECT — Application  July  3,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 1623  to  1633  Coney  Island 
Avenue,  southeast  corner  of  Locust  Avenue,  Block  6731, 
Lot  56,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Sup.  Insp.  C.  Palmieri,  F.  D.  and  Lieut. 

J.  P.  Manfredi,  F.  D. 

For  Opposition :  I.  E.  Minkin,  B.  D. 

ACTION  OF  BOARD — Application  withdrawn  at  the 
request  of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


256-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Tysens  Company,  owner. 
SUBJECT — Application  May  8,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy — dry  standpipe  system. 

APPEARANCES— 

For  Applicant:  Sup.  Insp.  C.  Palmieri,  F.  D.  and  Lieut. 
J.  P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.  and  Leonard  F. 
Rothkrug. 

ACTION  OF  BOARD — Laid  over  to  June  2,  1970,  at 
2  P.M.  for  continued  hearing;  Department  of  Buildings 
and  owner  to  submit  information. 


257-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Tysens  Company,  owner. 
SUBJECT— Application  May  8,  1969— Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy — dry  standpipe  system. 
PREMISES  AFFECTED— 285  Mill  Road,  northwest  cor¬ 
ner  of  Tysens  Lane,  Block  3983,  Lot  1,  New  Dorp,  Bor¬ 
ough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Sup.  Insp.  Palmieri,  F.  D.  and  Lieut. 
J.  P.  Manfredi,  F.  D. 

For  Opposition :  I.  E.  Minkin,  B.  D.  and  Leonard  F. 
Rothkrug. 

ACTION  OF  BOARD— Laid  over  to  June  2,  1970,  at 
2  P.M.  for  continued  hearing ;  Department  of  Buildings 
and  owner  to  submit  information. 


258-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Tysens  Company,  owner. 
SUBTECT — Application  May  8,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy — dry  standpipe  system, 
system. 


PREMISES  AFFECTED — 675  Tysens  Lane,  northwest 
corner  of  Mill  Road,  Block  3983,  Lot  1,  New  Dorp,  Bor¬ 
ough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Sup.  Insp.  C.  Palmieri,  F.  D.  and  Lieut.  J. 
P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.  and  Leonard  F. 
Rothkrug. 

ACTION  OF  BOARD— Laid  over  to  June  2,  1970,  at  2 
P.  M.  for  continued  hearing;  Department  of  Buildings  and 
owner  to  submit  information. 

259- 69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Mills  Company,  owner. 
SUBJECT — Application  May  8,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy — dry  standpipe  system, 
and  yard  hydrants. 

PREMISES  AFFECTED— 255  Mill  Road,  west  side,  326 
feet  south  of  Ebbitts  Avenue,  Block  3983,  Lot  45,  New 
Dorp,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Sup  Insp.  C.  Palmieri,  F.  D.  and  Lieut.  J. 
P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.  and  Leonard  F. 
Rothkrug. 

ACTION  OF  BOARD — Laid  over  to  June  2,  1970,  at  2 
P.  M.  for  continued  hearing ;  Department  of  Buildings  and 
owner  to  submit  information. 

260- 69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commission. 
OWNER  OF  PREMISES — Mills  Company,  owner. 
SUBJECT — Application  May  8,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy — dry  standpipe  system. 
PREMISES  AFFECTED — 245  Mill  Road,  west  side,  326 
feet  south  of  Ebbitts  Avenue,  Block  3983,  Lot  45,  New 
Dorp,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Sup.  Insp.  C.  Palmieri,  F.  D.  and  Lieut. 
J.  P.  Manfredi,  F.  D. 

For  Opposition :  I.  E.  Minkin,  B.  D.  and  Leonard  F. 
Rothkrug. 

ACTION  OF  BOARD — Laid  over  to  June  2,  1970,  at  2 
P.  M.  for  continued  hearing ;  Department  of  Buildings  and 
owner  to  submit  information. 

261- 69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREAfISES — Mills  Company,  owner. 
SUBJECT — Application  May  8,  1969 — Appeal  for  Modifica¬ 
tion  of  Certificate  of  Occupancy — dry  standpipe  system. 
PREMISES  AFFECTED— 265  Mill  Road,  west  side,  326 
feet  south  of  Ebbitts  Avenue,  Block  3983,  Lot  45,  New 
Dorp,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Sup.  Insp.  C.  Palmieri,  F.  D.  and  Lieut. 
J.  P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.  and  Leonard  F. 
Rothkrug. 

ACTION  OF  BOARD — Laid  over  to  June  2,  1970,  at 
2  P.  M.  for  continued  hearing;  Department  of  Buildings 
and  owner  to  submit  information. 


269-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Cliff  Bay  Corporation. 
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SUBJECT — Application  May  17,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  dry  standpipe  system. 
PREMISES  AFFECTED— 20  Cliff  Street,  northeast  corner 
of  Harbor  View  Place  North,  Block  2833,  Lot  31,  Rose- 
bank,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Sup.  Insp.  C.  Palmieri,  F.  D.  and  Lieut. 

J.  P.  Manfredi,  F.  D. 

For  Opposition :  I.  E.  Minkin,  B.  D. 

ACTION  OF  BOARD— Laid  over  to  April  29,  1970,  at 
2  P.  M.  Applicant  not  present.  Previously  inspected. 


297-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Sutton  Associates  Incorporated 
c/o  Sol  Goldman. 

SUBJECT — Application  May  23,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 10  Fort  Washington  Avenue, 
southeast  corner  of  West  160th  Street,  Block  2137,  Lot  70, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Sup.  Insp.  C.  Palmieri,  F.  D.  and  Lieut. 
J.  P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.  and  Alvin  M.  Sobel. 
ACTION  OF  BOARD — Laid  over  to  May  26,  1970,  at 
2  P.  M.  at  the  request  of  lessee. 


325-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — 239  West  18th  Street  Corpora¬ 
tion. 

SUBJECT — Application  June  5,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 239-243  West  18th  Street,  north 
side,  240  feet  east  of  8th  Avenue,  Block  768,  Lot  14,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Sup.  Insp.  C.  Palmieri,  F.  D.  and  Lieut. 

J.  P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D. 

ACTION — Laid  over  to  May  5,  1970,  at  2  P.M.  for  con¬ 
tinued  hearing ;  owner  to  be  notified  to  be  present. 


339-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Frederick  W.  Lundy. 
SUBJECT — Application  June  11,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 3 121-3125  Ocean  Avenue,  north¬ 
east  corner  of  Shore  Parkway,  Block  7494,  Lots  72  and  74, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Sup.  Insp.  C.  Palmieri,  F.  D.  and  Lt. 
J.  P.  Manfredi,  F.  D. 

For  Opposition :  I.  E.  Minkin,  B.  D.  and  Martin  L.  Hinbt. 
ACTION  OF  BOARD — Laid  over  to  June  23,  1970,  at 
2  P.  M.  at  the  request  of  the  owner.  Previously  inspected. 


340-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Clifford  and  Dorothy  Force. 
SUBJECT — Application  June  11,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 


PREMISES  AFFECTED— 8742  25th  Avenue,^  west  side, 
480  feet  south  of  Benson  Avenue,  Block  6878,  Lot  73, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Sup.  Insp.  C.  Palmieri,  F.  D.  and  Lieut. 
J.  P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.  and  Robert  Speigal. 
ACTION  OF  BOARD — Laid  over  to  June  2,  1970,  at  2 
P.  M.  for  action  by  the  Building  Department ;  continued 
hearing.  Previously  inspected. 


367-69-A 

APPLICANT — Argolene  Oil  Company  Incorporated  for 
Southwest  Grease  and  Oil  Company,  Incorporated,  owner. 

SUBJECT — Application  June  19,  1969 — Appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  combus¬ 
tible  mixture  known  as  Argo-Kote  in  16  gallon  Fiber  Keg 
with  replaceable  cover  containers  not  in  compliance  with 
required  regulations  of  NYC  Administrative  Code. 

APPEARANCES— 

For  Applicant:  Robert  E.  Hammond. 

For  Administration  Sup.  Insp.  C.  Palmieri,  F.  D.  and  Lt. 

J.  P.  Manfredi,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  May  26,  1970,  at 
2  P.  M.  at  the  request  of  the  applicant. 


386-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Nanbet  Realty  Corporation. 
SUBJECT — Application  July  3,  1969 — Appeal  for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 497  to  511  Meserole  Street,  502 
to  516  Scholes  Street,  northwest  corner  of  Steward  Ave¬ 
nue,  Block  2969,  Lot  18,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Sup.  Insp.  C.  Palmieri,  F.  D.  and  Lieut. 
J.  P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.  and  Sol  Feinberg. 
ACTION  OF  BOARD — Laid  over  to  May  19,  1970,  at 
2  P.  M.  at  the  request  of  the  applicant.  Hearing  continued; 
previously  inspected. 


387-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — 60-19  Roosevelt  Avenue  Cor¬ 
poration. 

SUBJECT — Application  July  3,  1969 — Appeal  for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 60-01  to  60-29  Roosevelt  Ave¬ 
nue,  northeast  corner  of  60th  Street,  Block  1229,  Lot  122, 
Woodside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Sup.  Insp.  C.  Palmieri,  F.  D.  and  Lieut. 
J.  P.  Manfredi,  F.  D. 

For  Opposition :  I.  E.  Minkin,  B.  D.  and  Larry  Meltzer. 
ACTION  OF  BOARD — Laid  over  to  May  26,  1970,  at 
2  P.  M.  at  the  request  of  the  owner.  Previously  inspected. 


390-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Snyder  Realty  Corporation. 
SUBJECT — Application  July  3,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupany  re-  sprinkler  system. 
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PREMISES  AFFECTED— 3809  to  3815  13th  Avenue,  east 
side,  56  feet  north  of  39th  Street,  1311  39th  Street,  Block 
5299,  Lots  4,  5,  6  and  69,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Sup.  Insp.  C.  Palmieri,  F.  D.  and  Lieut. 
J.  P.  Manfredi,  F.  D. 

For  Opposition :  I.  E.  Minkin,  B.  D.  and  Steven  Snyder. 
ACTION  OF  BOARD — Laid  over  to  May  26,  1970,  at 
2  P.M.  for  action  by  the  Department  of  Buildings.  Flear¬ 
ing  continued.  Previously  inspected. 


391-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Mansion  Realty  Corporation. 
SUBJECT — Application  July  3,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupany  re-  sprinkler  system. 


PREMISES  AFFECTED — 1114  Manhattan  Avenue,  south¬ 
east  corner  of  Clay  Street,  Block  2488,  Lot  6,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Sup.  Insp.  C.  Palmieri,  F.  D.  and  Lieut. 
J.  P.  Manfredi,  F.  D. 

For  Opposition :  I.  E.  Minkin,  B.  D.  and  Abraham  Gross- 
man. 

ACTION  OF  BOARD — Laid  over  to  May  26,  1970,  at 
2  P.M.  The  owner  to  file  with  the  Building  Department. 
Continued  hearing.  Previously  inspected. 


Adjourned:  3:30  P.M. 

James  P.  Mulroy,  Secretary 
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CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  April  7,  1970,  as  they 
appeared  in  Bulletin  Nos.  15  and  16,  Vol.  55,  are  hereby 
corrected  to  read  as  follows : 

230-68 -BZ 

APPLICANT — Albert  Melniker  for  Herbert  Wolfert, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
request  to  waive  the  rules  of  procedure  and  extension  of 
time  to  complete  which  expires  June  25,  1970  and  amend¬ 
ment  of  resolution — deoision  of  the  Borough  Superintend¬ 
ent  ;  previously  granted  on  condition,  under  Sections  72-21 
and  73-49  of  the  Zoning  Resolution,  permitting  in  an  R6 
district,  the  erection  of  a  four  story  building  for  use  as  a 
bank,  retail  stores  and  offices  with  accessory  roof  parking. 
PREMISES  AFFECTED— 1612-1624  East  16th  Street, 
west  side,  100  feet  south  of  Avenue  P,  Block  6778,  Lot  10, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened,  time  to  complete  work  extended  and  reso¬ 
lution  amended. 


THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 

Negative:  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  25,  1968,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  September  9,  1969;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  June  25,  1968,  as  amended  through 
September  9,  1969,  by  adding  thereto: 

“that  the  building  may  be  redesigned,  rearranged  and 
constructed  substantially  as  shown  on  revised  drawings 
of  proposed  conditions  marked  ‘Received  March  30, 
1970’,  three  sheets,  on  condition  that  substantial  construc¬ 
tion  shall  be  completed  within  one  year  from  the  date  of 
this  amended  resolution;  and  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects.”  (N.  B.  133-68) 

*  Correction:  The  above  Calendar  Number  is  changed  to 
read  as  shown  above  in  italics  “230-68-BZ”  instead  of 
“230-69-BZ”. 
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ORDER  AND  PETITION  FOR  CERTIORARI 
SERVED  ON  THE  BOARD  OF  STANDARDS 
AND  APPEALS. 

On  April  IS,  1970,  Order  and  Petition  for  Certiorari  was  served  on  the 
Board  by  Reavis  &  McGrath,  attorneys  for  petitioner,  Getty  Oil  Com¬ 
pany,  owner,  seeking  a  review  of  the  Board’s  denial  on  March  10, 
1970  of  the  application,  based  on  a  decision  of  the  Borough  Superin¬ 
tendent,  under  Sections  72-01  (b)  and  72-21  of  the  Zoning  Resolution, 
to  permit  in  an  R3-2  district,  the  erection  and  maintenance  of  an  auto¬ 
motive  service  station  with  accessory  uses;  Calendar  Number  698- 
69-BZ;  Premises  4240  Hylan  Boulevard,  northeast  corner  of  Groton 
Street,  Block  5316,  Lot  1,  Great  Kills,  Borough  of  Richmond. 


Street,  9th  Floor,  Manhattan,  New 
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DOCKET 

New  Cases  Filed  Up  to  April  28,  1970 

Cal.  No.  Dept.  Premises  Affected 

236-70-A— B.B. — 202-210  Moore  Street,  southside,  271 
feet  west  of  White  Street  and  213  Varet  Street,  Block 
3109,  Lot  25,  Borough  of  Brooklyn.  B.  N.  979-70  re- 
Gas  Fired  Ovens.  Rule  4.3.1.  Spray  Rules. 


237-70-BZ — B.B. — 2222  Avenue  U,  southside,  20  feet 
west  of  East  23rd  Street,  formerly  Delamere  Place, 
Block  7355,  Lot  9,  Borough  of  Brooklyn.  Alt.  6-70  re- 
Proposed  enlargement  non-conforming  use  Cl-3  and  R-4 
District. 


238-70-SM — Eclipse  Fuel  Engineering  Company,  P-12 
Std.  Iron  Body  Brass  Core  Gas  Service  Valves,  Gas 
stops  for  use  in  Gas  service  piping  systems,  manufac¬ 
tured  by  Eclipse  Fuel  Engineering  Company,  Material. 


239-70-A — -B.M. — 23  West  24th  Street,  northside,  344  feet 
west  of  Broadway,  Block  826,  Lot  25,  Borough  of  Man¬ 
hattan.  Alt.  No.  95-70  re-  Second  means  of  egress,  Sec¬ 
tion  270,  Labor  Law. 


240-70-BZ — B.Bx. — 1700  Gun  Hill  Road,  southeast  corner 
of  Lodovick  Avenue,  Block  4539.  Lot  1,  Borough  of  The 
Bronx.  N.  B.  24-70  re-  Eating  and  Drinking  Place,  Res. 
use  District,  R3-2. 


241-70-BZ— B.M.— 1090-1108  3rd  Avenue  and  187-189 
East  64th  Street,  northwest  corner,  Block  1399,  Lot  33, 
Borough  of  Manhattan,  Alt.  No.  407-70  re-  Transient 
parking  within  existing  accessory  garage,  Class  A,  M.  D. 
located  in  C-l-9  District. 


242-70- A— B.M.— 1090-1108  3rd  Avenue  and  187-189  East 
64th  Street,  northwest  corner,  Block  1399,  Lot  33,  Bor¬ 
ough  of  Manhattan,  Alt.  No.  407-70  re-  Transient  park¬ 
ing  by  non-occupants  of  Multiple  Dwelling  within  exist¬ 
ing  accessory  garage,  Section  60,  subdivision  1  Multiple 
Dwelling  Law. 


243-70-BZ — B.Q. — 68-31  Eliot  Avenue,  68-21  Eliot  Ave¬ 
nue,  Official,  and  60-68  69th  Street,  northwest  corner, 
Block  2781,  Lot  127,  Maspeth,  Borough  of  Queens,  Alt. 
No.  1412-69  re-  Extension  and  enlargement  of  an  exist¬ 
ing  non-conforming  use,  R4  District. 


244-70-BZ— B.Bx. — 1564  Haight  Avenue,  eastside,  213.11 
feet  north  of  Sacket  Avenue,  Block  4086,  Lot  10,  Bor¬ 
ough  of  The  Bronx,  Alt.  No.  546-69  re-  Erection,  one  car 
garage  in  R5  District,  extends  3  ft.  into  required  5  ft.  side 
yard. 


245-70-BZ — B.Q. — 37-36  61st  Street,  west  side,  275  feet 
north  of  38th  Avenue,  Block  1215,  Lot  75,  Woodside, 
Borough  of  Queens,  Alt.  No.  171-70  re-  Enlargement 
creating  a  second  story,  R5  District  to  be  occupied  by 
Electrical  contractors  establishment. 


246-70-BZ — B.M.— 233  to  237  East  84th  Street,  north 
side,  201  feet  8  inches  west  of  Second  Avenue,  Block 
1530,  Lot  15,  Borough  of  Manhattan,  Alt.  1502-69  re¬ 
proposed  change  of  an  exsting  eating  and  drinking  estab¬ 
lishment,  R8  District. 


247-70-BCR — Building  Code  Reference  Standard  RS 
10-5.  To  supersede  in  its  entirety  the  present  standard 
designated  AISC  1963  Specification  for  the  Design,  Fab¬ 
rication  and  Erection  of  Structural  Steel  for  Buildings, 
including  modifications  and  replace  it  with  one  desig¬ 
nated  AISC  1969,  as  modified. 


248-70-BCR — Building  Code  Reference  Standard  RS 
10-6.  To  supersede  in  its  entirety  the  present  standard 
designated  AISI  1962  Specification  for  the  Design  of 
Light  Gage  Cold-Formed  Steel  Structural  Members,  in¬ 
cluding  modifications,  and  replace  it  with  one  designated 
AISI  1968  Specification  for  the  Design  of  Cold-Formed 
Steel  Structural  Members,  as  modified. 


249-70-BCR — Building  Code  Reference  Standard  RS 
10-6A.  To  issue  a  new  reference  standard,  including 
modifications,  designated  AISI  1968  Specification  for  the 
Design  of  Light  Gage  Cold-Formed  Stainless  Steel 
Structural  Members. 


250-70-BZ— B.M. — 32  to  46  West  57th  Street,  south  side, 
220  feet  east  of  Avenue  of  the  Americas,  Block  1272, 
Lots  8,  9,  10,  11,  12,  58,  60,  61,  62,  63,  64,  65,  Borough  of 
Manhattan,  N.  B.  35-68  re-  sky  exposure  plane,  height 
and  pylons,  C5-3,  C6-6  District. 


251-70-A — B.M. — 32  to  46  West  57th  Street,  south  side, 
220  feet  east  of  Avenue  of  the  Americas,  Block  1272, 
Lots  8,  9,  10,  11,  12,  58,  60,  61,  62,  63,  64,  65,  Borough  of 
Manhattan,  N.  B.  35-68  re-  lot  line  windows,  Administra¬ 
tive  Code. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings.  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


MAY  26,  1970,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning.  May  26,  1970,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

666-59-BZ 

APPLICANT — Arthur  J.  McGee  by  Joseph  P.  Morsellino 
for  Titan  Enterprises,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  15, 
1970 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  mainten¬ 
ance  of  an  automobile  wrecking  yard,  salvage,  sale  of 
used  parts  and  sale  of  used  cars. 

PREMISES  AFFECTED — 147-23  Springfield  Lane,  nortn- 
east  corner  of  149th  Avenue,  Block  13435,  Lots  16,  18,  20, 
54,  56,  58,  Springfield  Gardens,  Borough  of  Queens. 


154-50-BZ — Vol.  II 

APPLICANT — Lama  and  Vassalotti  for  Robert  Kirsch, 
president  of  Florette  Properties,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  oi  term  of  variance  which  expired  March  16, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7f  and  7i  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  business  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station, 
lubritorium  auto  laundry,  motor  vehicle  repairs,  sale  of 
auto  accessories,  storage  and  office  and  parking  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED-521 3-5229  Flatlands  Avenue, 
1260-1264  East  53rd  Street,  northwest  corner  and  5212 
Avenue  J,  Block  7800,  Lot  39,  Borough  of  Brooklyn. 


839-68-BZ 

APPLICANT — Andrew  Di  Camille  for  Endy  Anderson, 
owner. 
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SUBJECT — Application  November  1,  1968 — decision  of  the 
Borough  Superintendent,  under  Sections  73-44  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  C4-2  district, 
the  erection  of  a  six  story  office  and  storage  building  that 
exceeds  the  permitted  floor  area  ratio  and  provides  less 
than  the  required  accessory  parking  spaces. 

PREMISES  AFFECTED— 409-425  89th  Street,  north  side, 
53  feet  3  inches  east  of  4th  Avenue,  Block  6065,  Lots  43, 
46,  47,  49,  50,  Borough  of  Brooklyn. 


894-68-BZ — Vol.  II 

APPLICANT — Frederick  A.  Ketcher  for  Jack  Starr,  owner. 

SUBJECT — Application  reopened  January  20,  1970  as  Vol¬ 
ume  II — Decision  of  the  Borough  Superintendent,  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit,  in  an 
R6  district,  the  erection  of  a  retail  store  with  accessory 
parking .  in  the  open  area  and  with  a  curb  cut  within  50 
feet  of  intersecting  streets. 

PREMISES  AFFECTED— 2477  Crotona  Avenue,  710  East 
189th  Street,  southwest  corner,  Block  3105,  Lot  26,  Bor¬ 
ough  of  The  Bronx. 


66-70-BZ 

APPLICANT — Edwin  Storch  for  Peter  Alfano  and  Rose 
Alfano,  owners. 

SUBJECT — Application  January  26,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  R6  district,  the  erection  of  a 
one  story  building  for  use  as  a  plumbing  and  electrical 
contractors  establishment. 

PREMISES  AFFECTED— 108-55-108-57  Roosevelt  Ave¬ 
nue,  north  side,  231  feet  west  of  111th  Street,  Block  1780, 
Lot  60,  Corona,  Borough  of  Queens. 


153-70-BZ 

APPLICANT— Arthur  J.  McGee  for  Elsa  Ivrauss,  owner. 

SUBJECT— Application  March  24,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the 
erection  of  a  three  story,  2  family  dwelling  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room  and  penetrates  the 
sky  exposure  plane. 

PREMISES  AFFECTED— 42-29  202nd  Street,  east  side, 
240  feet  north  of  43rd  Avenue,  Block  6260,  Lot  51,  Bay- 
side,  Borough  of  Queens. 


154-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Elsa  Krauss,  owner. 

SUBJECT — Application  March  24,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the 
erection  of  a  three  story,  2  family  dwelling  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room  and  penetrates  the 
sky  exposure  plane. 

PREMISES  AFFECTED — 42-19  202nd  Street,  east  side, 
180  feet  south  of  42nd  Avenue,  Block  6260,  Lot  56,  Bay- 
side,  Borough  of  Queens. 


155-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Elsa  Krauss,  owner. 
SUBJECT — Application  March  24,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 


Zoning  Resolution,  to  permit  in  an  R3-2  district,  the 
erection  of  a  three  story,  2  family  dwelling  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room  and  penetrates  the 
sky  exposure  plane. 

PREMISES  AFFECTED— 42-21  202nd  Street,  cast  side, 
210  feet  south  of  42nd  Avenue,  Block  6260,  Lot  55,  Bay- 
side,  Borough  of  Queens. 


156-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Elsa  Krauss,  owner. 

SUBJECT — Application  March  24,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the 
erection  of  a  three  story,  2  family  dwelling  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room  and  penetrates 
the  sky  exposure  plane. 

PREMISES  AFFECTED— 42-25  202nd  Street,  east  side, 
230  feet  south  of  42nd  Avenue,  Block  6260,  Lot  54,  Bay- 
side,  Borough  of  Queens. 


157-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Elsa  Krauss,  owner. 

SUBJECT — Application  March  24,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the 
erection  of  a  three  story,  2  family  dwelling  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room  and  penetrates 
the  sky  exposure  plane. 

PREMISES  AFFECTED— 42-27  202nd  Street,  east  side, 
250  feet  south  of  42nd  Avenue,  Block  6260,  Lot  52,  Bay- 
side,  Borough  of  Queens. 


168-70-BZ 

APPLICANT — Lama  &  Vassalotti  for  Mark  Cassuto, 
owner. 

SUBJECT — Application  March  24,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the 
erection  of  a  two  story  and  cellar  enlargement  to  a  one 
family  dwelling  that  increases  the  degree  of  non-com¬ 
pliance  in  floor  area  ratio  and  open  space  ratio,  and  en¬ 
croaches  on  the  required  rear  yard. 

PREMISES  AFFECTED — 1744  East  27th  Street,  west 
side,  350  feet  south  of  Quentin  Road,  Block  6809,  Lot  29, 
Borough  of  Brooklyn. 


705-69-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Aetna  Insurance  Company,  owner. 

SUBJECT — Application  December  8,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-68 
of  the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  C5-5  district,  the 
erection  of  a  21  story  office  building  that  exceeds  the 
height  of  the  front  wall  and  the  tower  coverage,  en¬ 
croaches  on  the  required  tower  setback  and  exceeds  the 
permitted  floor  area  ratio. 

PREMISES  AFFECTED— 98  to  106  William  Street, 
southeast  corner  of  John  Street,  Block  68,  Lot  36,  Bor¬ 
ough  of  Manhattan. 

Laid  over  from  April  23,  1970,  for  continued  hearing. 

M.  MILTON  GLASS,  Chairman 
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MAY  26,  1970,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  May  26,  1970,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters: 

793-68-SM 

APPLICANT — Spot-Lite  Division  Pictorial  Products,  Inc., 
owner — phosphorescent  exit  sign. 


373-69-SA 

APPLICANT — Cockle  Ventilator  Company,  Inc.,  owner — 
commercial  ventilating  system. 

269-70-GR 

SUBJECT — Proposed  General  Resolution  relating  to  gaso¬ 
line  storage  tanks  on  all  automotive  service  stations  and 
storage  garages  permitted  by  the  Board. 

Proposed  Resolution: 

Resolved,  that  whenever  the  number,  capacity  and  location 
of  underground  gasoline  storage  tanks  on  any  automotive 
service  station  or  storage  garage  which  has  been  erected 
under  a  variance  or  permit  granted  by  the  Board  meet  the 
requirements  of  the  Administrative  Code,  such  tanks  shall 
be  deemed  in  substantial  compliance  with  the  terms  and 
conditions  of  the  resolution  adopted  by  the  Board  affecting 
that  automotive  service  station  or  storage  garage. 


609-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 72  Brook  Avenue,  south  side, 
400.40  feet  east  of  Hylan  Boulevard,  Block  4728,  Lot  88, 
Oakwood,  Borough  of  Richmond. 


615-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 136  Brook  Avenue,  west  side, 
1151.49  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot 
128,  Oakwood,  Borough  of  Richmond. 


617-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 100  Brook  Avenue,  west  side, 
757.18  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  107, 
Oakwood,  Borough  of  Richmond. 

623-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 


PREMISES  AFFECTED — 126  Brook  Avenue,  west  side, 
1066.82  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot 
123,  Oakwood,  Borough  of  Richmond. 


367-69- A 

APPLICANT — Argolene  Oil  Company  Incorporated  for 
Southwest  Grease  and  Oil  Company,  Incorporated,  owner. 

SUBJECT — Application  June  19,  1969 - appeal  from  a  de¬ 

cision  of  the  Fire  Commissioner  re-  packaging  of  combus¬ 
tible  mixture  known  as  Argo-Kote  in  16  Gallon  Fiber  Keg 
with  replaceable  cover  containers  not  in  compliance  with 
required  regulations  of  NYC  Administrative  Code. 


297-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Sutton  Associates  Incorpo¬ 
rated  c/o  Sol  Goldman. 

SUBJECT — Application  May  23,  1969 — appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 10  Fort  Washington  Avenue, 
southeast  corner  of  West  160th  Street,  Block  2137,  Lot  70, 
Borough  of  Manhattan. 


387-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — 60-19  Roosevelt  Avenue  Cor¬ 
poration. 

SUBJECT — Application  July  3,  1969 — appeal  for  modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 60-01  to  60-29  Roosevelt 
Avenue,  northeast  corner  of  60th  Street,  Block  1229,  Lot 
122,  Woodside,  Borough  of  Queens. 


390-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Snyder  Realty  Corporation. 
SUBJECT — Application  July  3,  1969 — appeal  for  modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED - 3809  to  3815  13th  Avenue,  east 

side,  56  feet  north  of  39th  Street,  1311  39th  Street,  Block 
5299,  Lots  4,  5,  6  and  69,  Borough  of  Brooklyn. 


391-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Mansion  Realty  Corporation. 
SUBJECT — Application  July  3,  1969 — appeal  for  modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 1114  Manhattan  Avenue,  south¬ 
east  corner  of  Clay  Street,  Block  2488,  Lot  6,  Borough  of 
Brooklyn. 


576-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — 280  8th  Avenue  Company,  c/o 
Joseph  Howard  Katz,  owner. 

SUBJECT — Application  October  7,  1969 — Appeal  for  modi¬ 
fication  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 284  Eighth  Avenue,  northeast 
corner  of  West  24th  Street,  Block  774,  Lots  1,  2,  3  and  5, 
Borough  of  Manhattan. 

578-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
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OWNER  OF  PREMISES— 136-11  38th  Avenue,  Realty 
Corporation,  owner. 

SUBJECT — Application  October  7,  1969 — Appeal  for  modi¬ 
fication  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 136-11  38th  Avenue,  north  side, 
96.59  feet  east  of  Main  Street,  Block  4978,  Lot  78,  Flush¬ 
ing,  Borough  of  Queens. 


666-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — 51st  Avenue  Associates  Incor¬ 
porated,  c/o  Landau  Metal  Products  Corporation. 

SUBJECT — Application  November  13,  1969 — Appeal  for 
modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED— 2-62  51st  Avenue,  southwest 
corner  of  5th  Street,  Block  15,  Lot  24,  Long  Island  City, 
Borough  of  Queens. 


667-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Kirkley  Realty  Corporation, 
c/o  Robert  S.  Gettinger. 

SUBJECT — Application  November  13,  1969 — Appeal  for 
modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED— 50-58  West  18th  Street,  604- 
612  6th  Avenue,  southeast  corner,  Block  819,  Lots  76  and 
77,  Borough  of  Manhattan. 


668-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Humbert  Malara. 

SUBJECT — Application  November  13,  1969 — Appeal  for 
modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED— 76-78  Court  Street,  68-76 
Livingston  Street,  southwest  corner,  Block  268,  Lot  46, 
Borough  of  Brooklyn. 

151-70-A 

APPLICANT — A.  J.  Neumaier  for  Atlas  Supply  Company, 
owner. 

SUBJECT — Application  March  23,  1970 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of  com¬ 
bustible  mixture  known  as  Atlas  Windshield  Washer 
Fluid  Ready  Mixed  in  one  quart  polyethylene  bottles, 
not  in  compliance  with  regulations  of  the  Administrative 
Code  of  New  York  City. 


218-70-A 

APPLICANT — E.  E.  LaRue  for  Siloo  Incorporated,  owner. 

SUBJECT — Application  April  8,  1970 — Appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  Packaging  of  com¬ 
bustible  mixture  known  as  Siloo  in  16  ounce  (pull  tab 
top)  and  32  ounce  sealed  metal  cans  not  in  compliance 
with  regulations  of  the  Administrative  Code  of  New  York 
City. 


229-70-A 

APPLICANT — Samuel  H.  Lindenbaum  for  Pearlman  As¬ 
sociates,  owner. 

SUBJECT — Application  April  16,  1970 — Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  protection  of 
exterior  openings  and  openings  in  lot  line  walls. 


PREMISES  AFFECTED— 622  to  626  Third  Avenue,  141 
to  155  East  40th  Street,  northwest  corner,  132  to  148  East 
41st  Street,  Block  1295,  Lots  27,  28,  29,  30,  31,  33,  34,  35, 
41  and  48,  Borough  of  Manhattan. 


254-70-A 

APPLICANT — H.  M.  Cole  for  Tishman  919  Corporation, 
owner. 

SUBJECT — Application  April  29,  1970 — Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED — 919  Third  Avenue,  northeast 
corner  of  East  55th  Street,  Block  1329,  Lots  1,  2,  3,  4,  5, 
6,  7,  8,  9,  38,  39,  40,  41,  44 %,  45,  46,  47  and  48,  Borough  of 
Manhattan. 

M.  MILTON  GLASS,  Secretary 


JUNE  2,  1970,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  June  2,  1970,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

473-59-BZ 

APPLICANT — Thomas  P.  Crinnion  for  Alicino  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  February  24, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning  Res¬ 
olution,  permitting  in  a  residence  use  district,  non-transient 
storage  of  more  than  five  motor  vehicles  on  the  unused 
upon  portion  of  the  lot  and  in  the  two-car  and  three-car 
metal  garages,  which  are  at  present  on  the  lot. 
PREMISES  AFFECTED— 2282-2288  Aqueduct  Avenue 
and  62-70  Evelyn  Place,  southeast  corner,  Block  3209, 
Lots  5,  7  and  8,  Borough  of  The  Bronx. 


471-69-BZ 

APPLICANT — Andrew  Di  Camillo  for  Estate  of  Giusep- 
pina,  owner;  B.  &  B.  Iron  Works  (Lo  Bue  Corporation), 
lessee. 

SUBJECT — Application  August  7,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R5  district,  the 
maintenance  of  a  metal  products  shop  with  an  accessory 
storage  structure. 

PREMISES  AFFECTED — 12  Bay  49th  Street,  west  side, 
105  feet  6J4  inches  south  of  Stillwell  Avenue,  Block  6903, 
Lot  55,  Borough  of  Brooklyn. 


562-69-BZ 

APPLICANT — Atkin  and  Bassolino  for  Carlo  and  Yolanda 
Aprea,  owners. 

SUBJECT — Application  October  22,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-62 
of  the  Zoning  Resolution,  to  permit  in  an  R4  district,  the 
conversion  of  an  existing  two  family  dwelling  to  a  three 
family  dwelling  that  increases  the  degree  of  non-compli¬ 
ance  in  lot  area  per  room. 

PREMISES  AFFECTED — 1774  Bussing  Avenue,  south¬ 
east  corner  of  Gunther  Avenue,  Block  5008,  Lot  1,  Bor¬ 
ough  of  The  Bronx. 


69-70-BZ 

APPLICANT — Alfonso  Duarte  for  107  East  38th  Incor¬ 
porated,  owner. 
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SUBJECT — Application  January  28,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  R7-2  district,  in  an  existing  five 
story  and  basement,  the  change  in  occupancy  from  resi¬ 
dential  to  office  use. 

PREMISES  AFFECTED— 107  East  38th  Street,  north 
side,  155  feet  east  of  Park  Avenue,  Block  894,  Lot  8,  Bor¬ 
ough  of  Manhattan. 


70-70-A 

APPLICANT — Alfonso  Duarte  for  107  East  38th  Incor¬ 
porated,  owner. 

SUBJECT — Application  January  28,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-egress,  live 
load,  etc. 

PREMISES  AFFECTED — 107  East  38th  Street,  north 
side,  155  feet  east  of  Park  Avenue,  Block  894,  Lot  8, 
Borough  of  Manhattan. 


75-70-BZ 

APPLICANT — Atkin  and  Bassalino  for  Luke  Corcione, 
owner. 

SUBJECT — Application  January  30,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  the  erection 
of  a  one  story  building  for  use  as  a  motor  vehicle  repair 
shop. 

PREMISES  AFFECTED — -3231  White  Plains  Road,  west 
side,  220.03  feet  north  of  Burke  Avenue,  Block  4595,  Lot 
40,  Borough  of  The  Bronx. 


83-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Angelo  Zuero, 
owner;  Sanford  Box  Repair  Corporation,  lessee. 

SUBJECT— Application  February  5,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412,  11-413, 
72-21  and  72-01  (b)  of  the  Zoning  Resolution,  to  permit 
in  an  R6  district,  in  an  existing  one  story  building  pre¬ 
viously  before  the  Board,  the  change  in  occupancy  from 
repair  shop  and  gas  station  to  a  woodworking  shop. 

PREMISES  AFFECTED — 505-507  Evergreen  Avenue, 
northeast  corner  of  Putnam  Avenue,  Block  3375,  Lot  9, 
Borough  of  Brooklyn. 


86-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Marcelina  Matos, 
Johnson  Chemical  Company,  Vincent  C.  Roman,  owners. 

SUBJECT — Application  February  9,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-3  and  R6  district,  the 
erection  of  a  one  story  enlargement  to  an  existing  factory. 

PREMISES  AFFECTED — 225  to  233  Johnson  Avenue, 
north  side,  125  feet  west  of  Bushwick  Avenue,  Block  3063, 
Lots  24,  25,  26  and  28,  Borough  of  Brooklyn. 


213-70-BZ 

APPLICANT — Samuel  H.  Lindenbaum  for  Robro  Realty 
Corporation,  owner. 

SUBJECT — Application  April  7,  1970— decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  C6-4  district,  the  erection  of  a  36 
story  office  and  store  building  that  exceeds  the  permitted 
floor  area  ratio  and  encroaches  on  the  required  rear  yard. 


PREMISES  AFFECTED— 237-245  East  40th  Street,  747- 
765  Second  Avenue,  northwest  corner,  242  East  41st 
Street,  Block  1314,  Lot  21,  Borough  of  Manhattan. 

M.  MILTON  GLASS,  Chairman 


JUNE  2,  1970,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  June  2,  1970,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 


APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Tysens  Company,  owner. 
SUBJECT — Application  May  8,  1969 — Appeal  for  Modifica¬ 
tion  of  Certificate  of  Occupancy — dry  standpipe  system. 
PREMISES  AFFECTED — 655  Tysens  Lane,  northwest 
corner  of  Mill  Road,  Block  3983,  Lot  1,  New  Dorp, 
Borough  of  Richmond. 


APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Tysens  Company,  owner. 
SUBJECT — Application  May  8,  1969 — Appeal  for  Modifica¬ 
tion  of  Certificate  of  Occupancy — dry  standpipe  system. 
PREMISES  AFFECTED— 285  Mill  Road,  northwest 
corner  of  Tysens  Lane,  Block  3983,  Lot  1,  New  Dorp, 
Borough  of  Richmond. 


APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Tysens  Company,  owner. 
SUBJECT — Application  May  8,  1969 — Appeal  for  Modifica¬ 
tion  of  Certificate  of  Occupancy — dry  standpipe  system. 
PREMISES  AFFECTED — 675  Tysens  Lane,  northwest 
corner  of  Mill  Road,  Block  3983,  Lot  1,  New  Dorp, 
Borough  of  Richmond. 


APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Mills  Company,  owner. 

SUBJECT — Application  May  8,  1969 — Appeal  for  Modifica¬ 
tion  of  Certificate  of  Occupancy — dry  standpipe  system, 
and  yard  hydrants. 

PREMISES  AFFECTED— 255  Mill  Road,  west  side,  326 
feet  south  of  Ebbitts  Avenue,  Block  3983,  Lot  45,  New 
Dorp,  Borough  of  Richmond. 


APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Mills  Company,  owner. 
SUBJECT — Application  May  8,  1969 — Appeal  for  Modifica¬ 
tion  of  Certificate  of  Occupancy — dry  standpipe  system. 
PREMISES  AFFECTED— 245  Mill  Road,  west  side,  326 
feet  south  of  Ebbitts  Avenue,  Block  3983,  Lot  45,  New 
Dorp,  Borough  of  Richmond. 


APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Mills  Company,  owner. 
SUBJECT — Application  May  8,  1969 — Appeal  for  Modifica¬ 
tion  of  Certificate  of  Occupancy — dry  standpipe  system. 
PREMISES  AFFECTED — 265  Mill  Road,  west  side,  326 
feet  south  of  Ebbitts  Avenue,  Block  3983,  Lot  45,  New 
Dorp,  Borough  of  Richmond. 


256-69-A 


257-69-A 


259-69-A 


260-69-A 


261-69-A 


258-69-A 
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340-69-A 

APPLICANT — Robert  0.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Clifford  and  Dorothy  Force. 

SUBJECT — Application  June  11,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 8742  25th  Avenue,  west  side, 
480  feet  south  of  Benson  Avenue,  Block  6878,  Lot  73, 
Borough  of  Brooklyn. 


493-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Rose  Diamond. 

SUBJECT — Application  August  26,  1969 — Appeal  for  Modi¬ 
fication  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 1504  Macombe  Road,  east  side, 
234  feet  south  of  Goble  Place,  Block  2865,  Lot  15,  Borough 
of  The  Bronx. 

M.  MILTON  GLASS,  Chairman 
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REGULAR  MEETING 

WEDNESDAY  MORNING,  APRIL  29,  1970,  10  A.M. 

Present:  Chairman  Glass,  Vice  Chairman  Becker, 
(Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

758-68-BZ 

APPLICANT— Sharf,  Hellenbrand  and  Tuohy  for  Long 
Island  Railroad  Company,  owner;  Pan-American  Van 
Lines,  Incorporated,  lessee. 

SUBJECT — Application  September  30,  1968 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  C8-1  and  R4  district,  in  conjunc¬ 
tion  with  the  construction  of  an  off-site  accessory  parking 
facility  for  a  moving  van  establishment,  the  expansion  in 
area  into  the  R4  district. 

PREMISES  AFFECTED— 88-16  Little  Neck  Parkway, 
west  side,  48.76  feet  north  of  Jamaica  Avenue,  Block  8668, 
Part  of  Lot  195,  Bellerose,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Edward  Sharf  and  Morton  S.  Cahn. 

For  Opposition:  Thomas  J.  Hayes,  Janet  R.  Gramlich, 
Ann  Leige,  Margaret  Wieting,  Leonard  Maggio,  Mildred 
Kolzeniowski,  Rose  Wengryn,  Assemblyman  Joseph 
Kunzeman,  Senator  Murray  Schwartz,  John  O’Donnell, 
Radolfo  S.  Scarnici,  William  Guarisio,  William  Friend, 
P.  Bagdan  and  others. 

ACTION  OF  BOARD— Laid  over  to  May  12,  1970,  at  10 
A.M.  for  decision ;  applicant  to  file  additional  information ; 
previously  inspected ;  hearing  closed. 


633-69-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Canarsie  Lots 
Corporation,  and  Ellar  Estates  Corporation,  owners. 

SUBJECT — Application  October  23,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-44, 
of  the  Zoning  Resolution,  to  permit  in  a  C2-1  and  R4 
district  in  conjunction  with  the  erection  of  a  two  story 
store  and  office  building,  the  reduction  in  the  number  of 
accessory  parking  spaces  and  the  extension  of  the  parking 
area  into  the  residence  district. 

PREMISES  AFFECTED— 9512  to  9514  Avenue  L,  south 
side,  82  ft.  8l/s  inches  east  of  95th  Street,  1423-1425  East 
95th  Street,  Block  8270,  Lot  38,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  June  9,  1970,  at  10 
A.M.  at  the  request  of  the  applicant.  Hearing  continued ; 
previously  inspected. 


27-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Annie  Futernick, 
owner. 

SUBJECT — Application  January  6,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  11-413  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  the  change  in 
occupancy  of  an  existing  one  story  building  previously 
before  the  Board  from  lumber  store,  lumber  yard  and 
storage  of  building  materials  to  a  motor  vehicle  repair 
shop,  touch-up  spraying  and  storage  and  rental  of  motor 
vehicles. 

PREMISES  AFFECTED— 109-20  Sutphin  Boulevard,  147- 
47  Glassboro  Avenue,  northwest  corner,  Block  11949,  Lot 
324,  Jamaica,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug  and  Richard  Kops. 
For  Opposition:  Thomasina  Nugent,  B.  C.  Heanvey, 
Elijah  Stewart,  Ernett  Wolliams,  Charles  H.  Dickin¬ 
son,  Ceceleous  Coleman  and  John  Coleman. 

ACTION  OF  BOARD — Laid  over  to  May  12,  1970,  at  10 
A.M.  for  decision;  applicant  to  file  additional  information; 
previously  inspected;  hearing  closed.. 


32-70-BZ 

APPLICANT — Barnett  Ross  for  Shell  Oil  Company,  owner. 

SUBJECT — Application  January  6,  1970,  decision  of  the 
Borough  Superintendent,  under  Section  73-ll(g)  of  the 
Zoning  Resolution,  to  permit  in  a  C2-3  district,  at  an 
existing  automotive  service  station  with  accessory  uses, 
the  erection  of  a  one  story  enlargement  and  the  rehabili¬ 
tation  of  the  accessory  building. 

PREMISES  AFFECTED — 2040-2060  White  Plains  Road, 
northeast  corner  of  Bronxdale  Avenue,  Block  4284,  Lot  5, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Barnett  Ross. 

For  Opposition:  Louis  Seitz. 

ACTION  OF  BOARD — Laid  over  to  May  12,  1970,  at 
10  A.M.  for  decision;  applicant  to  file  additional  informa¬ 
tion  ;  previously  inspected ;  hearing  closed. 


36-70-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  200  West  79th  Street  Company,  owner. 
SUBJECT — Application  January  13,  1970-decision  of  the 
Borough  Superintendent  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  C2-1  and  C2-7  district,  the  erec¬ 
tion  of  an  18  story  residential  and  store  building  that 
exceeds  the  permitted  floor  area  ratio  and  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room. 
PREMISES  AFFECTED — 380-394  Amsterdam  Avenue, 
200-204  West  79th  Street,  southwest  corner,  201-205  West 
78th  Street,  Block  1170,  Lots  29,  30,  32,  34,  35,  36,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum  and  Samuel 
Greenhul. 

For  Opposition :  Harry  S.  Geller,  Maurice  Kaslenbaum, 
Andrew  Wright,  Gilbert  Aviles,  Donna  Peacass  and 
M.  A.  Pludas. 

For  Administration:  Mark  Levine,  City  Planning 
Commission. 

ACTION  OF  BOARD — Laid  over  to  May  12,  1970,  at 
10  A.M.  for  decision;  Laid  over  at  the  request  of  the 
City  Planning  Department.  Hearing  continued.  Previ¬ 
ously  inspected. 


43-70-BZ 

APPLICANT — Frederick  Ketcher  for  H.  S.  Levy  and  Sons 
Incorporated,  owner. 

SUBJECT — Application  January  20,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Ml-1  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  three  story  and 
cellar  structure  to  be  occupied  as  a  machine  shop  and  food 
processing  establishment  that  will  exceed  the  permitted 
floor  area  ratio. 

PREMISES  AFFECTED — 34  Porter  Avenue,  west  side, 
50  feet  south  of  Grattan  Street,  Block  3009,  Lot  23,  Bor¬ 
ough  of  Brooklyn. 
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APPEARANCES— 

For  Applicant:  Frederick  A.  Ketcher. 

ACTION  OF  BOARD— Laid  over  to  May  5,  1970,  at  10 
A.M.  for  decision;  hearing  closed.  Applicant  to  revise 
drawings.  Previously  inspected. 


44-70-A 

APPLICANT — Frederick  A.  Ketcher  for  H.  S.  Levy  and 
Sons  Incorporated,  owner. 

SUBJECT — Application  January  20,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  design  and 
arrangement,  stairway,  passageway,  fire  doors  and  con¬ 
veyor. 

PREMISES  AFFECTED — 34  Porter  Avenue,  west  side, 
50  feet  south  of  Grattan  Street,  Block  3009,  Lot  23,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Frederick  A.  Ketcher. 

ACTION  OF  BOARD— Laid  over  to  May  5,  1970,  at  10 
A.  M.  for  decision ;  hearing  closed.  Applicant  to  revise 
drawings.  Previously  inspected. 


46-70-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Kal  Associates,  owner. 

SUBJECT — Application  January  21,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  R8,  R10  and  Cl-5  district,  on  a 
plot  with  a  4  story  building,  the  erection  of  a  37  story 
multiple  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  lot  area  per  room  and 
encroaches  on  the  minimum  distance  between  building. 

PREMISES  ^AFFECTED — 436  to  444  East  86th  Street, 
south  side,  75  feet  9  inches  west  of  York  Avenue,  1621  to 
1623  York  Avenue,  435  to  443  East  85th  Street,  Block 
1565,  Lots  17,  24,  25,  29,  30,  31  and  34,  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Samuel  Lindenbaum,  Philip  Bernbaum 
and  Elias  Kalimian. 

For  Opposition:  None. 

For  Administration:  H.  Zipser,  City  Planning  Commis¬ 
sion. 

ACTION  OF  BOARD— Laid  over  to  May  12,  1970,  at  10 
A.M.  for  continued  hearing;  City  Planning  Department 
to  submit  information;  applicant  to  confer  with  Depart¬ 
ment  of  Buildings  and  file  additional  information;  pre¬ 
viously  inspected. 

61-70-BZ 

APPLICANT — Kenneth  H.  Koons  for  Gelstone  Builders, 
Incorporated,  owner. 

SUBJECT — Application  January  27,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  construc¬ 
tion  and  maintenance  of  an  outdoor  automotive  sales  estab¬ 
lishment  for  a  temporary  term  of  years. 

PREMISES  AFFECTED— 2901  Golden  Avenue,  north¬ 
west  corner  of  Arnow  Avenue,  Block  4553,  Lots  1  and  5, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  K.  H.  Koons. 

For  Opposition:  Leo  Cavatorta,  Samuel  Casale,  Thomas 
Valerio,  Saul  Kaminsky  and  Laure  F.  Kaminsky. 

ACTION  OF  BOARD — Laid  over  to  May  19,  1970,  at 
10  A.M.  for  continued  hearing;  previously  inspected. 


95-70-BZ 

APPLICANT— Keith  M.  Scott  for  City  of  New  York, 
Department  of  Real  Estate,  owner. 

SUBJECT — Application  February  13,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R7-2  district,  the  erection 
of  a  three  story  and  basement  enlargement  to  a  multiple 
dwelling  that  encroaches  on  the  required  rear  yard  and 
creates  a  non-complying  outer  court. 

PREMISES  AFFECTED— 145  West  94th  Street,  north 
side,  335  feet  east  of  Amsterdam  Avenue,  Block  1225,  Lot 
114,  Borough  of  Manhattan. 

APPEARANCES— 

For  applicant:  Keith  M.  Scott,  Michelle  Kamhi  and 
William  C.  Hunter,  New  York  City  Department  of 
Rehabilitation. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  May  12,  1970,  at  10 
A.M.  for  decision ;  applicant  to  submit  revised  drawings  by 
May  8,  1970.  Hearing  closed;  previously  inspected. 


1091-67-BZ — Vol.  II 

APPLICANT — Leonard  F.  Rothkrug  for  Erich  Korn, 
owner;  Fred  M.  Velepec  Company,  Incorporated,  lessee. 
SUBJECT — Application  reopened  January  20,  1970 — as  Vol¬ 
ume  II — Decision  of  the  Borough  Superintendent,  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a 
Cl-2  district,  the  change  in  occupancy  of  a  custom  dress¬ 
making  shop  to  a  tool,  die  and  small  machine  shop. 
PREMISES  AFFECTED— 71-72  70th  Street,  west  side, 
115.71  feet  north  of  Myrtle  Avenue,  Block  3685,  Lot  46, 
Glendale,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug,  Fredric  Velepec, 
Robert  Cesarn,  Edward  A.  Klarick,  Eugene  R.  Mac- 
Queen  and  Howard  O’Leary. 

For  Opposition:  Henry  Reichert  and  Peter  Vaicels. 

For  Administration :  E.  Gross,  Dept,  of  Commerce. 
ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  . . .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
March  17,  1970,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  April  14,  1970;  then  to  April  29,  1970;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  19,  1969,  acting  on  Alt.  Applic.  1653/1969, 
reads : 

“1.  Proposed  change  of  use  from  clothes  pressing, 
dressmaking  shop  and  accessory  storage  (Use  Group  6) 
to  tool  and  die  and  small  machine  shop  (Use  Group  16 
in  a  Cl-2  within  an  R-5)  district  is  contrary  to  Section 
32-15  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso- 
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lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
a  Cl-2  district,  the  change  in  occupancy  of  custom  dress¬ 
making  shop  to  a  tool  die  and  small  machine  shop,  on  condi¬ 
tion  that  all  work  shall  substantially  conform  to  drawings 
filed  with  this  application  and  marked  “Received  December 
15,  1969,”  2  sheets,  “April  7,  1970,”  one  sheet,  and  “April  24, 
1970,”  one  sheet;  on  further  condition  that  the  hours  of  op¬ 
eration  of  these  premises  be  limited  to  those  between  8  A.M. 
and  6  P.M.,  Mondays  thru  Fridays;  that  all  laws,  rules  and 
regulations  applicable  shall  be  complied  with,  and  that  sub¬ 
stantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 


163-69-BZ 

APPLICANT — Albert  J.  Mario  for  Morris  Dweck  and 
Renee  Dweck,  owners. 

SUBJECT — Application  April  2,  1969 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
two  story  and  terrace  enlargement  to  a  one  family  dwell¬ 
ing  that  encroaches  on  the  required  front  and  side  yard. 
PREMISES  AFFECTED — 442  Quentin  Road,  southeast, 
corner  of  East  4th  Street,  Block  6661,  Lot  1,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Albert  Mario. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
April  14,  1970,  after  due  notice  by  publication  in  the  Bulletin ; 
laid  over  to  April  29,  1970;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  12,  1969,  acting  no  Alt.  Applic.  2719/1965, 
reads : 

“1.  In  an  R5  district,  the  proposed  extension  within 
the  required  10'  front  yard  along  East  4th  Street  is 
contrary  to  Section  23-45  Z.  R.  as  it  is  not  a  permitted 
obstruction  in  the  front  yards. 

2.  The  proposed  raised  terrace  within  the  required 
10'  front  yard  along  East  4th  Street  as  well  as  the  5'  side 
yard  is  contrary  to  Section  23-45  &  23-461  Z.  R.  as  it 
is  not  a  permitted  obstruction  in  front  or  side  yards. 

3.  The  closet  extending  into  the  required  front  yard 
along  E.  4th  St.  is  not  a  permitted  obstruction  and  is 
contrary  to  Section  23-45  Z.  R.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  a  terrace  is  a 
permitted  obstruction  within  the  intent  of  Section  23-44  of 
the  Zoning  Resolution;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R5 


district,  the  erection  of  a  two-story  and  terrace  enlargement 
to  a  one-family  dwelling  that  encroaches  on  the  required 
front  and  side  yards,  on  condition  that  all  work  shall  sub¬ 
stantially  conform  to  drawings  filed  with  this  application  and 
marked  “Received  April  2,  1969,”  8  sheets;  on  further  con¬ 
dition  that  the  brick  railing  shown  around  the  terrace  have 
at  least  fifty  percent  of  the  surface  area  open;  that  all  laws, 
rules  and  regulations  applicable  shall  be  complied  with,  and 
that  substantial  construction  be  completed  within  one  year 
from  the  date  of  this  resolution. 

665-69-BZ 

APPLICANT — M.  Martin  Elkind  for  Constantine  G.  Keffas, 
owner. 

SUBJECT — Application  November  13,  1969 — decision  of 
the  Borough  Superintendent,  under  Section  73-62  of  the 
Zoning  Resolution,  to  permit  in  a  Cl -3  district  the  erec¬ 
tion  of  a  one  story  enlargement  to  an  existing  building  three 
story  mixed  building  that  increases  the  degree  of  non- 
compliance  in  floor  area  ratio  and  the  lot  area  requirements. 
PREMISES  AFFECTED — 40.15  to  40.17  82nd  Street,  east 
side,  140  feet  south  of  Roosevelt  Avenue,  Block  1493,  Lots 
34,  33,  Jackson  Heights,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  M.  Elkind. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


TFIE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
April  14,  1970,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  April  29,  1970;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  14,  1969,  acting  on  Alt.  Applic.  No.  1327/1968, 
reads : 

“1.  The  maximum  floor  area  is  contrary  to  Sec. 
35-32  Z.  R. 

2.  The  required  lot  area  per  100  sq.  ft.  of  commer¬ 
cial  use  is  contrary  to  Sec.  35-411  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-62  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Section  73-62  of  the  Zoning  Resolution,  to  permit 
in  a  Cl-3  district,  the  erection  of  a  one-story  enlargement 
to  an  existing  three-story  mixed  building  that  increases  the 
degree  of  non-compliance  in  floor  area  ratio  and  lot  area 
requirements,  on  condition  that  all  work  shall  substantially 
conform  to  drawings  filed  with  this  application  and  marked 
“Received  November  13,  1969,”  5  sheets,  and  “March  3, 
1970,”  4  sheets ;  that  all  laws,  rules  and  regulations  applicable 
shall  be  complied  with,  and  that  substantial  construction  be 
completed  within  one  year  from  the  date  of  this  resolution. 


704-69-BZ 

APPLICANT — Harry  Soled  for  9th  Avenue  Fish  Market, 
Incorporated,  owner. 

SUBJECT — Application  December  8,  1969— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon- 
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ing  Resolution,  to  permit  in  an  R6  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  one  story  build¬ 
ing  and  the  change  in  occupancy  from  garage  to  a  whole¬ 
sale  establishment  and  warehouse. 

PREMISES  AFFECTED— 247  to  249  8th  Street,  north 
side,  327  feet  6  inches  wTest  of  5th  Avenue,  Block  998,  Lot 
57,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Harry  Soled  and  Anthony  F.  Savarist. 
For  Opposition :  Gerard  M.  Carey,  Rose  Pepe,  Rose  Bab- 
stock,  Charles  W.  Dennis,  Ethel  McAlevey,  Nancy 
Gatto,  Edward  M.  Fey,  Margaret  Burke,  Yolanda  Cana, 
Louise  Ramirez,  Joseph  Basile,  Richard  Babstock,  Dora 
Dinetti  and  many  others. 

ACTION  OF  BOAD — Application  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  . . .  0 


26-70-BZ 

APPLICANT — Roland  J.  Voisinet  for  Shell  Oil  Company, 
owner. 

SUBJECT— Application  December  31,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  11-411  and  11-412 
of  the  Zoning  Resolution,  to  permit  in  a  C2-4  district,  the 
erection  of  a  one  story  enlargement  to  an  existing  automo¬ 
tive  service  station  with  accessory  uses  previously  before 
the  Board  and  the  extension  of  the  term  of  variance. 
PREMISES  AFFECTED— 4467  to  4469  Broadway,  700  to 
706  West  192nd  Street,  southwest  corner,  Block  2180,  Lot 
513,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Barnett  Ross. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
April  14,  1970,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  April  29,  1970;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  23,  1969,  acting  on  Alt.  Applic.  1826/1969, 
reads : 

“C-l.  Proposed  addition,  and  extension  of  existing 
use,  of  gasoline  service  station,  lubritorium,  car  washing, 
minor  auto  repairs  with  hand  tools,  store  and  office  and 
public  parking  for  more  than  five  (5)  motor  vehicles 
is  not  permitted  in  a  C2-5  Zoning  District  as  per  Section 
32-25  of  Zoning  Resolution  and  also  is  contrary  to 
B.  S.  &  A.  Cal.  #13S7-27-BZ.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  11-412  of  the  Zoning  Reso¬ 
lution,  the  enlargement  of  the  present  building;  and 
Whereas,  the  Board  also  finds  that  this  is  an  appropriate 
case  in  which  to  permit  under  Section  11-413  of  the  Zoning 
Resolution,  the  change  in  use  of  the  present  building. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  permit  under  Section  11-412  of  the  Zoning  Resolu¬ 
tion,  and  Section  11-413  of  the  Zoning  Resolution,  in  a  C2-4 
district,  the  erection  of  a  one  story  enlargement  and  the 
reconstruction  of  an  existing  automotive  service  station  with 
accessory  uses  previously  before  the  Board,  and  the  exten- 
tion  of  the  term  of  variance  for  a  period  of  10  years,  on 
condition  that  all  work  shall  substantially  conform  to  draw¬ 
ings  filed  with  this  application  and  marked  “Received,  De¬ 
cember  31,  1969,”  three  sheets,  “March  9,  1970,”  two  sheets, 
and  “April  29,  1970,”  one  sheet;  on  further  condition  that 
there  be  no  signs  advertising  this  business  on  the  north  wall 
of  the  adjoining  building  to  the  south,  and  that  there  be  no 
temporary  signs  on  the  premises ;  that  a  copy  of  this  reso¬ 
lution  and  the  approved  plans  be  posted  permanently  in  the 
office  of  this  service  station ;  that  all  other  laws,  rules  and 
regulations  applicable  be  complied  with,  and  that  substantial 
construction  be  completed  within  one  year  from  the  date  of 
this  resolution. 


122-70-BZ 

APPLICANT — Reavis  and  McGrath  for  Teachers  College, 
owner. 

SUBJECT — Application  February  26,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  to  permit,  in  an  R8  district,  at  an  existing 
college,  the  erection  of  an  eleven  story  research  and  demon¬ 
stration  building  that  exceeds  the  permitted  lot  coverage. 
PREMISES  AFFECTED — 528  to  536  West  121st  Street, 
south  side,  99  feet  6  inches  east  of  Broadway,  Block  1975, 
Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Carl  E.  Kaplan. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
April  23,  1970,  after  due  notice  by  publication  in  the  Bul¬ 
letin  ;  laid  over  to  April  29,  1970 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  7,  1970,  and  Feb.  16,  1970  acting  on  N.  B. 
Applic.  76/1969,  reads: 

“7.  Comply  with  Section  24-11  of  the  Zoning  Reso¬ 
lution.  Proposed  Research  and  Demonstration  Facility 
exceeds  maximum  permitted  lot  coverage  for  corner  and 
interior  lot — (Block  1975,  Lot  one).” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning- 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  R8  district,  at  an  existing  college,  the  erection 
of  an  eleven-story  research  and  demonstration  building  that 
exceeds  the  permitted  lot  coverage,  on  condition  that  all  work 


371 


MINUTES 


i 


P 

*i  1 

I 

'l 


r 

i 

f 

! 

| 

il 

i 

i1 


i. 

« 


J: 


i, 

■ 

■ 


■» 

•i 

•i 


’i 

i 

i 

a 

-1 

il 

’ll 

>• 

» 

'U 

I 

j 

n 

«» 

i 


shall  substantially  conform  to  drawings  filed  with  this  appli¬ 
cation  and  marked  “Received  February  27,  1970,”  15  sheets, 
“March  3,  1970,”  4  sheets,  and  “April  24,  1970,”  2  sheets  of 
Zoning  Computations;  that  all  laws,  rules  and  regulations 
applicable  shall  be  complied  with,  and  that  substantial  con¬ 
struction  be  completed  within  two  years  from  the  date  of 
this  resolution. 

Adjourned:  1:00  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

WEDNESDAY  AFTERNOON,  APRIL  29,  1970,  2  P.M. 

Present :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

211-53-SA 

APPLICANT — Speed  Queen,  a  Division  of  McGraw-Edi- 
son  Company,  owner. 

APPEARANCES— 

For  Applicant :  D.  Eckstein. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
211-53-SA — Amendment  to  resolution  as  to  additional  models 
of  automatic  washers. 

Speed  Queen,  A  Division  of  McGraw-Edison  Company, 
Ripon,  Wisconsin,  requested  that  the  resolution  adopted 
November  4,  1953  as  amended  through  February  11,  1969 
under  Calendar  Number  211-53-SA  be  reopened  and  amended 
so  as  to  include  additional  models  of  automatic  washers. 
PROPOSED  USE:  Clothes  washers. 

DESCRIPTION :  There  has  been  no  change  in  the  water 
supply  or  discharge  system.  The  only  change  is  in  styling 
and  timing  of  the  various  cycles. 

The  requested  Models  are  as  follows:  MA69F,  DA9041, 
DA9043,  DA6110,  DA6112,  DA6100,  DA6102,  DA3130, 
DA3131,  DA3120,  DA3121,  DA3110,  DA2111,  DA3100, 
DA3101,  DA3081,  DA3070,  DA3071,  MA244,  MA244F. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  4,  1953  as 
amended  through  February  11,  1969  under  Calendar  Number 
211-53-SA  be  reopened  and  amended  so  as  to  include  the 
additional  clothes  washers  as  herein  described,  on  condition 
that  the  requirements  of  the  resolution  adopted  November  4, 
1953  as  amended  through  February  11,  1969  under  Calendar 
Number  211-53-SA  be  complied  with. 

(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


717-62-SA 

APPLICANT — Speed  Queen,  a  Division  of  McGraw-Edison 
Company,  owner. 

APPEARANCES— 

For  Applicant:  D.  Eckstein. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
717-62-SA — Amendment  to  resolution  as  to  additional  models 
of  automatic  washers. 

Speed  Queen,  A  Division  of  McGraw-Edison  Company, 
Ripon,  Wisconsin,  requested  that  the  resolution  adopted  June 
16,  1964  as  amended  through  September  19,  1967  under  Cal¬ 
endar  Number  717-62-SA  be  reopened  and  amended  so  as  to 
include  additional  models  of  washing  machines. 
PROPOSED  USE:  Clothes  washing  machine. 
DESCRIPTION:  The  requested  Models  CL8760,  CL8761, 
CL8762,  CL 8763,  CL8770,  CL8771,  CL8772,  CL8773  are 
basically  the  same  as  the  presently  approved  Models  256  and 
257,  differing  only  as  to  enlarging  the  cabinet  and  the  use 
of  a  reversible  motor.  There  has  been  no  change  in  the  water 
supply  feature  of  the  machine. 

INSPECTION  AND  TEST :  The  requested  models  have 
been  approved  by  the  Underwriters  Laboratories. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  16,  1964  as  amended 
through  September  19,  1967  under  Calendar  Number  717- 
62-SA  be  reopened  and  amended  so  as  to  include  the  addi¬ 
tional  models  of  automatic  clothes  washers,  as  herein  de¬ 
scribed,  on  condition  that  the  requirements  of  P104.12  Build¬ 
ing  Code  of  the  City  of  New  York  be  complied  with  and 
further  that  all  other  requirements  of  the  resolution  adopted 
June  16,  1964  as  amended  through  September  19,  1967  under 
Calendar  Number  717-62-SA  be  complied  with. 

The  Committee  further  recommends  that  in  lieu  of  the 
requirement  of  a  report  from  an  independent  testing  labora¬ 
tory  be  filed  annually  that : 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause 
for  revocation  of  approval. 

(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

578-63-SM 

APPLICANT — Johns-Manville  Sales  Corp.,  Building 

Products  Division,  owner. 

APPEARANCES— 

For  Applicant :  None. 
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MINUTES 


ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recommen¬ 
dation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
578-63-SM — Amendment  to  resolution  as  to  additional  trade 
names  and  additional  acoustical  tile. 

John-Manville  Sales  Corporation,  Building  Products  Di¬ 
vision,  New  York,  requested  that  the  resolution  adopted 
December  3,  1963  as  amended  through  July  5,  1967  under 
Calendar  Number  578-63-SM  be  reopened  and  amended  so 
as  to  include  additional  acoustical  tile  and  permission  to 
market  under  additional  trade  names. 

PROPOSED  USE:  Incombustible  acoustical  tiles. 
DESCRIPTION :  The  requested  tiles  Spintone  360  Panel, 
Spintone  70  Panels  and  Spintone  CDF  Panels  are  the  same 
as  the  presently  approved  tiles,  differing  only  as  to  face 
pattern. 

The  applicant  further  requests  that  the  approved  material 
Spintone  be  marketed  by  Owen’s-Corning  under  the  trade 
name  of  Mineral  Wool  Fiber  Tile  and  Panels. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  3,  1963  as 
amended  through  July  5,  1967  under  Calendar  Number  578- 
63-SM  be  reopened  and  amended  so  as  to  include  the  addi¬ 
tional  tile  as  herein  described  and  also  to  permit  the  approved 
material  Spintone  to  be  marketed  by  Owen’s-Corning  under 
the  trade  name  of  Mineral  Wool  Fiber  Tile  and  Panels,  on 
condition  that  the  requirements  of  the  resolution  adopted 
December  3,  1963  as  amended  through  July  5,  1967  under 
Calendar  Number  578-63-SM.  The  Committee  further 
recommends  that  in  lieu  of  a  report  from  an  independent 
testing  laboratory  being  filed  annually  with  the  Board ; 
a  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval,  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval,  will  be  accepted. 

(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

771-65-SA 

APPLICANT — Dunham-Bush,  Inc.,  Space  Conditioning 
Division,  owner. 

APPEARANCES— 

For  Applicant:  Stephen  W.  Reichert. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recommen¬ 
dation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
771-65-SA — Amendment  to  resolution  as  to  additional  burn¬ 
ers  and  change  of  corporate  name. 

Dunham-Bush,  Inc.,  Space  Conditioning  Division,  Harris¬ 
onburg,  Virginia,  requested  that  the  resolution  adopted  June 
21,  1966  as  amended  July  5,  1967  under  Calendar  Number 
771-65-SA  be  reopened  and  amended  so  as  to  include  addi¬ 
tional  oil  burners. 

PROPOSED  USE:  Oil  burner. 

DESCRIPTION :  The  requested  models  are  basically  the 
same  as  the  presently  approved  models  differing  only  as  to 
capacity.  The  requested  models  are  designated  as  follows : 


Models 

Rating  G.P.H. 

BTU/Hr. 

AO-  4.2 

30 

4,200,000 

AO-  4.5 

30 

4,500,000 

AO-  6.3 

45 

6,300,000 

AO-  9.8 

70 

9,800,000 

AO-15 

100 

15,000,000 

AO-22.5 

150 

22,500,000 

INSPECTION  AND  TEST:  All  the  requested  models 
have  been  approved  by  the  Underwriters’  Laboratories. 

The  applicant  has  also  submitted  a  copy  of  an  Article  of 
Merger  of  Space  Conditioning,  Inc.  into  Dunham-Bush,  Inc. 
and  the  new  owner-manufacturer  is  now  known  as  Dunham- 
Bush,  Inc.,  Space  Conditioning  Division. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  21,  1966  as  amended 
July  5,  1967  under  Calendar  Number  771-65-SA  be  reopened 
and  amended  so  as  to  include  the  additional  burners  as  herein 
described,  and  new  owner-manufacturer  being  known  as 
Dunham-Bush,  Inc.,  Space  Conditioning  Division  on  condi¬ 
tion  that  the  burners  be  installed  in  accordance  with  the  re¬ 
quirements  of  Articles  14  and  15  Building  Code  of  the  City 
of  New  York  and  all  other  requirements  of  the  resolution 
adopted  June  21,  1966  as  amended  July  5,  1967  under  Calen¬ 
dar  Number  771-65-SA  are  complied  with. 

The  Committee  further  recommends  that  in  lieu  of  a  report 
from  an  independent  testing  laboratory  being  submitted  an¬ 
nually  a  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

34-66-SM 

APPLICANT — United  States  Gypsum  Company,  owner. 
APPEARANCES— 

For  Applicant:  Dan  G.  Kottke. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recommen¬ 
dation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 
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THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
34-66-SM — Amendment  to  resolution  as  to  additional  fire 
resistive  movable  partition. 

United  States  Gypsum  Company,  New  York,  requested 
that  the  resolution  adopted  July  2,  1968  under  Calendar 
Number  34-66-SM  be  reopened  and  amended  so  as  to  include 
an  additional  fire  resistive  movable  partition. 

PROPOSED  USE:  Incombustible  one-hour  fire-resistive 
non-load  bearing  movable  partition. 

DESCRIPTION :  The  system  is  a  flush  panel  type,  ap¬ 
proximately  3%"  in  thickness.  The  panels  are  one  layer  of 
either  2'-0"  or  2'-6"  in  width  and  V\"  in  thickness  gypsum 
panels  having  1/16"  x  J4"  saw  kerf  centered  on  each  edge 
to  engage  the  flanges  of  H  studs.  The  studs  are  the  same  as 
used  in  the  presently  approved  system. 

The  construction  of  the  system  is  the  same  as  the  presently 
approved  system  except  that  the  Thermafiber  incombustible 
mineral  wool  insulating  batts  and  the  steel  bridging  are 
eliminated. 

INSPECTION  AND  TEST:  Two  partitions  as  shown  on 
Fig.  I  as  contained  in  report  of  test,  one  constructed  of  2'-0" 
panels  and  the  other  of  2'-6"  panels  were  tested  in  accordance 
with  the  requirements  of  RS5-2  Building  Code  of  the  City 
of  New  York  at  Berkeley,  California,  and  both  panels  suc¬ 
cessfully  met  the  fire  and  hose  stream  tests  for  a  one-hour 
fire  resistive  non-load  bearing  partition.  The  complete  re¬ 
ports  of  the  tests  as  conducted  by  R.  E.  Davis,  Consulting 
Engr.  is  on  file  with  the  record. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  2,  1968  under  Calen¬ 
dar  Number  34-66-SM  be  reopened  and  amended  so  as  to 
include  the  additional  incombustible  one-hour  fire  resistive 
non-load  bearing  movable  partition  as  herein  described,  on 
condition  that  the  requirements  of  the  resolution  adopted 
July  2,  1968  under  Calendar  Number  34-66-SM  be  complied 
with. 

(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


359-67-SM 

APPLICANT — Fastway  Fasteners,  Inc.,  owner. 
APPEARANCES— 

For  Applicant :  Richard  S.  Holbrook. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
359-67-SM — Amendment  to  resolution  as  to  additional  chan¬ 
nel  clip. 

Fastway  Fasteners,  Inc.,  Lorain,  Ohio,  requested  that  the 
resolution  of  October  1,  1968  under  Calendar  Number  359- 
67-SM  be  reopened  and  amended  so  as  to  include  an  addi¬ 
tional  channel  clip. 

PROPOSED  USE:  Fastener  for  suspended  ceiling  grid 
systems  and  lathers  channels. 


DESCRIPTION :  The  clip  is  designated  as  F.  L.  C.  and  is 
fabricated  from  heat  treated  spring  steel  conforming  to  SAE 
grade  1055  and  finished  with  black  phosphate.  Dimensioned 
detail  drawings  of  the  clip  are  on  file  with  the  record. 
INSPECTION  AND  TEST :  The  applicant  has  submitted 
a  report  of  tests  conducted  by  Pittsburgh  Testing  Labora¬ 
tory.  Tests  were  conducted  on  various  diameter  of  hanger 
rods ;  3/16",  Ya"  and  Y&"  and  the  minimum  load  failure  was 
875  lbs. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  1,  1968  under 
Calendar  Number  359-67-SM  be  reopened  and  amended  so 
as  to  include  the  additional  clip  as  herein  described  with  a 
maximum  static  load  of  200  lbs.,  on  condition  that  the  re¬ 
quirements  of  the  resolution  adopted  October  1,  1968  under 
Calendar  Number  359-67-SM  be  complied  with. 

(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 
John  A.  Darts, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

712-67-SM 

APPLICANT — National  Gypsum  Company,  owner. 
APPEARANCES— 

For  Applicant:  John  K.  Hovind. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
712-67-SM — Amendment  to  resolution  as  to  change  of  trade 
name. 

National  Gypsum  Company,  Buffalo,  N.  Y.,  requested  that 
the  resolution  adopted  April  30,  1968  under  Calendar  Num¬ 
ber  712-67-SM  be  reopened  and  amended  so  as  to  show  a 
change  in  trade  name  of  the  gypsum  wallboard. 

PROPOSED  USE:  Component  part  of  a  three-hour  fire 
resistive  protection  for  structural  steel  columns. 
DESCRIPTION :  There  has  been  no  change  in  the 

formulation  of  the  gypsum  board  nor  in  the  method  of  as¬ 
sembly  to  achieve  the  three-hour  fire  resistive  rating. 

The  request  is  to  show  a  change  in  name  of  the  board 
from  Yi"  Gold  Bond  Fire-Shield  (Type  X)  Gypsum  Wall- 
board  to  Gold  Bond  Yz'  Super-X  Fire  Shield  Gypsum  Wall- 
board. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  April  30,  1968  under 
Calendar  Number  712-67-SM  be  reopened  and  amended  so 
ias  to  show  a  change  in  trade  name  of  the  gypsum  wallboard 
as  herein  described,  on  condition  that  the  requirements  of 
the  resolution  adopted  April  30,  1968  under  Calendar  Num¬ 
ber  712-67-SM  be  complied  with. 

(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


MINUTES 


638-68-SA 

APPLICANT — Reginald  S.  Martyn  for  The  Hobart  Manu¬ 
facturing  Company,  owner. 

APPEARANCES— 

For  Applicant :  R.  S.  Martyn. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
638-68-SA — The  Hobart  Manufacturing  Company,  Troy, 
Ohio,  filed  for  approval  of  the  Kitchen  Aid  Dishwasher, 
KD  Series,  with  various  suffixes  and  numbers  under  the 
provisions  of  the  Submerged  Inlet  Rules  of  the  Board. 
PROPOSED  USE:  Automatic  household  dishwasher. 
DESCRIPTION :  The  various  models  all  have  the  same 
wash,  pump  and  dry  system  and  differ  only  as  to  styling, 
trim  and  refinements  of  time  cycling. 

The  water  supply  system  maintains  the  same  air  gap  as 
was  approved  by  the  Board  for  dishwashers  as  manufactured 
by  the  same  applicant  under  Calendar  Number  555-49-SA. 
INSPECTION  AND  TEST :  The  appliance  has  been  ap¬ 
proved  by  the  Underwriters’  Laboratories. 
RECOMMENDATION :  Although  the  applicant  filed  un¬ 
der  the  provisions  of  the  Submerged  Inlet  Rules  of  the 
Board,  the  Committee  on  Test  recommends  the  approval  of 
the  Kitchen  Aid  Dishwasher,  Models  KDC-56,  KDSS-16, 
KDS-16,  KDI-16,  KDC-16,  KDS-36,  KDI-35,  KDC-36, 
KDS-56,  KDI-S6,  under  the  provisions  of  C26-107.2  Build¬ 
ing  Code  of  the  City  of  New  York  when  installed  in  accord¬ 
ance  with  the  requirements  of  P104.ll  of  the  Building  Code 
of  the  City  of  New  York.  Each  appliance  shall  bear  a  label, 
permanently  affixed,  reading  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  638-68-SA”. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


949-68-SM 

APPLICANT — F.  J.  Rarig  for  Rohm  and  Haas  Company, 
owner. 

APPEARANCES— 

For  Applicant:  Wm.  Jamouneau. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 


THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
949-68-SM — Rohm  and  Haas  Company,  Philadelphia,  Penna., 
filed  for  approval  of  the  material  known  as  Kydex  5000  un¬ 
der  the  provisions  of  the  Veneering  Rules  of  the  Board. 
PROPOSED  USE:  Exterior  veneer  or  trim  (plastic). 
DESCRIPTION :  The  material  is  a  PVC-Acrylic  thermo- 
formable  sheet  with  an  all-acrylic  surface.  The  sheet  ranges 
in  thickness  from  %  to  l/\  inch  and  the  acrylic  surface  sheet 
is  0.003  inches  in  thickness. 

INSPECTION  AND  TEST :  The  applicant  has  submit¬ 
ted  a  report  of  test  conducted  by  Southwest  Research  Insti¬ 
tute  which  shows  that  the  flame-spread  rating  ranges  from 
18  for  the  thinnest  material  to  23  for  the  J4  inch  material. 
The  report  also  states  that  there  was  ignition.  Therefore 
the  material  shall  be  classified  as  combustible. 
RECOMMENDATION :  Although  the  applicant  filed 

under  the  provisions  of  the  Veneering  Rules  of  the  Board, 
the  Committee  on  Test  recommends  the  approval  of  the 
material  Kydex  5000  for  use  in  New  York  City  under  the 
provisions  of  C26-503.5.a  Building  Code  of  the  City  of  New 
York,  on  condition  that  each  sheet  be  labeled  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  949-68-SM”. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  the 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

8-69-SM 

APPLICANT — James  E.  Vassalotti  for  Bil-Jax,  Inc., 
owner. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti,  Wilbur  M.  Wyse 
and  H.  Deluca. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
8-69-SM — Bil-Jax,  Inc.,  Archbold,  Ohio,  filed  for  approval 
of  the  Bil-Jax  Open  Type  Scaffold  End  Frames,  Leveling 
Jack  and  Braces  under  the  provisions  of  Rule  7.5.18  of  the 
Rules  of  the  Board  (Calendar  Number  784-41 -SR). 

On  September  16,  1969  the  Board  adopted  a  resolution 
which  stated  in  part  that  this  material  be  referred  to  the 
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Commissioner  of  Buildings  for  acceptance.  The  Depart¬ 
ment  of  Buildings  remanded  the  applicant  to  the  Board  stat¬ 
ing  that  the  application  could  not  be  accepted  by  the  Depart¬ 
ment  of  Buildings. 

PROPOSED  USE:  Steel  scaffold  for  light  duty  use  as 
defined  Rule  1.24.7  of  the  Rules  of  the  Board  (Calendar 
Number  784-41-SR). 

DESCRIPTION :  The  bottom  lift  of  the  scaffold  is  put 
into  place  by  joining  several  end  frames  together  with  di¬ 
agonal  X-braces.  Pins  are  inserted  into  the  tops  of  the  tubu¬ 
lar  legs  of  the  bottom  frames.  Then  the  second  lift  of  end 
frames  are  slipped  into  place  over  the  pins  and  braced  to¬ 
gether.  Succeeding  lifts  of  scaffold  are  erected  in  the  same 
manner.  Braces  are  locked  to  studs  on  the  frame  with  wing 
nuts  or  slide  and  lock  rivet  combinations.  The  top  section 
is  fitted  with  railings,  toe  boards  and  scaffold  plank.  Sills 
at  the  base  of  the  scaffold  and  ties  to  the  adjacent  building 
structure  are  provided. 

One  frame  consists  of  a  horizontal  beam  supported  at  each 
end  by  a  leg.  The  beam  is  built  up  of  two  parallel  tubular 
sections  placed  one  over  the  other  and  held  4$4"  apart  by 
vertical  separators.  The  tubes  are  \Y"  diameter  x  0.090" 
thick.  Each  leg  is  built  up  of  two  parallel  tubular  sections 
held  6"  apart  by  horizontal  separators  until  they  merge  near 
the  base.  The  inner  tube  is  \Y\"  diameter;  the  outer  tube 
is  1.69"  diameter  x  0.095"  thick.  Each  leg  bears  on  a  stem 
and  base  plate  combination  or  adjustable  leveling  jack  and 
base  plate  combination.  X-Bracing  used  between  frames  is 
made  of  one  inch  diameter  tube  x  0.076"  thick. 

Republic  Steel  Tube,  C-1050,  having  a  yield  strength  of 
50,000  psi  min.  and  an  ultimate  strength  of  75,000  psi  is  used. 
Members  are  notched  to  fit  and  joined  with  electric  arc 
welds  conforming  to  AWS  standards.  Frames  are  dip 
painted  with  Glidden  yellow  enamel. 

INSPECTION  AND  TEST :  A  rectangular  scaffold  tower 
assembly  constructed  of  two  braced  bents  ten  feet  apart  and 
20'-2"  high  was  tested.  Each  bent  consisted  of  three  lifts 
of  frames  each  5'-0"  wide  x  6'-5"  high,  supported  on  leveling 
jacks.  The  bents  were  X-braced  to  one  another  at  each  tier. 
A  load  of  28,200  lbs.  was  sustained  without  failure.  Charles 
J.  Wilkins,  P.E.  of  Applied  Research  Laboratories,  Hialeah, 
Florida,  witnessed  the  test.  The  report  is  on  file  and  is  part 
of  the  record. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  approval  of  the  material  known  as  Bil-Jax  Open  Type 
Scaffold  End  Frames,  Leveling  Jack  and  Braces  for  use  as  a 
Light  Duty  Scaffold  in  New  York  City  under  the  provisions 
of  Rule  7.5.18  of  the  Rules  of  the  Board  (Calendar  Number 
784-41-SR),  on  condition  that  the  maximum  spacing  be¬ 
tween  bents  not  exceed  lO'-O",  the  maximum  height  above 
base  plates  not  exceed  90'-0",  the  maximum  live  load  on  one 
level  or  divided  between  various  levels  not  exceed  25  psi 
and  that  signs  stating  this  maximum  live  load  shall  be  posted 
conspicuously  every  50  feet  along  the  planked  platform  levels, 
the  scaffold  shall  be  securely  anchored  to  the  building  every 
two  stories  or  25'  maximum  vertically  and  25'  horizontally, 
the  design,  erection  and  maintenance  shall  be  under  the 
responsible  supervision  of  a  representative  of  the  scaffold 
owner-manufacturer. 

Plans  for  each  installation  shall  be  filed  with  the  Depart¬ 
ment  of  Buildings.  Foundation  design  and  the  effect  of 
anchoring  to  the  structure  shall  be  subject  to  their  approval. 
Each  frame,  brace  and  accessory  shall  bear  a  label,  per¬ 
manently  affixed,  reading  “Approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  8-69-SM”. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval.  Failure  to  notify  the  Board  of  change  of 


ownership,  change  of  address  or  to  submit  the  annual  affi¬ 
davit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Ira  Kalis h,  P.E., 

Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

48-69-SA 

APPLICANT — U.  S.  Expansion  Bolt  Company,  owner. 
APPEARANCES— 

For  Applicant:  Gene  Tornatore  and  A.  Esposito. 
ACTION  OF  BOARD — Applicance  approved  in  accord¬ 
ance  with  the  report  and  recommendation  of  Committee 
on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
48-69-SA — U.  S.  Expansion  Bolt  Company,  York,  Penna., 
filed  for  approval  of  the  appliance  known  as  U.  S.  Expansion 
Bolt  Co.  Explosive  Actuated  Tool  and  Fastening  System, 
Model  UTI,  under  the  provisions  of  C26-1910.0  Building 
Code  of  the  City  of  New  York. 

PURPOSE  :  Powder  actuated  tool. 

DESCRIPTION :  The  tool  utilizes  a  .22  caliber  explosive 
charge  and  the  heaviest  charge  which  will  chamber  in  the 
tool  is  the  purple  charge  colored  in  accordance  with  Code 
Rule  40. 

In  operation,  the  charge  is  dropped  into  the  bore  through 
the  muzzle  end,  with  the  rim  up  and  the  crimped  end  down. 
The  drive  pin  is  then  inserted  head  down  (the  point  of 
the  pin  should  not  project  more  than  %  inch  out  of  the 
nozzle).  When  the  tool  is  ready  for  firing  the  tool  is  placed 
perpendicular  to  the  work  surface.  The  tool  is  struck 
once  with  a  2  lb.  hammer  to  seat  the  fastener  against  the 
load  and  a  second  time  to  cause  firing.  To  expel  the  spent 
cartridge,  the  muzzle  of  the  tool  is  held  down  whereupon 
the  casing  will  drop  out. 

INSPECTION  AND  TEST :  The  applicant  has  submitted 
a  report  from  P.  E.  Associates,  Hamden,  Conn.,  stating 
that  this  tool  complies  with  USASIA  10.3.1966.  The  tool 
has  been  approved  by  the  State  Board  of  Standards  and 
Appeals. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  U.  S. 
Expansion  Bolt  Co.  Explosive  Actuated  Tool  and  Fastening 
System,  Model  UTI,  under  the  provisions  of  C26-1910.1, 
C26-1910.2,  C26-1910.3  and  RS19-1  Building  Code  of  the 
City  of  New  York,  on  condition  that  each  tool  bear  a  label, 
permanently  affixed,  reading  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  48-69-SA”. 

(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 
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395-69-SA 

APPLICANT — Mark  Indicator  Company,  Incorporated 
for  SI  Handling  Systems,  Incorporated,  owner. 

APPEARANCES— 

For  Applicant:  M.  P.  Visceglia. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
395-69-SA — Mark  Indicator  Company,  Inc.,  a  subsidiary  of 
SI  Handling  Systems,  Easton,  Penna.,  filed  for  approval  of 
the  Mark  V  Warning  Indicator  system  and  the  Mark  X 
Boom  Angle  Alarm  system  under  the  provisions  of  Sec¬ 
tion  666,  Paragraphs  three  and  four  of  the  New  York  City 
Charter  and  RS-19  of  the  Building  Code. 

PROPOSED  USE:  The  system  is  used  to  warn  the  op¬ 
erator  of  conventional  and  hydraulic  cranes  of  unsafe 
boom  angles  that  might  cause  overturning  movements  or 
structural  failure. 

DESCRIPTION :  For  conventional  cranes  the  system  con¬ 
sists  of  a  boom  angle  switchbox  (Mark  V)  and  visual 
angle  indicator  mounted  on  the  crane  boom,  plus  an  opera¬ 
tor’s  signal  box  mounted  in  the  crane  cab. 

The  Boom  Angle  switchbox  (Mark  V)  contains  two 
mercury  switches  of  the  glass  tube  type,  wired  in  parallel 
with  each  having  an  independent  setting  capability;  one  as 
a  “Boom-Up”  angle  adjustment  and  the  other  A  “Boom- 
Down”  adjustment.  These  switches  will  complete  an  elec¬ 
tric  circuit  when  either  present  boom  angle  (up  or  down) 
is  reached  by  the  crane  boom.  Upon  completion  of  the 
circuit  the  visible  and  audible  signals  will  actuate  simul¬ 
taneously. 

The  audible  sign  is  a  warning  horn  or  buzzer  in  the 
Operator’s  Signal  box  and  the  visible  signal  is  a  red  light 
in  the  same  box.  The  gravity  type  boom  angle  indicator 
on  the  boom  has  a  pointer  that  indicates  the  boom  angle. 

For  hydraulic  cranes  the  system  consists  of  a  boom  angle 
switch  box  similar  to  the  (Mark  V)  that  is  used  for  con¬ 
ventional  cranes  plus  a  battery  case,  a  direct  view  boom 
angle  indicator  and  a  red  warning  lamp  and  horn.  The 
setting  for  “Boom-Up”  and  “Boom-Down”  limits  is  the 
same  as  that  of  the  conventional  boom.  However,  instead 
of  having  an  operator’s  signal  box  the  red  light  warning 
is  placed  on  the  direct  view  boom  angle  indicator.  The 
audible  horn  signal  sounds  at  the  same  time. 

The  Mark  X  boom  angle  switchbox  differs  from  the  Mark 
V  boom  angle  switchbox  in  that  the  face  plate  does  not 
contain  a  night  light  and  the  numerals  on  the  plate  have 
been  changed  so  that  they  may  be  read  by  the  operator. 

Prior  to  operating  cranes,  “Boom-Up”  and  “Boom-Down” 
limits  are  set  on  the  Mark  V  boom  angle  switchbox. 

INSPECTION  AND  TEST:  Drawings: 

17. 02. 0059- A  (Mark  V  Switch  Box) 

17.02.0060-A  (Wiring  Diagram  Mark  V  Switch  Box) 
17.02.0061-A  (Mark  V  Operator’s  Switch  Box) 
17.02.0058- A  (Mark  X  Switch  Box  which  is  the  same  as 
Mark  V  Switch  Box) 

17.02.0062-A  (Internal  Wiring  Diagram  for  Mark  X 
operation)  were  examined  at  the  offices  of  the  Board. 

The  N.  Y.  State  Board  of  Standards  and  Appeals  ap¬ 
proved  the  Mark  V  system  under  Calendar  Number  4658 
and  the  Mark  X  system  under  Calendar  Number  4991. 

A  field  test  on  both  systems  on  various  makes  of  cranes 
was  conducted  at  the  Gull  Contracting  Company  yard, 


Flushing,  New  York,  by  Commissioner  William  A.  Nolan 
and  they  were  found  to  be  satisfactory. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Mark  V  Warning  Indicator  System 
for  use  on  conventional  cranes  and  the  Mark  X  Boom  Angle 
Alarm  system  for  use  on  hydraulic  cranes  in  New  York 
City. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  con¬ 
trols  of  the  product  manufactured,  shall  be  filed  annually 
with  this  Board,  certifying  that  such  materials,  processes 
and  controls  are  being  maintained  as  were  in  effect  at  the 
time  of  this  approval.  Failure  to  notify  the  Board  of  change 
of  ownership,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  William  A.  Nolan, 
Commissioner, 

Ira  Kalish, 

Deputy  Director, 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


547-69-SM 

APPLICANT — Original  Reproductions,  Incorporated, 

owner. 

APPEARANCES— 

For  Applicant:  Louis  Farber. 

ACTION  OF  BOARD- — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
547-69-SM — Original  Reproductions,  Inc.,  New  York  City, 
filed  for  approval  of  the  material  known  as  Vinyl  Phos¬ 
phorescent  Exit  Sign  under  the  provisions  of  C26-279.0 
Administrative  Building  Code. 

PROPOSED  USE:  Supplemental  exit  sign. 
DESCRIPTION:  The  word  “Exit”  is  silk-screened  onto  a 
phosphorescent  vinyl  film.  The  phosphorescent  material  has 
been  approved  by  the  Board  for  the  same  applicant  under 
Calendar  Number  646-68-SM. 

INSPECTION  AND  TEST :  As  the  material  has  been 
approved  under  Calendar  Number  646-68-SM  the  only  test 
required  was  the  visibility  test  and  the  sign  successfully  met 
this  test  as  it  remained  visible  at  a  distance  of  lOO'-O"  after 
remaining  in  darkness  for  a  period  of  8  hours.  The  complete 
test  report  of  United  States  Testing  Company,  Inc.  is  on 
file  with  the  record. 

RECOMMENDATION :  Although  the  applicant  filed  under 
the  provisions  of  C26-279.0  Administrative  Building  Code, 
the  Committee  on  Test  recommends  the  approval  of  the 
Original  Reproductions  Vinyl  Phosphorescent  Exit  Sign 
under  the  provisions  of  C26-106.2  Building  Code  of  the  City 
of  New  York  for  use  as  a  supplemental  exit  sign  under  the 
provisions  of  C26-606.0  and  C26-607.0  Building  Code  of  the 
City  of  New  York.  Each  sign  shall  be  labeled  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  547-69-SM”. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
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this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval.  Failure  to  notify  the  Board  of  change  of 
ownership,  change  of  address  or  to  submit  the  annual  affi¬ 
davit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

137-70-SM 

APPLICANT — John  K.  Hovind  for  National  Gypsum 
Company,  owner. 

APPEARANCES— 

For  Applicant:  John  K.  Hovind. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
137-70-SM — National  Gypsum  Company,  Buffalo,  N.  Y., 
filed  for  approval  of  the  Gold  Bond  Woodrock  Siding,  one- 
hour  Partition,  under  the  provisions  of  C26-501.1,  C26-503.0 
and  RS5  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  Exterior  wood  stud  load-bearing  one- 
hour  fire  resistive  wall  assembly. 

DESCRIPTION :  The  wall  consists  of  nominal  2"  x  4"  wood 
studs  spaced  16"  on  centers  and  faced  on  the  inner  surface 
with  Gold  Bond  Fire  Shield  Gypsum  Wallboard  (ap¬ 
proved  under  Calendar  Number  439-52-SM)  attached  with 
6d  nails  spaced  7"  on  center  to  all  studs.  The  other  face  or 
surface  is  then  covered  with  J/2"  Gold  Bond  Regular  Gypsum 
Sheathing  (approved  under  Calendar  Number  709-39-SM) 
attached  with  1  /"  roofing  nails  spaced  8"  on  centers  to  all 
studs.  The  gypsum  sheathing  is  then  covered  with  either 
Y%"  Gold  Bond  Woodrock  Clapboard  Siding  (an  incombusti¬ 
ble  siding,  6"  to  12"  wide,  approved  by  the  Board  under 
Calendar  Number  1072-64-SM)  attached  with  8d  galvanized 
siding  nails  with  a  single  nail  placed  near  the  lower  edge  of 
the  siding  at  each  joist;  or  the  exterior  facing  may  be  Y% 
Gold  Bond  Woodrock  Panel  Siding  4'-0"  wide  (approved 
by  the  Board  under  Calendar  Number  1072-64-SM)  applied 
vertically  and  attached  with  6d  galvanized  nails  spaced  4" 
on  centers  around  the  perimeter  and  12"  on  centers  into  the 
intermediate  studs.  The  vertical  panel  joints  are  covered 
with  Yz  x  1 H"  wide  Gold  Bond  Woodrock  Batten  Strips 
(approved  under  Cal.  No.  1072-64-SM)  attached  with  8d 
galvanized  siding  nails  spaced  12"  on  centers. 

The  constructions  are  in  accordance  with  Illustrations  1 
and  2  as  contained  in  Factory  Mutual  Report  Serial  No. 
16738.27  which  is  on  file  with  the  record. 

INSPECTION  AND  TEST :  Two  walls,  constructed  as 
herein  described,  were  tested  by  Factory  Mutual  in  accord¬ 
ance  with  the  requirements  of  RS5-2  Building  Code  of  the 
City  of  New  York  and  each  wall  successfully  met  the  fire 
and  hose  stream  requirements  of  a  one-hour  fire-resistive 
load  bearing  combustible  wall.  The  complete  report,  Fac¬ 
tory  Mutual  Report  Serial  No.  16738.27,  is  on  file  with  the 
record. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Gold  Bond  Woodrock  Siding, 


one-hour  wall,  under  the  requirements  of  RS5-2  Building 
Code  of  the  City  of  New  York  for  use  as  an  exterior  wood 
stud  load-bearing  one-hour  fire  resistive  wall  assembly  under 
the  provisions  of  C26-503.1  Building  Code  of  the  City  of 
New  York,  on  condition  that  the  construction  shall  be  as 
herein  described  and  in  conformity  with  Illustrations  1  and  2 
as  contained  in  Factory  Mutual  Report  Serial  No.  16738.27. 
All  plans  submitted  to  the  Department  of  Buildings  show¬ 
ing  the  proposed  use  of  this  construction  shall  be  labeled 
“Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar  Number  137-70-SM’’ 
and  in  addition,  the  plans  shall  also  include  the  drawings 
herein  referred  to. 

(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


403-40-SM 

APPLICANT — Masonite  Corporation,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval  dated  June  4,  1940,  of  Masonite  Corporation  for 
masonite  for  floors. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to 
a  questionnaire  from  the  Board,  indicating  that  this  ma¬ 
terial  is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that 
the  basis  for  the  approval  no  longer  exists  and  does  there¬ 
fore  revoke  the  resolution  above  cited  and  all  subsequent 
amendments  thereof. 


224-58-SA 

APPLICANT — Crane  Company  for  National  United  States 
Radiator  Corporation,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval  dated  May  12,  1959,  of  Crane  Company  for  Na¬ 
tional  U.  S.  Radiator  Corporation  for  National-U.  S. 
Mark  III  packet  boiler,  gas-fired,  Models  GP-20-WE 
and  GP-25-WE. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

N egative :  .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to 
a  questionnaire  from  the  Board,  indicating  that  this  ma¬ 
terial  is  no  longer  being  manufactured. 
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Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

532-58-SM  ' 

APPLICANT — Universal  Atlas  Cement,  Div.  of  United 
States  Steel  Corp.,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval  dated  June  7,  1960,  of  Universal  Atlas  Cement, 
Division  of  United  States  Steel  Corporation,  for  Portland 
slag  cement  for  use  in  structural  concrete. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

533-58-SM 

APPLICANT — Universal  Atlas  Cement,  Division  of  U.  S. 
Steel  Corporation,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval  dated  June  7,  1960  of  Universal  Atlas  Cement, 
Division  of  U.  S.  Steel  Corporation  for  Portland  slag 
cement  for  use  in  structural  concrete. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  THE  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


52-59-SM 

APPLICANT — Capco  Chemical  Corporation,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  January  24,  1961  of  Capco  Chemical  Cor¬ 
poration  for  Terraflor  (a  floor  covering). 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  THE  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  Board  has  attempted  to  reach  this  appli¬ 
cant  in  order  to  verify  that  the  material  was  being  manu¬ 
factured  in  accordance  with  the  resolution  above  cited ;  and 
Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  ad¬ 
dress”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

321-59-SA 

APPLICANT — ADT  Company,  Inc.,  owner. 

SUBJECT— Application  for  consideration  to  revoke  ap¬ 
proval,  dated  February  2,  1960  of  ADT  Company,  Inc., 
for  ADT  smoke  detection  system.  Model  B3S01. 

APPEARANCES— None. 

ACTION  OF  THE  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

557-61-SM 

APPLICANT — U.  S.  Expansion  Bolt  Company,  owner. 
SUBJECT — Application  April  27,  1961 — Drillset  Anchors, 
various  (bolts)  models,  approval  of. 

APPEARANCES— 

For  Applicant:  Gene  Tornatore  and  A.  W.  Esposito. 
ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


SUBJECT — Application  April  27,  1961 — Drill  set  Anchors, 
VaT  Code  #934,  W  Code  #936,  Code  #938, 

Code  #940,  approval  of. 

THE  RESOLUTION— 

Whereas,  the  report  of  the  Committee  on  Test  reads: 
557-61-SM — U.  S.  Expansion  Bolt  Company  filed  4/27/61 
for  approval  of  Drillset  Anchors,  various  models,  and 
Whereas,  by  letter  dated  on  March  4,  1970,  Mr.  A1 
Esposito,  District  Sales  Manager,  appeared  at  the  Board 
and  requested  that  the  above  Calendar  Number  be  with¬ 
drawn  as  the  material  is  no  longer  being  manufactured. 

Advise  that  the  application  be  Withdrawn  at  the  request 
of  the  applicant. 

Thomas  W.  Farricker,  Jr., 
Assistant  Architect. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  withdraw  this  application. 
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216-43-SM 

APPLICANT— Eastman  Kodak  Company,  owner. 
SUBJECT — Container  for  motion  picture  film. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed,  as  the  mat¬ 
ter  has  been  covered  by  a  special  action  of  the  Board. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  the  Committee  on  Test  reads : 
216-43-SM — Eastman  Kodak  Company,  Rochester,  N.  Y., 
filed  for  container  for  motion  picture  film;  and 
Whereas,  Calendar  Number  216-43-SM  was  never  ap¬ 
proved  and  has  been  pending;  and 

Whereas,  the  appeals  case  number  is  Calendar  Number 
508-43-A;  and 

Whereas,  on  November  3,  1943,  at  a  Public  Hearing  of 
the  Board,  Calendar  Number  508-43-A  was  granted  on 
condition.  This  covers  the  subject  of  this  application. 
Advise  Dismissal. 

Thomas  W.  Farricker,  Jr., 
Assistant  Architect. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  dismiss  this  application. 


269-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Cliff  Bay  Corporation. 
SUBJECT — Application  May  17,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  dry  standpipe  system. 
PREMISES  AFFECTED — 20  Cliff  Street,  northeast  corner 
of  Harbor  View  Place  North,  Block  2833,  Lot  31,  Rose- 
bank,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition :  I.  E.  Minkin,  B.  D.  and  Albert  Melniker. 


ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . . . • .  0 

Negative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
May  13,  1969  reads  as  follows: 

“Application  is  hereby  respectfully  made,  to  the  Board 
of  Standards  and  Appeals,  in  accordance  with  the  provi¬ 
sions  of  Section  1804.4.C.6  of  the  City  Charter,  to  modify 
Certificate  of  Occupancy  in  relation  to  the  following 
building : 

“20  Cliff  Street,  Staten  Island — Certificate  No. 
29969”. 

and 

Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  given  full  consideration  to  the 
application  and  to  the  testimony  given  at  the  public  hearing; 
and 

Whereas,  the  Board  has  determined  that  this  application 
should  not  be  granted; 


Resolved,  that  the  application  of  the  Fire  Commissioner, 
dated  May  13,  1969,  be  and  it  hereby  is  denied. 

93-70-A 

APPLICANT — The  B.  F.  Goodrich  Company,  owner. 
SUBJECT — Application  February  13,  1970 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  in¬ 
flammable  mixture  known  as  PL-200  in  fibre  cylinders 
with  plastic  slip  on  caps  in  1/10  gallon  and  quart  con¬ 
tainers  and  PL-400  in  fibre  cylinders  with  plastic  slip  on 
caps  in  one  quart  containers  not  in  accordance  with  the 
Administrative  Code. 

APPEARANCES— 

For  Applicant:  James  A.  Morgan  and  M.  I.  Wilson. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
January  12,  1970,  on  Folder  #122-490-D,  reads: 

“We  regret  to  inform  you  that  your  application  to 
register  your  products  ‘PL-200’  and  ‘PL-400’  which  are 
Flammable  Mixture  products  having  flash  points  of 
— 7°F.  (T.  O.  C.)  in  containers  as  follows:  Fibre  cyl¬ 
inders  with  Plastic  slip  on  caps  re:  ‘PL-200’  in  1/10 
gal.  and  Quart  containers,  ‘PL-400,  in  Quart  containers 
is  Disapproved.  Such  containers  are  not  in  compliance 
with  our  regulations  to  wit:  Section  C19-59.0.C  NYC 
code  requires  that  Flammable  Mixtures  be  packaged  in 
metal  containers  for  the  size  containers  stated  above.” 

and 

Whereas,  the  drawings  submitted  with  this  application 
were  considered  by  the  Board,  and  it  was  determined  that 
the  Appeal  should  be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  January  12,  1970,  acting  on  Folder  No.  122-490-D, 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  container  shall  sub¬ 
stantially  comply  with  drawings  marked  “Received  Feb¬ 
ruary  13,  1970,”  one  sheet;  on  further  condition  that  the 
container  be  labeled  in  such  style  and  wording  as  is  satis¬ 
factory  to  the  Fire  Commissioner ;  that  the  maximum  size 
of  the  container  be  limited  to  one-tenth  gallon  capacity;  and 
that  in  all  other  respects,  all  other  applicable  laws,  rules  and 
regulations  shall  be  complied  with. 

495-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— David  Zirinsky. 

SUBJECT— Application  August  26,  1969 — Appeal  for  Modi¬ 
fication  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 142-156  33rd  Street,  south  side, 
100  feet  west  of  4th  Avenue,  Block  684,  Lot  25,  Borough 
qf  Brooklyn. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition :  I.  E.  Minkin,  B.  D. 

ACTION  OF  BOARD — Application  withdraum  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 
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493-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  RECORD— Rose  Diamond. 

SUBJECT — Application  August  26, 1969 — Appeal  for  Modi¬ 
fication  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 1504  Macombe  Road,  east  side, 
234  feet  south  of  Goble  Place,  Block  2865,  Lot  15,  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.D. 

For  Opposition:  I.  E.  Minkin,  B.D. 

ACTION  OF  BOARD— Laid  over  to  June  2,  1970,  at 
2  P.M.  for  continued  hearing  at  the  request  of  the  lessee 
and  re-  inspection  by  Fire  Department. 


392-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Sailors  Snug  Harbor. 
SUBJECT — Application  July  3  1969 — Appeal  for  Modi¬ 
fication  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 757  to  769  Broadway,  65  to  75 
East  8th  Street,  southwest  corner,  56  to  68  9th  Street, 
Block  560,  Lot  29,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.D. 

For  Opposition:  I.  E.  Minkin,  B.D.  and  Max  Engel. 

ACTION  OF  BOARD— Laid  over  to  May  5,  1970,  at  2 
P.M.  at  the  request  of  the  owner.  Previously  inspected. 


393-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Molly  Bluth  and  Dorothy 
Misonoff. 

SUBJECT — Application  July  3,  1969 — Appeal  for  Modi¬ 
fication  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 777  to  781  Manhattan  Avenue, 
west  side,  50  feet  north  of  Meserole  Avenue,  Block  2596, 
Lot  28,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.D. 

For  Opposition :  I.  E.  Minkin,  B.D.  and  Bernard  Wang. 
ACTION  OF  BOARD— Laid  over  to  May  12,  1970,  at  2 
P.M.  at  the  request  of  the  owner.  Previously  inspected. 


394-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Hemar  Realty  Associates. 
SUBJECT — Application  July  3,  1969 — Appeal  for  Modi¬ 
fication  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 86  to  98  Montague  Street,  211 
to  229  Hicks  Street,  southeast  corner,  59  to  65  Remsen 
Street,  Block  248,  Lot  15,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.D. 

For  Opposition:  I.  E.  Minkin,  B.D.  and  Larry  Meltzer. 


ACTION  OF  BOARD — Laid  over  to  May  12,  1970,  at  2 
P.M.  Owner  to  file  application  and  plans  for  a  sprinkler 
system  in  the  cellar  with  the  Building  Department.  Hear¬ 
ing  continued.  Previously  inspected. 


523-69-A 

APPLICANT — Hayard  F.  Manice  for  St.  Vincent’s  Medi¬ 
cal  Center,  owner. 

SUBJECT — Application  September  5,  1969 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system  and  Appeal  from  a  decision  of  the  Bor¬ 
ough  Superintendent  re-  egress,  door,  stairs  etc. 

PREMISES  AFFECTED — 355  Bard  Avenue,  681  Castleton 
Avenue,  northeast  corner,  Block  102,  Lot  1,  West  New 
Brighton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lt.  J.  P.  Manfredi,  F.D. 

ACTION  OF  BOARD — Laid  over  to  May  5,  1970,  at  2 
P.M.  for  determination,  after  the  Board  has  received  a 
report  from  the  Fire  Department.  Applicant  to  be  noti¬ 
fied  to  be  present.  Hearing  closed.  Previously  inspected. 


108-70- A 

APPLICANT — Morris  B.  Lore  for  E.  I.  du  Pont  de 
Nemours  and  Company,  owner. 

SUBJECT — Application  February  24,  1970 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “DuPont  Rally  Liquid  Wax” 
in  18  fl.  oz.  plastic  bottle  (containers  not  in  accordance 
with  Administrative  Code). 

APPEARANCES— 

For  Applicant:  M.  B.  Lore. 

For  Administration:  Lt.  J.  P.  Manfredi,  F.D. 

ACTION  OF  BOARD — Laid  over  to  May  12,  1970,  at  2 
P.M.  for  continued  hearing;  applicant  to  file  additional 
information. 


11 6-70- A 

APPLICANT — Leonard  F.  Rothkrug  for  Salanter  Akiba 
Hebrew  Academy,  owner. 

SUBJECT — Application  February  25,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposal  to 
use  building  of  combustible  construction  for  school. 

PREMISES  AFFECTED — 655  West  254th  Street,  north 
side,  from  Palisades  Avenue  to  Independence  Avenue, 
Block  5947,  Lot  1,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Laid  over  to  May  19,  1970,  at  2 
P.M.  for  continued  hearing;  applicant  to  file  additional 
information;  previously  inspected. 

Adjourned:  3:30  P.M. 

James  P.  Mulroy,  Secretary 
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NOTICE 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  repre¬ 
sentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the  hearing 
can  be  entertained  in  view  of  this  publication  and  of  the 
posting  of  the  calendars  on  the  bulletin  board  in  the  offices 
of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will  be 
held  in  abeyance  by  reason  of  failure  of  the  appellant  or 
applicant  to  file  necessary  data,  or  by  any  other  method  of 
delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  convenience 
in  notifying  property  owners,  they  may  obtain  such  copies 
at  the  office  of  the  Board  of  Standards  and  Appeals,  80 
Lafayette  Street,  9th  floor,  Manhattan,  at  five  cents  each — 
add  postage  payment  if  the  forms  are  forwarded  by  mail. 
Purchase  payment  by  postage  stamps  NOT  ACCEPTABLE. 


384 


Issued  under  authority  of  Chapter  27,  Section  665  of  the  Charter  of  the  City  of  New  York 
Published  weekly  by  the  Board  of  Standards  and  Appeals  at  its  office,  80  Lafayette  Street,  9th  Floor,  Manhattan, 

New  York,  N.  Y.  10013 


Vol.  LV  May  14,  1970 


By  Mail,  65  cents  (Cash  only) 
Single  Copies,  50  cents 


No.  20 


DIRECTORY 

BOARD  OF  STANDARDS  AND  APPEALS 


M.  MILTON  GLASS,  Chairman 

Samuel  L.  Becker,  Vice  Chairman 
Joseph  B.  Klein 
Francis  V.  Madigan 
William  A.  Nolan 

Commissioners. 


COURT  DECISION 
CALENDAR  NUMBER  412-69-A. 

Matter  of  Gottlieb  vs.  Glass: — -On  October  28,  1969  the  Board 
dismissed  the  appeal  from  a  decision  of  the  Borough  Superintendent 
for  the  revocation  of  the  Building  Permit  for  lack  of  jurisdiction; 
Calendar  Number  412-69-A;  Premises  6801  Avenue  L,  21S1  Ralph 
Avenue,  northeast  corner,  Block  8344,  Lots  1  and  42,  Borough  of 
Brooklyn. 

At  New  York  County,  Supreme  Court,  Special  Term,  Part  I,  Mr. 
Justice  Dickens  rendered  the  following  decision: 

“.  .  .  Petitioners  are  individuals  and  civic  associations  living 

in  Brooklyn  in  the  area  of  the  shopping  center  being  built 
by  respondent  Astoria  Holding  Corp.  They  claim  that  they  are 
aggrieved  in  that  the  construction  of  the  center  and  several 
aspects  thereof  are  causing  damage  to  the  neighborhood. 

Petitioners  have  no  standing  to  maintain  this  proceeding. 
As  individuals  and  civic  associations  they  own  no  property 
which  would  be  adversely  affected  by  the  acts  complained  of, 
and  are  not  recognized  as  parties  aggrieved  (Point  Lookout  Civic 
Association,  Inc.  v.  Town  of  Hempstead,  22  Misc.  2d  757,  aff’d 
12  A.  D.  2d  505,  aff’d  9  N.  Y.  2d  961). 

.  .  .  The  main  application  is  denied,  the  cross-motion  is  granted, 
and  judgment  is  directed  dismissing  the  petition.  Settle  judgment.” 
(N.  Y.  Law  Journal,  April  9,  1970,  page  2). 


Solomon  Sheer,  P.E.,  Director 


Ira  Kalish,  P.E.,  Deputy  Director 


James  P.  Mulroy,  Secretary 


John  B.  Cincotta,  Chief  Clerk 


Office — 80  Lafayette  Street,  9th  Floor,  Manhattan,  New 
York,  N.  Y.  10013. 

Telephone — 566-5174. 
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DOCKET 

New  Cases  Filed  Up  to  May  5, 1970 

Cal.  No.  Dept.  Premises  Affected 

252-70-BZ — B.Bx. — 2169  Bruckner  Boulevard  and  1001 
Castle  Hill  Avenue,  northwest  corner,  Block  3806,  Lot 
47,  Borough  of  The  Bronx,  Alt.  148-70  re-  extension  of 
non-conforming  uses,  U.G.  12  and  U.G.  9,  Cl-2  district. 


253-70-BZ — B.Bx. — 388  to  392  East  198th  Street,  south 
side,  75.18  feet  east  of  Decatur  Avenue,  Block  3278,  Lots 
77,  78,  Borough  of  The  Bronx,  Alt.  43-70  re-  parking 
lot  and  manufacturing,  R7-1  district. 


254-70-A — B.M. — 919  Third  Avenue,  northeast  corner  of 
East  55th  Street,  Block  1329,  Lots  1,  2,  3,  4,  5,  6,  7,  8,  9, 
39,  40,  41,  44J4,  45,  46,  47,  48,  Borough  of  Manhattan, 
N.B.  86-67  re-  egress. 


255-70-A — B.R. — 180  Nevada  Avenue,  west  side,  1569.12 
feet  north  of  Willowbrook  Parkway,  Block  952,  Lot  120, 
Egbertville,  Borough  of  Richmond,  N.B.  1379-67  re¬ 
building  not  fronting  on  a  legal  street. 


256-70-A — B.M. — 245  Pearl  Street,  west  side,  54  feet 
north  of  John  Street,  Block  75,  Lot  30,  Borough  of  Man¬ 
hattan,  N.B.  93-69  re-  office  building  exceeds  maximum 
floor  area  ratio  and  tower  encroachment,  C6-4  district. 


257-70-BZ — B.Bx. — 1001  Intervale  Avenue,  west  side 
152.03  feet  south  of  East  165th  Street,  970  to  974  Rogers 
Place,  Block  2699,  Lots  45,  20,  22,  24,  Borough  of  The 
Bronx,  Alt.  129-70  re-  proposed  extension  of  garage  for 
accessory  parking,  R7-1  district. 


258-70-BZ — B.B. — 303  to  313  4th  Avenue,  298  to  316  2nd 
Avenue,  southeast  corner,  Block  974,  Lots  6,  12,  15  and 
17,  Borough  of  Brooklyn,  Alt.  2253-69  re-  extension  of 
food  processing  factory,  C2-3  district. 


259-70-BZ — B.Q. — 231-10  Northern  Boulevard,  south¬ 
west  corner  of  mapped  232nd  Street,  Block  8164,  Lot  30, 
Douglaston,  Borough  of  Queens,  Alt.  210-70  re-  proposed 
change  of  use  from  restaurant  to  eating  and  drinking 
place,  Rl-2  district. 


260-70-BCR— Building  Code  Reference.  To  amend  the 
modification  to  Section  210.13  Emergency  Controls  for 
Fire  Department,  of  Building  Code  Reference  Standard 
RS  18-1  designated  USASI  17.1  1965  USA  Standard 
Safety  Code  for  Elevators,  Dumbwaiters,  Escalators  and 
Moving  Walks  including  Supplement  Al7.1a — 1967. 


261-70-BZ — B.Q. — 54-25  Little  Neck  Parkway,  north  side, 
176.05  feet  east  of  mapped  53rd  Road,  Block  8274,  Lot 
146,  Douglaston,  Borough  of  Queens,  Alt.  69-70  re-  pro¬ 
posed  extension  of  an  existing  temple,  Rl-2  district. 


262-70-A — B.M. — 444  to  450  Park  Avenue,  52  to  58  East 
57th  Street,  southwest  corner,  Block  1293,  Lots  36,  37, 
38,  39  and  40,  Borough  of  Manhattan,  N.B.  68-68  re¬ 
openings  in  lot  line  walls. 


263-70-BZ — B.B. — 1636  49th  Street,  south  side,  280  feet 
east  of  16th  Avenue,  Block  5454,  Lot  24  Borough  of 
Brooklyn,  N.B.  994-69  re-  proposed  synagogue  and  resi¬ 
dence,  R-5  district. 


264-70-A — B.R. — 105  Annfield  Court,  west  side,  942.99 
feet  south  of  Westminster  Court,  Block  878,  Lot  314, 
Todt  Hill,  Borough  of  Richmond,  N.  B.  1697-69  re-  pro¬ 
posed  building  not  fronting  on  legal  street,  General  City 
Law. 


265-70-A — B.R.— 95  Annfield  Court,  west  side,  842.79 
feet  south  of  Westminster  Court,  Block  878,  Lot  309, 
Todt  Hill,  Borough  of  Richmond,  N.B.  1967-69  re-  pro¬ 
posed  building  not  fronting  on  legal  street,  General  City 
Law. 


266-70-SA — Revere  Electronic  Division,  Neptune  Meter 
Company,  Crane  Safe  R-899,  Manufactured  by  Revere 
Electronic  Division,  Neptune  Meter  Company,  Appli¬ 
ance. 


267-70-BZ — B.M. — 253  Sullivan  Street,  southeast  corner 
of  Washington  Square  East,  Block  541,  Lot  33,  Borough 
of  Manhattan,  N.B.  164-69  re-  proposed  University  build¬ 
ings,  R7  and  Cl-5  district. 


268-70-SM — Universal  Builders  Supply  Company,  Inc., 
SGB-Epic  Steel  Shoring,  Manufactured  by  Universal 
Builders  Supply  Company,  Inc.,  Material. 


269-70-GR — -General  Resolution — gasoline  storage  tanks 
on  all  service  stations  and  storage  garages  permitted  by 
the  Board. 


270-70-BZ — B.B. — 66-70  Henry  Street  and  73-79  Orange 
Street,  northwest  corner  Block  221,  Lot  29,  Borough  of 
Brooklyn,  Alt.  501-70  re-  proposed,  change  of  use  from 
stores  to  theatre,  Cl-5  in  R7-1  district. 


271-70-BZ — -B.B. — 2415  Albemarle  Road,  north  side,  338 
feet  east  of  Bedford  Avenue,  Block  5110,  Lots  69,  70,  75 
and  91,  Borough  of  Brooklyn,  Alt.  1354-69  re-  commer¬ 
cial  vehicle  storage  and  parking,  R6  district. 


272-70-BZ — B.Bx. — 2477  Tratman  Avenue,  west  side,  95 
feet  south  of  Rowland  Street,  Block  3975,  Lot  43,  Bor¬ 
ough  of  The  Bronx,  Alt.  108-70  re-  proposed  addition  to 
telephone  exchange,  R6  district. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — -Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D.— Fire  Department. 


MAY  26,  1970,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  May  26,  1970,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matter : 

269-70-GR 

SUBJECT — Proposed  General  Resolution  relating  to  gaso¬ 
line  storage  tanks  on  all  automotive  service  stations  and 
storage  garages  permitted  by  the  Board. 

Proposed  Resolution: 

Resolved,  that  whenever  the  number,  capacity  and  location 
of  underground  gasoline  storage  tanks  on  any  automotive 
service  station  or  storage  garage  which  has  been  erected 
under  a  variance  or  permit  granted  by  the  Board  meet  the 
requirements  of  the  Administrative  Code,  such  tanks  shall 
be  deemed  in  substantial  compliance  with  the  terms  and 
conditions  of  the  resolution  adopted  by  the  Board  affecting 
that  automotive  service  station  or  storage  garage. 

M.  MILTON  GLASS,  Chairman 
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JUNE  2,  1970,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  June  2,  1970,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

473-59-BZ 

APPLICANT — Thomas  P.  Crinnion  for  Alicino  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  February  24, 
1970 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning  Res¬ 
olution,  permitting  in  a  residence  use  district,  non-transient 
storage  of  more  than  five  motor  vehicles  on  the  unused 
upon  portion  of  the  lot  and  in  the  two-car  and  three-car 
metal  garages,  which  are  at  present  on  the  lot. 
PREMISES  AFFECTED— 2282-2288  Aqueduct  Avenue 
and  62-70  Evelyn  Place,  southeast  corner,  Block  3209, 
Lots  5,  7  and  8,  Borough  of  The  Bronx. 


39-69-BZ 

APPLICANT — Fred  W.  Raffo  for  Joseph  Darconte  and 
Richard  Hoick  d/b/a  Nelson  Terrace  Incorporated, 
owners. 

SUBJECT — Application  January  27,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-1  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  building  and  the 
extension  of  the  restaurant  and  cabaret  into  the  adjoining 
structure. 

PREMISES  AFFECTED — 23A  Nelson  Avenue,  north¬ 
west  corner  of  Locust  Place,  Block  5143,  Lots  1  and  6 
(tenatively  combined  to  1)  Great  Kills,  Borough  of 
Richmond. 

Laid  over  from  May  5,  1970.  Applicant  to  give  20  days 

notice  to  all  property  owners  affected  by  this  action. 

Previously  inspected. 


471-69-BZ 

APPLICANT — Andrew  Di  Camillo  for  Estate  of  Giusep- 
pina,  owner;  B.  &  B.  Iron  Works  (Lo  Bue  Corporation), 
lessee. 

SUBJECT — Application  August  7,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R5  district,  the 
maintenance  of  a  metal  products  shop  with  an  accessory 
storage  structure. 

PREMISES  AFFECTED — 12  Bay  49th  Street,  west  side, 
105  feet  6^4  inches  south  of  Stillwell  Avenue,  Block  6903, 
Lot  55,  Borough  of  Brooklyn. 


562-69-BZ 

APPLICANT — Atkin  and  Bassolino  for  Carlo  and  Yolanda 
Aprea,  owners. 

SUBJECT — Application  October  22,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-62 
of  the  Zoning  Resolution,  to  permit  in  an  R4  district,  the 
conversion  of  an  existing  two  family  dwelling  to  a  three 
family  dwelling  that  increases  the  degree  of  non-compli¬ 
ance  in  lot  area  per  room. 

PREMISES  AFFECTED — 1774  Bussing  Avenue,  south¬ 
east  corner  of  Gunther  Avenue,  Block  5008,  Lot  1,  Bor¬ 
ough  of  The  Bronx. 


69-70-BZ 

APPLICANT — Alfonso  Duarte  for  107  East  38th  Incor¬ 
porated,  owner. 


SUBJECT — Application  January  28,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  R7-2  district,  in  an  existing  five 
story  and  basement,  the  change  in  occupancy  from  resi¬ 
dential  to  office  use. 

PREMISES  AFFECTED— 107  East  38th  Street,  north 
side,  155  feet  east  of  Park  Avenue,  Block  894,  Lot  8,  Bor¬ 
ough  of  Manhattan. 


70-70-A 

APPLICANT — Alfonso  Duarte  for  107  East  38th  Incor¬ 
porated,  owner. 

SUBJECT — Application  January  28,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-egress,  live 
load,  etc. 

PREMISES  AFFECTED — 107  East  38th  Street,  north 
side,  155  feet  east  of  Park  Avenue,  Block  894,  Lot  8, 
Borough  of  Manhattan. 


75-70-BZ 

APPLICANT — Atkin  and  Bassalino  for  Luke  Corcione, 
owner. 

SUBJECT — Application  January  30,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  the  erection 
of  a  one  story  building  for  use  as  a  motor  vehicle  repair 
shop. 

PREMISES  AFFECTED — 3231  White  Plains  Road,  west 
side,  220.03  feet  north  of  Burke  Avenue,  Block  4595,  Lot 
40,  Borough  of  The  Bronx. 


83-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Angelo  Zuero, 
owner;  Sanford  Box  Repair  Corporation,  lessee. 

SUBJECT — Application  February  5,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412,  11-413, 
72-21  and  72-01  (b)  of  the  Zoning  Resolution,  to  permit 
in  an  R6  district,  in  an  existing  one  story  building  pre¬ 
viously  before  the  Board,  the  change  in  occupancy  from 
repair  shop  and  gas  station  to  a  woodworking  shop. 

PREMISES  AFFECTED — 505-507  Evergreen  Avenue, 
northeast  corner  of  Putnam  Avenue,  Block  3375,  Lot  9, 
Borough  of  Brooklyn. 


86-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Marcelina  Matos, 
Johnson  Chemical  Company,  Vincent  C.  Roman,  owners. 

SUBJECT — Application  February  9,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-3  and  R6  district,  the 
erection  of  a  one  story  enlargement  to  an  existing  factory. 

PREMISES  AFFECTED — 225  to  233  Johnson  Avenue, 
north  side,  125  feet  west  of  Bushwick  Avenue,  Block  3063, 
Lots  24,  25,  26  and  28,  Borough  of  Brooklyn. 


213-70-BZ 

APPLICANT — Samuel  H.  Lindenbaum  for  Robro  Realty 
Corporation,  owner. 

SUBJECT — Application  April  7,  1970 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  C6-4  district,  the  erection  of  a  36 
story  office  and  store  building  that  exceeds  the  permitted 
floor  area  ratio  and  encroaches  on  the  required  rear  yard. 
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PREMISES  AFFECTED— 237-245  East  40th  Street,  747- 
765  Second  Avenue,  northwest  corner,  242  East  41st 
Street,  Block  1314,  Lot  21,  Borough  of  Manhattan. 

M.  MILTON  GLASS,  Chairman 


JUNE  2,  1970,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  June  2,  1970,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

256-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Tysens  Company,  owner. 
SUBJECT — Application  May  8,  1969 — Appeal  for  Modifica¬ 
tion  of  Certificate  of  Occupancy — dry  standpipe  system. 
PREMISES  AFFECTED — 655  Tysens  Lane,  northwest 
corner  of  Mill  Road,  Block  3983,  Lot  1,  New  Dorp, 
Borough  of  Richmond. 


257-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Tysens  Company,  owner. 
SUBJECT — Application  May  8,  1969 — Appeal  for  Modifica¬ 
tion  of  Certificate  of  Occupancy — dry  standpipe  system. 
PREMISES  AFFECTED — 285  Mill  Road,  northwest 
corner  of  Tysens  Lane,  Block  3983,  Lot  1,  New  Dorp, 
Borough  of  Richmond. 


258-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Tysens  Company,  owner. 
SUBJECT — Application  May  8,  1969 — Appeal  for  Modifica¬ 
tion  of  Certificate  of  Occupancy — dry  standpipe  system. 
PREMISES  AFFECTED — 675  Tysens  Lane,  northwest 
corner  of  Mill  Road,  Block  3983,  Lot  1,  New  Dorp, 
Borough  of  Richmond. 


259-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Mills  Company,  owner. 

SUBJECT — Application  May  8,  1969 — Appeal  for  Modifica¬ 
tion  of  Certificate  of  Occupancy — dry  standpipe  system, 
and  yard  hydrants. 

PREMISES  AFFECTED — 255  Mill  Road,  west  side,  326 
feet  south  of  Ebbitts  Avenue,  Block  3983,  Lot  45,  New 
Dorp,  Borough  of  Richmond. 


260-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Mills  Company,  owner. 
SUBJECT — Application  May  8,  1969 — Appeal  for  Modifica¬ 
tion  of  Certificate  of  Occupancy — dry  standpipe  system. 
PREMISES  AFFECTED — 245  Mill  Road,  west  side,  326 
feet  south  of  Ebbitts  Avenue,  Block  3983,  Lot  45,  New 
Dorp,  Borough  of  Richmond. 


261-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Mills  Company,  owner. 
SUBJECT — Application  May  8,  1969 — Appeal  for  Modifica¬ 
tion  of  Certificate  of  Occupancy — dry  standpipe  system. 


PREMISES  AFFECTED— 265  Mill  Road,  west  side,  326 
feet  south  of  Ebbitts  Avenue,  Block  3983,  Lot  45,  New 
Dorp,  Borough  of  Richmond. 


340-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Clifford  and  Dorothy  Force. 
SUBJECT — Application  June  11,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 8742  25th  Avenue,  west  side, 
480  feet  south  of  Benson  Avenue,  Block  6878,  Lot  73, 
Borough  of  Brooklyn. 


493-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Rose  Diamond. 

SUBJECT — Application  August  26,  1969 — Appeal  for  Modi¬ 
fication  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 1504  Macombe  Road,  east  side, 
234  feet  south  of  Goble  Place,  Block  2865,  Lot  15,  Borough 
of  The  Bronx. 


516-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Flushing  Plumbing  Supply 
Company  Incorporated. 

SUBJECT — Application  September  3,  1969 — Appeal  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler  sys¬ 
tem. 

PREMISES  AFFECTED — 37-19  Lawrence  Street,  east 
side,  100.05  feet  south  of  37th  Avenue,  Block  4972,  Lot  10, 
Flushing,  Borough  of  Queens. 


669-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Pierre  Associates  Incorporated, 
c/o  B.  Harrison  Frankel. 

SUBJECT — Application  November  13,  1969 — Appeal  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED— 29-33  Maiden  Lane,  56  Nassau 
Street,  northeast  corner,  Block  67,  Lot  23,  Borough  of 
Manhattan. 


670-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Jackson  Heights  Shopping 
Center  Incorporated. 

SUBJECT — Application  November  13,  1969 — Appeal  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED— 75-01  to  75-15  31st  Avenue, 
northeast  corner  of  75th  Street,  Block  1124,  Lot  1,  Jack- 
son  Heights,  Borough  of  Queens. 


671-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Albert  A.  Hochman. 

SUBJECT — Application  November  13,  1969 — Appeal  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 

system. 

PREMISES  AFFECTED— 91-14  to  91-16  144th  Place, 
west  side,  100  feet  north  of  Archer  Avenue,  Block  9984, 
Lot  11,  Jamaica,  Borough  of  Queens. 
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672-69-A 

APPLICANT — Robert  0.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Domar  Equities  Corporation. 

SUBJECT — Application  November  13,  1969 — Appeal  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED — 112-15  Northern  Boulevard, 
north  side,  5  feet  west  of  112th  Place,  Block  1706,  Lots 
25,  27  and  29,  East  Elmhurst,  Borough  of  Queens. 


673-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — B  &  D  Realty  Corporation 
c/o  Irving  Schneider. 

SUBJECT— Application  November  13,  1969 — Appeal  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED— 2775-2779  Coney  Island  Ave¬ 
nue,  east  side,  160  feet  south  of  Avenue  Y,  Block  7430, 
Lot  65,  Borough  of  Brooklyn. 


42-70-A 

APPLICANT — Barry  A.  Russell  for  Blue  Fox  Industries, 
Incorporated,  owner. 

SUBJECT — Application  January  19,  1970 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  a  com¬ 
bustible  mixture  known  as  Blue  Fox  Windshield 
Washer  Fluid  in  32  ounce  polyethylene  with  metal  cap 
and  1  gallon  and  Yz  gallon  polyethylene  with  screw  cap 
containers  not  in  compliance  with  NYC  Administrative 
Code. 


180-70-A 

APPLICANT — M.  Martin  Elkind  for  Callos  Contracting 
Company,  owner. 

SUBJECT — Application  March  27,  1970 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  proposed  build¬ 
ing  not  fronting  on  legal  street. 

PREMISES  AFFECTED — 100-12  Spruce  Street,  south 
side,  24.29  feet  south  of  Roosevelt  Avenue,  Block  1609, 
Lot  19,  Corona,  Borough  of  Queens. 


181-70-A 

APPLICANT — M.  Martin  Elkind  for  Callos  Contracting 
Company,  owner. 

SUBJECT — Application  March  27,  1970 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  proposed  build¬ 
ing  not  fronting  on  legal  street. 

PREMISES  AFFECTED — 100-14  Spruce  Street,  south 
side,  24.29  feet  south  of  Roosevelt  Avenue,  Block  1609, 
Lot  20,  Corona,  Borough  of  Queens. 


182-70-A 

APPLICANT — M.  Martin  Elkind  for  Callos  Contracting 
Company,  owner. 

SUBJECT — Application  March  27,  1970 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  proposed  build¬ 
ing  not  fronting  on  legal  street. 

PREMISES  AFFECTED — 100-16  Spruce  Street,  south 
side,  24.29  feet  south  of  Roosevelt  Avenue,  Block  1609, 
Lot  21,  Corona,  Borough  of  Queens. 


JUNE  9,  1970,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  June  9,  1970,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

157-57-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Jack  Starr,  owner. 
SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  May  11,  1970 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  mainte¬ 
nance  of  a  parking  lot  for  the  parking  and  storage  of  more 
than  5  motor  vehicles. 

PREMISES  AFFECTED — 1191-1195  Woodycrest  Avenue, 
west  side,  140  feet  north  of  West  167th  Street,  Block 
2515,  Lot  53,  Borough  of  The  Bronx. 


672-54-BZ 

APPLICANT — Murray  Rudman  for  Lobster  Box  Restau¬ 
rant  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  May  4,  1970 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  the  proposed  extension  of  the  parking 
area  into  the  residence  use  district. 

PREMISES  AFFECTED — 26-34  City  Island  Avenue, 
northeast  corner  of  Belden  Street,  Block  5637,  Lots  61,  72, 
75  and  139,  Borough  of  The  Bronx. 


752-29-BZ — Vol.  IV 

APPLICANT — Leonard  F.  Rothkrug  for  Walbell  Real 
Estate  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  15, 
1970 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Sections  7f,  7i  and  21  of  the 
Zoning  Resolution,  permitting  partly  in  a  business  use  and 
partly  in  manufacturing  use,  C  area  district,  the  extension 
of  the  accessory  motor  vehicle  repair  shop  building,  hand 
tools  only,  no  welding  or  spraying,  using  more  than  the 
permitted  area,  and  the  maintenance  of  the  gasoline  service 
station  all  for  a  temporary  term  of  ten  (10)  years. 

PREMISES  AFFECTED — 8801-8809  4th  Avenue,  south¬ 
east  corner  of  88th  Street,  Block  6065,  Lot  6,  Borough  of 
Brooklyn. 

535-69-BZ 

APPLICANT — Abraham  Grossman  for  Bridget  Belton, 
owner. 

SUBJECT — Application  September  5,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  an  R7-2  district,  in  an 
existing  four  story  building  previously  before  the  Board, 
the  extension  of  the  commercial  occupancy  to  include  the 
fourth  floor. 

PREMISES  AFFECTED — -114  West  Houston  Street,  north 
side,  100  feet  east  of  Sullivan  Street,  Block  525,  Lot  28, 
Borough  of  Manhattan. 


536-69-A 

APPLICANT — Abraham  Grossman  for  Bridget  Belton, 
owner. 
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SUBJECT — Application  September  5,  1969 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Class  3  build¬ 
ing,  occupancy  of  4th  floor  for  filter  storage  and  office. 

PREMISES  AFFECTED— 114  West  Houston  Street, 
north  side,  100  feet  east  of  Sullivan  Street,  Block  525,  Lot 
28,  Borough  of  Manhattan. 


105-70-BZ 

APPLICANT — Atkin  and  Bassolino  for  Bronx  Third  Ave¬ 
nue  Realty  Company,  owner. 

SUBJECT — Application  February  19,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  erection  of 
a  one  story  building  for  use  as  a  wholesale  establishment 
with  accessory  storage. 

PREMISES  AFFECTED— 535  East  167th  Street,  north¬ 
west  corner  of  Fulton  Avenue,  Block  2609,  Lot  58,  Bor¬ 
ough  of  The  Bronx. 


106-70-BZ 

APPLICANT — Albert  Melniker  for  Jerome  Campo,  owner. 

SUBJECT — Application  February  19,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-125 
of  the  Zoning  Resolution,  to  permit  in  an  R2  district,  the 
erection  of  a  two  story  building  to  be  occupied  with  offices 
on  the  first  floor  and  medical  offices  on  the  second  floor 
with  accessory  parking  in  the  open  area. 

PREMISES  AFFECTED— 1497  Richmond  Road,  north¬ 
west  corner  of  Forest  Road,  Block  869,  Lot  377,  Dongan 
Hills,  Borough  of  Richmond. 


124-70-BZ 

APPLICANT — Charles  A.  Magrino  for  Andolino  and 
D’Amico  Baking  Company,  Incorporated,  owner. 
SUBJECT — Application  March  3,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 


Resolution,  to  permit  in  an  R5  district,  in  an  existing  two 
story  building,  the  enlargement  in  area  of  the  bakery  pro¬ 
duction  that  exceeds  the  floor  area  limitation  and  en¬ 
croaches  on  the  required  front  and  side  yards. 

PREMISES  AFFECTED — 651  Liberty  Avenue,  northwest 
corner  of  Ashford  Street,  Block  3967,  Lots  37  and  38,  Bor¬ 
ough  of  Brooklyn. 


125-70-BZ 

APPLICANT — Stanley  A.  Applebaum  for  St.  Charles 
Church,  owner. 

SUBJECT — Application  March  3,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-452 
of  the  Zoning  Resolution,  to  permit  in  an  R3-1  district,  the 
construction  of  an  off-site  accessory  parking  facility  for  a 
church. 

PREMISES  AFFECTED — Penn  Avenue,  northwest  corner 
of  Hylan  Boulevard,  Block  4278,  Lot  5,  New  Dorp,  Bor¬ 
ough  of  Richmond. 


131-70-BZ 

APPLICANT — Stroock  and  Stroock  and  Lanvan  for  Doro¬ 
thy  Livingston,  owner,  Volkswagen  Bristol  Motors,  In¬ 
corporated,  lessee. 

SUBJECT — Application  March  10,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-49  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Ml-4  and  R10  district,  the 
use  of  the  roof  over  the  two  story  portion  of  a  four  story 
automobile  sales  and  service  establishment  for  accessory 
parking. 

PREMISES  AFFECTED— 502  to  512  East  76th  Street, 
south  side,  98  feet  east  of  York  Avenue,  Block  1487,  Lots 
43,  44,  47  and  48,  Borough  of  Manhattan. 

M.  MILTON  GLASS,  Chairman 


% 
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REGULAR  MEETING 

TUESDAY  MORNING,  MAY  5,  1970,  10  A.M. 

Present:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 


The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  afternoon  April  14,  1970,  were 
approved  as  printed  in  the  Bulletin  of  April  23,  1970,  Vol. 
55,  No.  17. 


588-41-BZ 

APPLICANT — Gabriel  Nathan  and  Joseph  A.  Sherry  for 
Ephraim  F.  Schneider,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  7,  1970 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  parking 
and  storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 29-02  to  29-10  Seagirt  Avenue 
and  201-217  Beach  29th  Street,  northwest  corner  and  202- 
214  Beach  30th  Street,  Block  15805,  Lot  20,  Edgemere, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Gabriel  Nathan. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  17,  1941,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  May  5,  1970,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  17, 
1941,  as  amended  through  April  30,  1968,  only  as  to  the  term 
of  the  variance,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read: 

“granted  for  a  term  of  two  years  from  March  7,  1970, 
to  permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  1386-50) 


276-52-BZ 

APPLICANT — Kenneth  H.  Koons  for  Pat  De  Masi,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  November  14, 
1967 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  a  used  car 
sales  lot. 

PREMISES  AFFECTED — 1889  Bruckner  Boulevard, 
north  side,  123.18  feet  west  of  White  Plains  Road,  Block 
3732,  Lots  3  and  6,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Kenneth  H.  Koons. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  ap¬ 
plication  reopened  and  term  of  variance  extended. 


THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
September  23,  1952,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  May  5,  1970,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  September  23,  1952,  as  amended 
through  November  14,  1962,  only  as  to  the  term  of  the 
variance,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  ...  ;  on  condition  that 
the  grading,  paving  and  bumpers  comply  with  the  rules 
and  regulations  of  the  Department  of  Buildings;  that 
other  than  as  herein  amended  the  resolution  above  cited 
shah  be  complied  with  in  all  respects ;  and  that  a  new 
Certificate  of  Occupancy  shall  be  obtained”.  (N.B.  384- 
52) 

585-58-BZ 

APPLICANT — Thomas  Cartelli  for  Michael  De  Stefano, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
request  to  waive  the  rules  of  procedure  and  extension  of 
term  of  variance  which  expired  December  15,  1969 — de¬ 
cision  of  the  Borough  Superintendent;  previously  granted 
on  condition,  under  Section  7h  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district,  the  parking  and 
storage  of  motor  vehicles. 

PREMISES  AFFECTED — 915  Clarence  Avenue,  west 
side,  96.08  feet  north  of  Lafayette  Avenue,  Block  5468, 
Lot  18,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  ap¬ 
plication  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
April  7,  1959,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
May  5,  1970,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  April  7,  1959,  as  amended  through 
December  15,  1964,  only  as  to  the  term  of  the  variance,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 
“granted  for  a  term  of  five  years  from  December  15, 
1969,  to  permit  ...  ;  on  condition  that  a  sidewalk  be 
installed  in  front  of  the  premises  in  accordance  with 
the  rules  and  regulations  of  the  Department  of  High¬ 
ways;  that  other  than  as  herein  amended  the  resolution 
above  cited  shall  be  complied  with  in  all  respects ;  and 
that  a  new  Certificate  of  Occupancy  shall  be  obtained”. 
(Alt.  776-58) 

748-67-BZ 

APPLICANT — Albert  Melniker  for  Sophia  Maestrone, 
owner. 
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SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  March  19, 
1970 — decision  of  the  Borough  Superintendent;  previously- 
granted  on  condition,  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-2  district,  in  a  proposed 
shopping  center,  the  erection  of  a  two  story  building  for 
use  as  a  banquet  hall,  restaurant  and  club  with  more  than 
150  accessory  parking  spaces. 

PREMISES  AFFECTED — 1950  Forest  Avenue,  south 
side,  50  feet  east  of  Van  Name  Avenue,  Block  1700,  Lot 
8,  Mariners  Harbor,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melinker. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
April  22,  1969,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
19,  1968  as  amended  through  April  22,  1969,  only  as  to 
the  time  to  complete  the  work,  so  that  as  amended  this 
portion  of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  March  19,  1970.”  (N.B.  729-67) 


750-67-BZ 

APPLICANT — Albert  Melniker  for  Sophia  Maestrone, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  March  19, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-2  district,  the  erection 
of  a  one-story  building  for  use  as  retail  stores  with  ac¬ 
cessory  berths  and  with  more  than  150  accessory  park¬ 
ing  spaces. 

PREMISES  AFFECTED — 1960  Forest  Avenue,  south  side, 
50  feet  east  of  Van  Name  Avenue,  Block  1700,  Lot  8, 
Mariners  Harbor,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  . _ .  5 

Negative:  .  0 


Whereas,  this  application  was  granted  by  the  Board  on 
March  19,  1968,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
19,  1968,  as  amended  through  April  22,  1969,  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  March  19,  1970.”  (N.B.  730-67) 


130-68-BZ 


APPLICANT — Charles  M.  Spindler  for  Sun  Oil  Company, 

owner. 

SUBJECT — Application  for  consideration — reopening  for 
request  to  waive  the  rules  of  procedure  and  extension  of 
term  of  variance  which  expired  January  11,  1970 — decision 
of  the  Borough  Superintendent ;  previously  granted  on 
condition,  under  Section  11-412  of  the  Zoning  Resolution, 
to  permit  in  a  Cl-2  district,  the  erection  of  a  one-story 
enlargement  to  an  existing  automotive  service  station 
with  accessory  uses  previously  before  the  Board. 

PREMISES  AFFECTED — 166-07  to  166-11  Northern 
Boulevard,  northwest  corner  of  167th  Street,  Block  5341, 
Lot  1,  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  ap¬ 
plication  reopened  and  term  of  variance  extended. 

THE  VOTE— 


Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative :  . 


5 

0 


THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
May  14,  1968,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  May  5,  1970,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved.,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  May  14,  1968,  only  as  to  the  term 
of  variance,  so  that  as  amended  this  portion  of  the  resolution 
shall  read: 


“granted  for  a  term  of  ten  years  from  January  11,  1970, 
to  permit  ...  ;  on  condition  that  a  copy  of  the  original 
resolution,  as  amended,  and  a  certified  copy  of  the  draw¬ 
ings  as.  approved  by  the  Board  shall  be  permanently 
posted  in  the  office  of  this  automotive  service  station; 
that  other  than  as  herein  amended  the  resolution  above 
cited  shall  be  complied  with  in  all  respects ;  and  that  a 
new  Certificate  of  Occupancy  shall  be  obtained.” 

(Alt.  97-68) 


416-68-BZ 

APPLICANT — Stephen  J.  Murphy  for  Alamac  Distribu¬ 
tors,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
request  to  waive  the  rules  of  procedure  and  extension  of 
time  to  complete  which  expired  October  8,  1969— decision 
of  the  Borough  Superintendent;  previously  granted  on 
condition,  under  Sections  11-412  and  11-413  of  the  Zoning 
Resolution,  to  permit  in  an  R7-1  district,  in  an  existing 
one  story  and  cellar  building  previously  before  the  Board, 
the  change  in  occupancy  from  garage  and  tire  establish¬ 
ment  to  a  supermarket. 

PREMISES  AFFECTED — 622-632  Foster  Avenue,  south¬ 
west  corner  of  East  7th  Street,  Block  6494,  Lot  8,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  S.  J.  Murphy. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  ap¬ 
plication  reopened  and  time  to  complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 
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THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
October  8,  1968,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  October  8,  1968  only  as  to  the  time 
to  complete  the  work,  so  that  as  amended  this  portion  of 
the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  October  8,  1969.”  (Alt.  741-68  and  C.O. 
Applic.  495-70) 


909-68-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Daughters  of 
Jacob  Geriatric  Center,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition,  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
R7-1  district,  the  erection  of  a  connecting  bridge  between 
two  buildings  that  will  increase  the  degree  of  non-com¬ 
pliance  in  open  space  ratio  and  floor  area  ratio. 
PREMISES  AFFECTED — 315  East  167th  Street,  1151- 
1175  Findley  Avenue,  northwest  corner,  Block  2435,  Lots 
35  and  25,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff. 

ACTION  OF  BOARD — Application  reopened  and  time 
to  complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan,  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
March  25,  1969,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
25,  1969,  only  as  to  the  time  to  complete  the  work,  so  that 
as  amended  this  portion  of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  March  25,  1970.”  (Alt.  394-68) 


99-69-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  United  Jewish 
Appeal  of  Greater  New  York,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  May  27,  1970 
■ — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Sections  72-21  and  73-641  of 
the  Zoning  Resolution,  to  permit  in  a  C5-1  district,  the 
erection  of  an  additional  story  to  an  existing  6  story  com¬ 
munity  facility  building  that  penetrates  the  sky  exposure 
plane  and  encroaches  on  the  required  rear  yard. 

PREMISES  AFFECTED — 216  to  224  West  58th  Street, 
south  side,  211  feet  2  inches  east  of  Broadway,  Block  1029, 
Lot  43,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  time 
to  complete  work  extended. 


THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
May  27,  1969,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  May  27, 
1969,  only  as  to  the  time  to  complete  the  work,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  May  27,  1970.”  (Alt.  1858-68) 


39-69-BZ 

APPLICANT — Fred  W.  Raffo  for  Joseph  Darconte  and 
Richard  Hoick  d/b/a  Nelson  Terrace  Incorporated, 
owners. 

SUBJECT — Application  January  27,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-1  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  building  and  the 
extension  of  the  restaurant  and  cabaret  into  the  adjoining 
structure. 

PREMISES  AFFECTED — 23A  Nelson  Avenue,  northwest 
corner  of  Locust  Place,  Block  5143,  Lots  1  and  6  (tenta¬ 
tively  combined  to  1)  Great  Kills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Nicholas  J.  Salvadso  and  Richard  S. 
Hulck. 

For  Opposition:  Victor  M.  Saderholm,  George  J.  Neu- 
miller,  Robert  J.  Uslaszewski,  C.  A.  Saderholm  and 
Ruth  A.  Saderholm. 

ACTION  OF  BOARD — Laid  over  to  June  2,  1970,  at 
10  A.  M.  Applicant  to  give  20  days  notice  to  all  property 
owners  affected  by  this  action.  Previously  inspected. 


492-69-BZ 

APPLICANT— -Buckley  and  Kisseloff  for  Catholic  High 
School  Association  of  New  York,  owner;  Contract  Vendees 
Samuel,  Jack  and  Lewis  Rudin. 

SUBJECT — Application  August  26,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter  to  permit  in  a  C6-6  and  C5-3  district,  the  erection 
of  a  28  story  office  building  that  exceeds  the  permitted 
height  of  the  front  wall  and  tower  coverage  and  encroaches 
on  the  required  tower  setback  and  rear  yard  on  the  interior 
lot  portion  of  the  plot. 

PREMISES  AFFECTED— 558-562  Lexington  Avenue,  111- 
121  East  50th  Street,  northwest  corner,  Block  1305,  Lot  13, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over,  without  date,  at  the  re¬ 
quest  of  the  applicant.  Hearing  continued.  Previously 
inspected. 


680-69-BZ 

APPLICANT — Arthur  J.  McGee  for  Seymour  S.  Traiger, 
owner. 

SUBJECT — Application  November  14,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of  a 
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one  story  building  for  use  as  retail  stores  with  accessory 
parking  in  the  open  area. 

PREMISES  AFFECTED— 41-07  Beach  Channel  Drive, 
southwest  corner  of  Beach  41st  Street,  Block  15831,  Lots 
32,  35  and  37,  Far  Rockaway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition :  Alice  Begun,  Anthony  J.  Krizel,  A.  R. 

Vitagliano  and  Michael  Abbene. 

ACTION  OF  BOARD— Laid  over  to  May  19,  1970,  at 
10  A.  M.  Applicant  to  submit  additional  material  to  the 
Board.  Hearing  continued;  previously  inspected. 


743-69-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Jack  Gottesman 
and  Irwin  Emerman,  owners ;  Le  Bonne  Viet  Adult  Home, 
lessee. 

SUBJECT — Application  December  23,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  R8  district,  the  erection  of  a 
13  story  senior  citizens  residence  that  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED — 154  Haven  Avenue,  west  side, 
272  feet  north  of  West  172nd  Street,  Block  2139,  Lot  275, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff  and  Irwin  Emerman. 
For  Opposition:  Milton  L.  Maier  and  William  Reich. 

ACTION  OF  BOARD — Laid  over  to  June  16,  1970,  at 
10  A.M.  Applicant  to  submit  additional  information. 
Hearing  continued.  Previously  inspected. 

28- 70-BZ 

APPLICANT — Edwin  Storch  for  Clifford  Collins,  owner. 

SUBJECT — Application  January  6,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City  Charter, 
to  permit  in  an  R3-2  district,  the  maintenance  of  three 
accessory  enclosed  parking  spaces  for  a  two  family  dwelling 
that  encroaches  on  the  required  front  and  side  yard. 

PREMISES  AFFECTED — 128-30  140th  Street,  northwest 
corner  of  130th  Avenue,  Block  12055,  Lot  54,  South  Ozone 
Park,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Edwin  Storch. 

For  Opposition:  Marvin  Weaver,  William  Jennings,  Jr., 
Alfred  Morris,  Mr.  &  Mrs.  Lewis,  Filomena  Bucicchia 
and  Josephine  Storner. 

ACTION  OF  BOARD — Laid  over  to  May  12,  1970,  at 
10  A.M. ;  hearing  closed.  Applicant  to  revise  his  drawings. 
Previously  inspected. 

29- 70-A 

APPLICANT — Edwin  Storch  for  Clifford  Collins,  owner. 

SUBJECT — Application  January  6,  1970 — filed  pursuant  to 
Section  35,  General  City  Law  re-  erection  of  building  in 
bed  of  mapped  street. 

PREMISES  AFFECTED — 128-30  140th  Street,  northwest 
corner  of  130th  Avenue,  Block  12055,  Lot  55,  South  Ozone 
Park,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Edwin  Storch. 

ACTION  OF  BOARD — Laid  over  to  May  12,  1970,  at 
10  A.M. ;  hearing  closed.  Applicant  to  revise  his  drawings. 
Previously  inspected. 


30-70-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti  for 
Theodore  Tannor,  Joseph  Rothafel  and  Nora  M.  Griffin, 
owners. 

SUBJECT — Application  January  7,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection 
and  maintenance  of  an  automotive  service  station  with 

accessory  uses. 

PREMISES  AFFECTED — 3602  to  3612  Church  Avenue, 
929  to  947  Brooklyn  Avenue,  southeast  corner,  Block 
4890,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama,  Nora  M.  Griffin,  Roy  W. 
Cooper,  James  E.  Vassalotti,  Rudolph  E.  De  Vivo 
and  Theodore  Tannal. 

For  Opposition:  Ella  Dailey,  Erneste  Ehlers  and  Julius 
Hendler. 

ACTION  OF  BOARD — Laid  over  to  May  19,  1970,  at 
10  A.M.  .  Hearing  continued.  Applicant  to  furnish  the 
Board  with  additional  information.  Previously  inspected. 


33-70-BZ 

APPLICANT — Roland  J.  Voisinet  for  Shell  Oil  Company, 
owner. 

SUBJECT — Application  December  23,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  11-413 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  district,  at 
an  existing  automotive  service  station  with  accessory  uses 
previously  before  the  Board,  the  erection  of  a  one  story 
enlargement  to  the  accessory  building  for  use  as  an  auto¬ 
mobile  laundry. 

PREMISES  AFFECTED — 801  to  821  Soundview  Avenue, 
west  side,  35  feet  north  of  Lafayette  Avenue,  Block  3637, 
Lot  34,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Barnett  Ross,  Roland  J.  Voisinet  and 
Howard  H.  Hanes. 

For  Opposition :  Alfred  Matthews,  Helen  Sarin,  Aikin 
Johnson,  James  L.  Rembert,  Florence  Schulman,  Annie 
Nanton  and  Robert  Cahn. 

ACTION  OF  BOARD — Laid  over  to  May  19,  1970,  at 
10  A.M.  for  decision;  hearing  closed;  applicant  to  file 
drawing  showing  conditions,  as  previously  granted  by 
Board ;  previously  inspected. 


64-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  1850  Jerome  Cor¬ 
poration,  d/b/a  Regal  Auto  Sales,  owner. 

SUBJECT  Application  January  27,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-4  district,  the  construction 
and.  maintenance  of  an  unenclosed  automotive  sales  es¬ 
tablishment. 

PREMISES  AFFECTED — 1850-1860  Jerome  Avenue,  east 
side,  25.7  feet  north  of  176th  Street,  Block  2851,  Lot  2, 
3,  4,  5,  6  and  8,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug,  Hyman  Einhorn 
and  Minnett  De  Shield. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  May  19,  1970,  at  10 
A.M.  Applicant  to  furnish  additional  information  to  the 
Board.  Hearing  continued.  Previously  inspected. 
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193-68-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Lawrence  Kiosk, 
owner;  Railroad  Maintenance  Corporation,  lessee. 

SUBJECT — Application  March  12,  1968 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  RS  district,  the  construc¬ 
tion  and  maintenance  of  an  off-site  accessory  parking 
facility  for  a  commercial  establishment  without  the  re¬ 
quired  screening. 

PREMISES  AFFECTED — 423-429  Zerega  Avenue,  428- 
436  Effingham  Avenue,  northwest  corner,  Block  3512,  Lots 
58  and  95,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  Jesse  Hubbar,  Armand  Lemieux,  Albert 
Milone,  Corine  and  James  Bradley,  Janies  E.  Winston, 
Elaine  Amsterdam  and  others. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


634-69-BZ 

APPLICANT — Lichtner  Associates  for  Roleke  and  Cervoni, 
Incorporated,  owner. 

SUBJECT — Application  October  23,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district  on  a  plot 
with  less  than  the  required  lot  area  and  lot  width,  the 
erection  of  a  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  and  accessory  parking, 
encroaches  on  the  required  front  and  side  yards,  and  pene¬ 
trates  sky  exposure  plane. 

PREMISES  AFFECTED— 63-25  Queens  Midtown  Ex¬ 
pressway,  north  side,  80.44  feet  west  of  64th  Street,  Block 
2366,  Lot  48,  Maspeth,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Wm.  B.  Lichtner. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  March  3,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  March  17,  1970,  then  to  April  7,  1970; 
then  to  May  5,  1970;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  23,  1969,  acting  on  N.B.  Applic.  416/1969, 
reads : 

“1.  Lot  area  and  lot  width  less  than  3800  sq.  ft.  and 
40.0'  for  a  detached  2  family  dwelling  is  contrary  to 
Sec.  23-32. 

2.  A  detached  2  family  dwelling  in  an  R4  Zone 
without  2  side  yards  is  contrary  to  Sec.  23-461. 

3.  F.A.R.  and  O.S.R.  are  contrary  to  Sec.  23-141. 

4.  Lot  area  per  room  less  than  275  sq.  ft.  is  con¬ 
trary  to  Sec.  23-222. 

5.  Provide  2  car  parking  spaces  as  per  25-22. 


6.  Provide  minimum  required  front  yard  of  15.0' 
as  per  Sec.  23-45. 

7.  Sky  exposure  plane  does  not  comply  with  23- 
631.” 


and 

Whereas,  the  premises  and  surrounding  area  were  in- 
pected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R4  district,  on  a  plot  with  less  than  the  required  lot  area 
and  lot  width,  the  erection  of  a  two-family  dwelling  that 
exceeds  the  permitted  floor  area  ratio,  has  less  than  the 
required  open  space  ratio,  lot  area  per  room  and  accessory 
parking,  encroaches  on  the  required  front  and  side  yards 
and  penetrates  the  sky  exposure  plane,  on  condition  that  all 
work  shall  substantially  conform  to  drawings  filed  with  this 
application  and  marked  “Received,  October  23,  1969,”  one 
sheet,  and  “April  30,  1970,”  five  sheets;  that  all  laws,  rules 
and  regulations  applicable  shall  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


662-69-BZ 


APPLICANT — Guerino  Salerni  for  33-55  11th  Street  Realty 
Corporation,  owner. 

SUBJECT — Application  November  10,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection  of 
a  one  story  building  for  use  as  a  warehouse  and  factory. 
PREMISES  AFFECTED— 33-41  to  33-57  (33-55  11th 
Street,  official)  11th  Street,  east  side,  140.15  feet  south  of 
33rd  Road,  (33-42  to  33-54  12th  Street),  Block  318,  Lot 
15,  Long  Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Guerino  Salerni,  Stuart  Walsh  and 
Arthur  Bordeman. 

For  Opposition:  Philip  Cervone,  Jr.,  Mary  Cignia,  Rose 
Pernelli,  B.  Sessarego,  Michael  Nolan  and  Clara  Mar- 
catante. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 


Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 

0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  March  3,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  March  10,  1970;  then  to  April  23,  1970; 
then  to  May  5,  1970;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  3,  1969,  acting  on  N.  B.  Applic.  871/1969, 
reads : 


“1.  Proposed  structure  for  manufacturing,  storage 
and  office  use  (Use  Group  17)  located  in  an  R5  Zone 
District  is  contrary  to  Sec.  22-10  of  Zoning  Resolution. 

2.  Since  there  are  no  regulations  with  respect  to 
bulk,  parking,  loading  and  unloading  in  an  R5  District 
for  manufacturing,  storage  and  office  use,  application 
must  be  referred  to  B.  of  S.  &  A.  for  determination.” 
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Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  RS  district,  the  erection  of  a  one-story  building  for  use 
as  a  warehouse  and  factory,  on  condition  that  all  work  shall 
substantially  conform  to  drawings  filed  with  this  application 
and  marked  “November  10,  1969,”  one  sheet,  and  “April  22, 
1970,”  three  sheets;  on  further  condition  that  this  variance 
be  for  a  term  of  15  years;  that  the  use  be  limited  to  ware¬ 
housing  and  packaging  of  prepared  food  products ;  that  there 
be  no  air  conditioning  units  on  the  roof  within  one  hundred 
feet  of  the  11th  Street  building  line,  that  the  hedges  shown 
to  be  planted  along  11th  Street  be  in  accordance  with  Sec¬ 
tion  25-66,  paragraph  (a)  of  the  Zoning  Resolution;  that 
street  trees  be  planted  along  11th  Street  in  accordance  with 
the  rules  and  regulations  of  the  Department  of  Parks ;  and 
that  in  all  other  respects  all  other  laws,  rules  and  regulations 
shall  be  complied  with,  and  substantial  construction  be 
completed  within  one  year  from  the  date  of  this  resolution. 

43-70-BZ 

APPLICANT — Frederick  Ketcher  for  H.  S.  Levy  and  Sons 
Incorporated,  owner. 

SUBJECT — Application  January  20,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Ml-1  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  three  story  and 
cellar  structure  to  be  occupied  as  a  machine  shop  and  food 
processing  establishment  that  will  exceed  the  permitted 
floor  area  ratio. 

PREMISES  AFFECTED — 34  Porter  Avenue,  west  side, 
50  feet  south  of  Grattan  Street,  Block  3009,  Lot  23,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Frederick  Ketcher. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  April  7,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  April  29,  1970;  then  to  May  5,  1970; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  6,  1970,  acting  on  Alt.  Applic.  2050/1969, 
reads  : 

“5.  Proposed  one  story  rear  enlargement  to  exist¬ 
ing  building  in  a  Ml-1  zoning  district  exceeds  the  maxi¬ 
mum  permitted  floor  area  ratio  as  per  Section  43-12 
Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  72-21  of  the  Zoning  Resolution,  and  that  the 
applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  Ml-1  district,  the  erection  of  a  one-story 
enlargement  to  an  existing  three-story  and  cellar  structure 
to  be  occupied  as  a  machine  shop  and  food  processing 
establishment  that  will  exceed  the  permitted  floor  area  ratio, 
on  condition  that  all  work  shall  substantially  conform  to 
drawings  filed  with  this  application  and  marked  “Received, 
January  20,  1970,”  five  sheets,  “March  4,  1970,”  one  sheet, 
and  “May  1,  1970,”  three  sheets ;  that  all  laws,  rules  and 
regulations  applicable  shall  be  complied  with,  and  that  sub¬ 
stantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 

44-70-A 

APPLICANT — Frederick  A.  Ketcher  for  H.  S.  Levy  and 
Sons  Incorporated,  owner. 

SUBJECT — Application  January  20,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  design  and 
arrangement,  stairway,  passageway,  fire  doors  and  con¬ 
veyor. 

PREMISES  AFFECTED — 34  Porter  Avenue,  west  side, 
50  feet  south  of  Grattan  Street,  Block  3009,  Lot  23,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Frederick  Ketcher. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner,  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  6,  1970  on  Alt.  Applic.  2050-69,  reads: 

“6.  Question  proposed  design  &  arrangement  for 
number  of  persons  stated.  Comply  with  all  applicable 
Labor  Law  requirements. 

7.  Question  3'-0"  wide  stairs.  Provide  stairway  at 
least  44"  wide  as  per  Sec.  270  L.  L. 

8.  Question  location  of  oven.  Provide  44"  passage¬ 
way  to  both  exits. 

12.  A — provide  fire  doors  at  horizontal  exits  as 
per  Sec.  10.8.1  B.  C. 

B — question  use  of  guillotine  doors  & 

C — distance  between  openings. 

16.  Question  conveyor  thru  fire  wall.” 

and 

W hereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  January  6,  1970,  acting  on  Alt.  Applic. 
2050^69  Objection  Nos.  6,  7,  8,  12,  16  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  substantially  conform  to 
drawings  filed  with  Cal.  No.  43-70-BZ;  on  further  condition 
that  all  the  conditions  of  the  resolution  adopted  by  the 
Board  under  Cal.  No.  43-70-BZ  be  complied  with;  and  that 
all  other  laws,  rules  and  regulations  applicable  be  complied 
with. 


84-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Kings  Plaza 
Shopping  Center  of  Avenue  U,  Incorporated  and  Kings 
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Plaza  Shopping  Center  of  Flatbush  Avenue,  Incorporated, 
owners. 

SUBJECT — Application  February  6,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  M3-1  district,  at  a  shopping 
center  presently  under  construction,  the  installation  of 
accessory  business  signs  that  exceed  the  permitted  surface 
area  and  the  height  above  grade  along  a  district  boundary. 
PREMISES  AFFECTED — 5102  to  5130  Avenue  U,  2483 
to  2451  Flatbush  Avenue,  southeast  corner,  Block  8470, 
Lots  1,  55  and  62,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition :  None. 

For  Administration:  E.  Gross,  Dept,  of  Commerce. 
ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative:  Commissioner  Madigan  .  1 


THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
April  23,  1970,  after  due  notice  by  publication  in  the  Bulletin ; 
laid  over  to  May  5,  1970;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
(dated  January  6,  1970,  acting  on  E.  S.  Applic.  Nos.  268,  269, 
276,  2 77  and  278/1969,  reads : 


Sign  #1  (E.  S.  276/69) 

“L  Proposed  accessory  Business  Sign  in  M3-1  Dis¬ 
trict  along  a  District  Boundary  of  a  Residence  District 
(R5)  does  not  conform  to  sign  regulations  required  by 
Sec.  42-541  of  the  Zoning  Resolution. 

a)  Total  surface  area  exceeds  maximum  allowable 
50  sq.  ft. 

b)  Height  of  sign  above  grade  exceeds  maximum 
allowable  25  ft. 

Sign  #  2  (E.S.  269/69) — same  Objection  la  and  lb. 

Sign  #  3  (E.S.  277/69) — same  Objection  la  and  lb. 

Sign  #11  (E.S.  268/69) — same  Objection  la  and  lb. 

Sign  #13  (E.S.  278/69) — same  Objection  la  only.” 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  M3-1 
district,  at  a  shopping  center  presently  under  construction, 
the  installation  of  accessory  business  signs  that  exceed  the 
permitted  surface  areas  and  the  height  above  grade  along  a 
district  boundary,  on  condition  that  all  work  shall  substan¬ 
tially  conform  to  drawings  filed  with  this  application  and 
marked  “Received,  February  6,  1970,”  one  sheet,  “March  24, 
1970,”  five  sheets,  and  “April  29,  1970,”  one  sheet;  that  all 
laws,  rules  and  regulations  applicable  shall  be  complied  with, 
and  that  substantial  construction  of  these  signs  shall  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


Adjourned:  12:10  P.M. 


James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MAY  5,  1970,  2  P.M. 

Present :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

299-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Mutual  Redevelopment  Houses, 
Incorporated,  owner. 

SUBJECT — Application  May  23,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 323-341  Eighth  Avenue,  307-311 
West  26th  Street,  northwest  corner,  Blocks  750,  751,  752, 
Part  of  Lot  1,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition :  I.  E.  Minkin,  B.  D.,  Arthur  Gussaroff  and 
Harold  J.  Levy. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  application  of  the  Fire  Commissioner,  dated 
May  23,  1969  states  that  “application  is  hereby  respectfully 
made  to  the  Board  of  Standards  and  Appeals,  in  accordance 
with  the  provisions  of  1804.4.C.6  of  the  City  Charter,  to 
modify  Certificate  of  Occupancy  in  relation  to  the  following 
building : 

323-341 — 8th  Avenue,  Manhattan — Certificate  No.  66147.” 
and 

Whereas,  the  applicant  further  requests  that  the  Certifi¬ 
cate  of  Occupancy  be  amended  to  require  “the  installation  of 
an  automatic  sprinkler  system  throughout  the  cellar  ar¬ 
ranged  and  equipped  as  per  Chapter  26,  Article  17,  Admin¬ 
istrative  Code.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  should 
be  granted  under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner  for 
a  modification  of  the  Certificate  of  Occupancy  be  granted, 
and  that  the  Certificate  of  Occupancy  be,  and  it  is  hereby 
modified  to  require  the  extension  of  the  cellar  sprinkler  sys¬ 
tem  throughout  the  store  cellars,  theatre  storage,  and  public 
passages,  and  that  all  other  provisions  of  the  law  governing 
these  premises  shall  be  complied  with. 

325-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— 239  West  18th  Street  Corpora¬ 
tion. 

SUBJECT — Application  June  5,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 239-243  West  18th  Street,  north 
side,  240  feet  east  of  8th  Avenue,  Block  768,  Lot  14,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.D. 

For  Opposition:  I.  E.  Minkin,  B.D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 


Negative:  .  0 

Absent:  Commissioner  Klein  .  1 
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THE  RESOLUTION— 

Whereas,  the  application  of  the  Fire  Commissioner,  dated 
June  2,  1969  states  that  “application  is  hereby  respect¬ 
fully  made  to  the  Board  of  Standards  and  Appeals,  in  accord¬ 
ance  with  the  provisions  of  Section  1804.4.C.6  of  the  City 
Charter,  to  modify  Certificate  of  Occupancy  in  relation  to 
the  following  building: 

239-243  West  18th  Street,  Manhattan— Certificate  No. 
41965.” 

and 

Whereas,  the  applicant  further  requests  that  the  Certificate 
of  Occupancy  be  amended  to  require  “the  installation  of  an 
automatic  sprinkler  system  throughout  the  cellar  arranged 
and  equipped  as  per  Chapter  26,  Article  17,  Administrative 
Code”;  and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved ,  that  the  application  of  the  Fire  Commissioner 
for  a  modification  of  the  Certificate  of  Occupancy  be  granted, 
and  that  the  Certificate  of  Occupancy  be,  and  it  hereby  is 
modified  to  require  the  installation  of  an  automatic  sprinkler 
system  in  the  cellar  in  addition  to  all  other  requirements  of 
law. 

342-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Harvey  Levitt. 

SUBJECT — Application  June  11,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 2837  Atlantic  Avenue,  north¬ 
west  corner  of  Schenck  Avenue,  Block  3948,  Lots  34  and 
35,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.  and  Harvey  Levitt. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 


Negative:  .  0 

Absent:  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  application  of  the  Fire  Commissioner,  dated 
June  6,  1969  states  that  application  is  hereby  respectfully 
made  to  the  Board  of  Standards  and  Appeals,  in  accordance 
with  the  provisions  of  1804.4.C.6  of  the  City  Charter,  to 
modify  Certificate  of  Occupancy  in  relation  to  the  following 
building : 

2837  Atlantic  Avenue,  Brooklyn — Certificate  No.  193205.” 
and 

Whereas,  the  applicant  further  requests  that  the  Certifi¬ 
cate  of  Occupancy  be  amended  to  require  “the  installation  of 
an  automatic  sprinkler  system  throughout  the  building  ar¬ 
ranged  and  equipped  as  per  Chapter  26,  Article  17,  Admin¬ 
istrative  Code.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  a  modification  of  the  Certificate  of  Occupancy  be  granted 
and  that  the  Certificate  of  Occupancy  be  and  it  is  hereby 
modified  to  require  the  installation  of  an  automatic  sprinkler 
sytem  throughout  the  building  in  addition  to  any  other  limi¬ 
tations  of  the  present  Certificate  of  Occupancy  or  other  re¬ 
quirements  of  law.  _ 

392-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 


OWNER  OF  PREMISES— Sailors  Snug  Harbor. 
SUBJECT — Application  July  3,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 757  to  769  Broadway,  65  to  75 
East  8th  Street,  southwest  corner,  56  to  68  East  9th  Street, 
Block  560,  Lot  29,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition :  I.  E.  Minkin,  B.  D.  and  Abraham  Engel- 
man. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  application  of  the  Fire  Commissioner,  dated 
July  3,  1969,  reads  : 

“Application  is  hereby  respectfully  made  to  the  Board  of 
Standards  and  Appeals,  in  accordance  with  the  pro¬ 
visions  of  1804.4.C.6  of  the  City  Charter,  to  modify  Cer¬ 
tificate  of  Occupancy  in  relation  to  the  following  build¬ 
ings  : 

757-769  Broadway  ] 

65-75  East  8th  Street  i  Manhattan — 

56-68  East  9th  Street  j  Certificate  No.  52934.” 

and 

Whereas,  the  applicant  further  requests  that  the  Certifi¬ 
cate  of  Occupancy  be  amended  to  require  “the  installation  of 
an  approved  automatic  sprinkler  system  throughout  the 
cellar  of  F.  W.  Woolworth  Store  (761  Broadway)  arranged 
and  equipped  as  per  Chapter  26,  Article  17,  Administrative 
Code.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be 
granted  under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  a  modification  of  the  Certificate  of  Occupancy  be  granted, 
and  that  the  Certificate  of  Occupancy  be  and  it  hereby  is 
modified  to  require  the  installation  of  an  automatic  sprinkler 
system  in  the  cellar  spaces  occupied  by  the  F.  W.  Woolworth 
store  in  addition  to  all  other  requirements  of  law. 


496-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Empire  Rockaway,  Incorpo¬ 
rated. 

SUBJECT — Application  August  26,  1969 — Appeal  for  Modi¬ 
fication  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 1326-1336  Beach  Channel 
Drive,  southeast  corner  of  Dix  Avenue,  Block  15528,  Lot 
12,  Far  Rockaway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.D. 

For  Opposition:  I.  E.  Minkin,  B.D.,  Gabriel  Nathan  and 
Edward  Rubinstein. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  application  of  the  Fire  Commissioner,  dated 
August  26,  1969,  reads : 
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“Application  is  hereby  respectfully  made  to  the  Board 
of  Standards  and  Appeals,  in  accordance  with  the  provi¬ 
sions  of  1804.4.C.6  of  the  City  Charter,  to  modify  Cer¬ 
tificate  of  Occupancy  in  relation  to  the  following 
buildings : 

1326/1336  Beach  Channel  Drive,  Queens — Certificate 
No.  175738.” 

and 

Whereas,  the  applicant  further  requests  that  the  Certifi¬ 
cate  of  Occupancy  be  amended  to  require  “the  installation  of 
an  automatic  sprinkler  system  throughout  the  cellar  ar¬ 
ranged  and  equipped  as  per  Chapter  26,  Article  17,  Adminis¬ 
trative  Code”;  and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  a  modification  of  the  Certificate  of  Occupancy  be  granted, 
and  that  the  Certificate  of  Occupancy  be  and  it  hereby  is 
modified  to  require  the  installation  of  a  non-automatic  sprin¬ 
kler  system  and  an  automatic  fire  alarm  system  throughout 
the  cellar,  and  that  all  other  requiremens  of  law  be  complied 
with. 

120-70-A 

APPLICANT— Maxfield  Blaufeux  and  Heywood  Blaufeux 
for  Progressive  Shaari  Zedek  Synagogue,  owner. 
SUBJECT— Application  February  26,  1970— Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed 
school,  a  public  building,  in  a  frame  structure  and  live  load. 
PREMISES  AFFECTED — 2021  to  2025  Avenue  I,  1024  to 
1034  East  21st  Street,  northwest  corner,  Block  7566,  Lot  1, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Heywood  Blaufeux. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  24,  1970  on  Alt.  Applic.  167-69,  reads : 

“1.  Proposed  school,  a  public  building,  in  a  frame 
structure  within  the  fire  limits  and  over  1  story  in 
height  and  over  600  sq.  ft.  in  area  is  contrary  to 
C26-254.0. 

2.  Live  load  for  class  rooms  with  fixed  seats  shall 
be  60  lbs.  per  sq.  ft.,  7.3.2.2.3.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  February  24,  1970,  acting  on  Alt.  Applic. 
167-69,  Objection  Nos.  1  and  2  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  for  a  term  of 
5  years,  on  condition  that  the  building  shall  substantially 
comply  with  drawings  filed  with  this  application  and  marked 
“Received,  February  26,  1970,”  five  sheets;  on  further  con¬ 
dition  that  two  sprinkler  heads  be  installed  in  the  kitchen 
and  supplied  from  the  domestic  water  supply,  that  the  second 
and  attic  floors  be  and  remain  vacant  and  unoccupied;  and 
that  in  all  other  respects  all  other  laws,  rules  and  regulations 
be  complied  with. 

296-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Herman  Scheiner. 

SUBJECT — Application  May  23,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 763  8th  Avenue,  west  side,  50 
feet  south  of  West  47th  Street,  Block  1037,  Lot  34,  Borough 
of  Manhattan. 


APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D. 

ACTION  OF  BOARD — Laid  over  to  May  12,  1970,  at 
2  P.  M.  for  information  from  the  Building  Department. 
Hearing  continued.  Previously  inspected. 

298-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — H.  Moskowitz  c/o  Morris 
Moskowitz. 

SUBJECT— Application  May  23,  1969— Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 153  Mercer  Street,  west  side, 
150  feet  north  of  Prince  Street,  Block  513,  Lot  36,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.,  Joseph  A.  Gelbman 
and  Herbert  Moskowitz. 

ACTION  OF  BOARD — Laid  over  to  May  26,  1970  at 
2  P.  M.  Hearing  continued.  Previously  inspected. 

324-69-A  — 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Marsicano  Foundation  c/o 
Philomena  Marsicano. 

SUBJECT— Application  June  5,  1969— Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 18  West  38th  Street,  south  side, 
240  feet  west  of  5th  Avenue,  Block  839,  Lot  58,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.  and  John  E.  Cuneo. 
ACTION  OF  BOARD — Laid  over  to  May  12,  1970,  at 
2  P.  M.  Laid  over  for  re-inspection  and  report  from  the 
Fire  Department.  Hearing  continued.  Previously  in¬ 
spected. 

341-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — 64  Union  Street  Corporation. 
SUBJECT — Application  June  11,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 64-70  Union  Street,  south  side, 
100  feet  east  of  Van  Brunt  Street,  Block  341,  Lots  9,  10, 
11,  12,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition :  I.  E.  Minkin,  B.  D.  and  Carl  Milea. 
ACTION  OF  BOARD — Laid  over  to  May  19,  1970,  at 
2  P.  M.  for  re-inspection,  and  decision.  Hearing  closed. 

494-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Henry  Mandler  Majors  Build¬ 
ings. 

SUBJECT — Application  August  26,  1969 — Appeal  for  Modi¬ 
fication  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 37-39  Jane  Street,  north  side, 
40  feet  west  of  8th  Avenue,  Block  626,  Lot  36,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.  and  Simon  Aider- 
man. 

ACTION  OF  BOARD — Laid  over  to  May  19,  1970,  at 
2  P.  M.  The  Building  Department  to  submit  its  records 
of  this  building  to  the  Board.  Hearing  continued.  Pre¬ 
viously  inspected. 

497-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
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OWNER  OF  PREMISES — Loew’s  Theatre  and  Realty 
Corporation. 

SUBJECT— Application  August  26,  1969— Appeal  for  Modi¬ 
fication  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 2403-2419  Grand  Concourse, 
west  side,  282  feet  north  of  East  184th  Street,  Block  3165, 
Lot  44,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.,  Samuel  H.  Linden- 
baum  and  Dave  Phillips. 

ACTION  OF  BOARD— Laid  over  to  May  26,  1970,  at 
2  P.  M.  Owner  to  submit  additional  information.  Hear¬ 
ing  continued.  Previously  inspected. 

515- 69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES— Joseph  F.  and  Ida  Sokol, 
owner. 

SUBJECT — Application  September  3,  1969 — Appeal  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED — 30-27  Steinway  Street,  east 
side,  238.84  feet  south  of  30th  Avenue,  Block  680,  Lot  39, 
Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.  and  S.  R.  Eisenson. 

ACTION  OF  BOARD— Laid  over  to  May  26,  1970,  at 
2  P.  M.  Owner  to  submit  additional  information.  Hear¬ 
ing  continued.  Previously  inspected. 

5 16- 69- A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Flushing  Plumbing  Supply 
Company  Incorporated,  owner. 

SUBJECT — Application  September  3,  1969 — Appeal  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED — 37-19  Lawrence  Street,  east 
side,  100.05  feet  south  of  37th  Avenue,  Block  4972,  Lot  10, 
Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.  and  Edwin  Storch. 


ACTION  OF  BOARD— Laid  over  to  June  2,  1970,  at 
2  P.  M.  for  the  owner  to  file  plans  of  the  building  with  the 
Board  and  such  proposals  that  he  cares  to  make  to  meet 
the  requirements  of  the  Fire  Department.  Hearing  con¬ 
tinued.  Previously  inspected. 


523-69-A 

APPLICANT — Hayward  F.  Manice  for  St.  Vincent’s  Medi¬ 
cal  Center,  owner. 

SUBJECT — Application  September  5,  1969 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commission  re¬ 
sprinkler  system  and  Appeal  from  a  decision  of  the  Bor¬ 
ough  Superintendent  re-egress,  door,  stairs  etc. 
PREMISES  AFFECTED— 355  Bard  Avenue,  681  Castleton 
Avenue,  northeast  corner,  Block  102,  Lot  1,  West  New 
Brighton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Haywood  F.  Manice  and  G.  L.  Schman- 
der. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  July  14,  1970,  at 
2  P.  M.  for  further  inspection  and  report  by  the  Fire 
Department.  Hearing  closed. 


133-70-A 

APPLICANT — Leonard  F.  Rothkrug  for  Linco  Realty 
Corporation,  owner. 

SUBJECT — Application  March  5,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed 
occupancy  of  the  pent  house  floor  for  office  space. 

PREMISES  AFFECTED— 117  to  119  West  26th  Street, 
north  side,  175  feet  west  of  Avenue  of  the  Americas,  Block 
802,  Lot  29  (former  28,  29  and  30),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug,  Dewey  Rothkrug, 
Sam  Schiffer,  Mr.  Boyce  and  Morton  Shainess. 

ACTION  OF  BOARD — Laid  over  to  May  19th,  1970,  at 
2  P.  M.  at  the  request  of  the  applicant  to  afford  him  an 
opportunity  to  revise  his  plans.  Hearing  closed.  Pre¬ 
viously  inspected. 

Adjourned:  4:30  P.  M. 

James  P.  Mulroy,  Secretary 
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DIRECTORY 

BOARD  OF  STANDARDS  AND  APPEALS 


CALENDAR  NUMBER  657-69-BZ 
PETITION  AND  ORDER  OF  CERTIORARI 
SERVED  ON  THE  BOARD  OF  STANDARDS 
AND  APPEALS. 


M.  MILTON  GLASS,  Chairman 

Samuel  L.  Becker,  Vice  Chairman 
Joseph  B.  Klein 
Francis  V.  Madigan 
William  A.  Nolan 

Commissioners. 


On  May  5,  1970,  Petition  and  Order  of  Certiorari  was  served  on 
the  Board  by  Murray  Rudman,  attorney  for  petitioner,  Ethel  Geller, 
owner,  seeking  a  review  of  the  Board’s  denial  on  April  7,  1970  of 
the  application,  based  on  a  decision  of  the  Borough  Superintendent, 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a  C2-2 
and  R3-2  district,  on  a  plot  with  an  existing  restaurant,  the  expan¬ 
sion  of  the  accessory  parking  facility  into  the  residence  district; 
Calendar  Number  657-69-BZ;  Premises  64  City  Island  Avenue, 
southeast  corner  of  Horton  Street,  Block  5638,  Lots  7  and  11,  Bor¬ 
ough  of  The  Bronx. 


CONTENTS 


Solomon  Sheer,  P.E.,  Director 


Ira  Kalish,  P.E.,  Deputy  Director 


James  P.  Mulroy,  Secretary 


John  B.  Cincotta,  Chief  Clerk 


Office — 80  Lafayette  Street,  9th  Floor,  Manhattan,  New 
York.  N.  Y.  10013. 

Telephone — 566-5174. 


Petition  and  Order  of  Certiorari  Served  on  The  Board 
of  Standards  and  Appeals. 

Docket. 

Notice  of  Hearing  of  Calendar. 

Minutes  of  Regular  Meeting,  Tuesday  Morning,  May 
12,  1970,  Affecting  Calendar  Numbers — 


774-66-A 

758-68-BZ 

27-70-BZ 

165-69-A 

32-70-BZ 

28-70-BZ 

22-67-A — Vol.  Ill  72-70-BZ 

29-70-A 

315-49-BZ 

87-70-BZ 

36-70-BZ 

244-56-BZ 

107-70-BZ 

46-70-BZ 

425-69-BZ 

119-70-BZ 

95-70-BZ 

426-69-A 

126-70-BZ 

561-69-BZ 

148-70-BZ 

Minutes  of 

Regular  Meeting, 

Tuesday  Afternoon, 

12,  1970, 

Affecting  Calendar 

Numbers — 

128-41-SA 

796-68-SM 

296-69-A 

153-56-SA 

820-68-SM 

393-69-A 

693-56-SA 

161-69-SM 

394-69-A 

437-58-SA 

356-68-SA 

518-69-A 

5-59-SA 

794-68-SM 

519-69-A 

6-59-SA 

324-69-A 

569-69-A 

132-59-SA 

517-69-A 

571-69-A 

795-68-SM 

108- 70- A 

686-69-A 

Warning  Notice. 
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DOCKET 

New  Cases  Filed  Up  to  May  12, 1970 
Cal.  No.  Dept.  Premises  Affected 

273- 70-A — B.R. — 95  Florence  Place,  northwest  corner  of 
Percival  Place,  Block  6723,  Lots  126,  129,  Princess  Bay, 
Borough  of  Richmond,  N.B.  23-67  re-  building  not  front¬ 
ing  on  legal  street. 

274- 70-A— F.D. — Packaging  of  combustible  mixture 
known  as  Security  Permanent  Anti-freeze  and  Summer 
Coolant  and  Eskimo  Permanent  Anti-freeze  and  Summer 
Coolant  in  quart  and  one  gallon  metal  sealed  containers, 
containers  not  in  accordance  with  the  Administrative 
Code. 


275-70-A — F.D. — 585  Meserole  Street  and  126  to  144 
Gardner  Avenue,  northwest  corner,  Block  2971,  Lot  5, 
Borough  of  Brooklyn,  F.D.  68-6730  re-  sprinkler  system, 
Administrative  Code. 


276-70-A — B.B. — 141  Amity  Street,  north  side,  215  feet 
8^4  inches  west  of  Clinton  Street,  Block  291,  Lot  40,  Bor¬ 
ough  of  Brooklyn,  Alt.  343-69  re-  egress.  Multiple  Dwell¬ 
ing  Law. 


277-70-BZ — B.M. — 140  Maiden  Lane,  south  side,  En¬ 
tire  Block  bounded  by  Front  Street,  Pine  Street  and 
Water  Street.  150  Front  Street,  88  Pine  Street,  145 
Water  Street,  Block  38,  Lots  17,  18,  34,  Borough  of  Man¬ 
hattan,  N.B.  12-69  re-  proposed  office  building,  C6-9 
district. 


278-70-BZ — B.Bx. — 1777  Grand  Concourse,  northwest 
corner  of  East  175th  Street,  Block  2826,  Lot  62,  Borough 
of  The  Bronx,  Alt.  116-69  re-  proposed  doctors  offices 
and  stores,  R8  district. 


279-70-A — B.M. — 36-38  Central  Park  South,  south  side, 
245  feet  east  of  Avenue  of  the  Americas,  29-37  West  58th 
Street,  Block  1274,  Lots  11,  12,  13,  14,  62,  64,  Borough  of 
Manhattan,  N.B.  42-67  re-  aluminum  windows,  Adminis¬ 
trative  Code. 


280-70-BZ — B.Q. — 149-05  Rockaway  Boulevard,  north¬ 
west  corner  of  Sutphin  Boulevard,  Block  12051,  Lot  50, 
Jamaica,  Borough  of  Queens,  N.B.  33-70  re-  proposed 
automotive  service  station,  C2-2  district. 


281-70-SA — Tempo  Products  Company,  Tempo  Tanker 
F.M.  1009,  manufactured  by  Tempo  Products  Company, 
Appliance. 


282-70-BZ — B.B. — 4102  to  4114  Avenue  U,  2201  to  2211 
Coleman  Street,  southeast  corner,  Block  8558,  Lot  36, 
Borough  of  Brooklyn,  N.B.  1049-69  re-  proposed  recon¬ 
struction  of  an  automotive  service  station,  C2-2  within 
R4  district. 


283-70-A — B.R. — 252  Benedict  Road,  west  side,  508.63  feet 
north  of  Four  Corners  Road,  Block  872,  Lot  106,  Todt 
Hill,  Borough  of  Richmond,  N.B.  914-62  re-  building  not 
fronting  on  legal  street. 


284-70-SA — William  M.  Wilson’s  Sons,  Inc.  Gasboy 
Serva-Tank  Model  89,  manufactured  by  William  M.  Wil¬ 
son’s  Sons,  Inc.,  Appliance. 


285-70-A — F.D. — 14  to  16  East  38th  Street,  south  side, 
12  feet  west  of  Madison  Avenue,  Block  867,  Lot  62,  Bor¬ 
ough  of  Manhattan,  F.D.  Order  698058  re-  elevator  in 
readiness. 


286-70-SA — Autocall  Division,  Federal  Sign  &  Signal 


Corporation,  Fire  Alarm  Station  Type  FA,  manufac¬ 
tured  by  Autocall  Division,  Federal  Sign  &  Signal  Cor¬ 
poration,  Appliance. 

287-70-BZ — B.M. — 112  East  77th  Street,  south  side,  from 
Park  Avenue  to  Lexington  Avenue,  101  to  133  East  76th 
Street,  841  Park  Avenue,  1090  Lexington  Avenue,  Block 
1411,  Lot  1,  Borough  of  Manhattan,  Alt.  795-69  re-  addi¬ 
tion  to  existing  hospital,  R10,  R8  and  Cl-9  district. 


288-70-SA — Staley  Elevator  Company,  Inc.  Interlock 
RL-7,  manufactured  by  Staley  Elevator  Company,  Inc., 

Appliance. 


289-70-BZ — B.B. — 425-427  Coney  Island  Avenue,  west 
side,  143. 1J4  feet  north  of  Church  Avenue,  Block  5070, 
Lot  19,  Borough  of  Brooklyn,  Alt.  595-70  re-  change  of 
use  to  wholesale  storage  of  drugs,  sundries,  C2-3  and  R6 
district. 

Restored  to  Docket 

22-67-A — Vol.  Ill — B.M. — 9-11  West  54th  Street,  north 
side,  225  feet  west  of  Fifth  Avenue,  Block  1270,  Lot  27, 
Borough  of  Manhattan,  Alt.  1866-66  re-  proposed  exten¬ 
sion  of  cellar  and  1st  floor. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


JUNE  9,  1970,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  June  9,  1970,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

157-57-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Jack  Starr,  owner. 
SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  May  11,  1970 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  tine  mainte¬ 
nance  of  a  parking  lot  for  the  parking  and  storage  of  more 
than  5  motor  vehicles. 

PREMISES  AFFECTED — 1191-1195  Woodycrest  Avenue, 
west  side,  140  feet  north  of  West  167th  Street,  Block 
2515,  Lot  53,  Borough  of  The  Bronx. 


672-54-BZ 

APPLICANT — Murray  Rudman  for  Lobster  Box  Restau¬ 
rant  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  May  4,  1970 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  the  proposed  extension  of  the  parking 
area  into  the  residence  use  district. 

PREMISES  AFFECTED— 26-34  City  Island  Avenue, 
northeast  corner  of  Belden  Street,  Block  5637,  Lots  61,  72, 
75  and  139,  Borough  of  The  Bronx. 


752-29-BZ— Vol.  IV 

APPLICANT — Leonard  F.  Rothkrug  for  Walbell  Real 
Estate  Corporation,  owner. 
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SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  15, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7f,  7i  and  21  of  the 
Zoning  Resolution,  permitting  partly  in  a  business  use  and 
partly  in  manufacturing  use,  C  area  district,  the  extension 
of  the  accessory  motor  vehicle  repair  shop  building,  hand 
tools  only,  no  welding  or  spraying,  using  more  than  the 
permitted  area,  and  the  maintenance  of  the  gasoline  service 
station  all  for  a  temporary  term  of  ten  (10)  years. 
PREMISES  AFFECTED — 8801-8809  4th  Avenue,  south¬ 
east  corner  of  88th  Street,  Block  6065,  Lot  6,  Borough  of 
Brooklyn. 


535-69-BZ 

APPLICANT — Abraham  Grossman  for  Bridget  Belton, 
owner. 

SUBJECT — Application  September  5,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  an  R7-2  district,  in  an 
existing  four  story  building  previously  before  the  Board, 
the  extension  of  the  commercial  occupancy  to  include  the 
fourth  floor. 

PREMISES  AFFECTED — 114  West  Houston  Street,  north 
side,  100  feet  east  of  Sullivan  Street,  Block  525,  Lot  28, 
Borough  of  Manhattan. 


536-69-A 

APPLICANT — Abraham  Grossman  for  Bridget  Belton, 
owner. 

SUBJECT — Application  September  5,  1969 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Class  3  build¬ 
ing,  occupancy  of  4th  floor  for  filter  storage  and  office. 

PREMISES  AFFECTED— 114  West  Houston  Street, 
north  side,  100  feet  east  of  Sullivan  Street,  Block  525,  Lot 
28,  Borough  of  Manhattan. 


105-70-BZ 

APPLICANT — Atkin  and  Bassolino  for  Bronx  Third  Ave¬ 
nue  Realty  Company,  owner. 

SUBJECT — Application  February  19,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  erection  of 
a  one  story  building  for  use  as  a  wholesale  establishment 
with  accessory  storage. 

PREMISES  AFFECTED— 535  East  167th  Street,  north¬ 
west  corner  of  Fulton  Avenue,  Block  2609,  Lot  58,  Bor¬ 
ough  of  The  Bronx. 


106-70-BZ 

APPLICANT — Albert  Melniker  for  Jerome  Campo,  owner. 

SUBJECT — Application  February  19,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-125 
of  the  Zoning  Resolution,  to  permit  in  an  R2  district,  the 
erection  of  a  two  story  building  to  be  occupied  with  offices 
on  the  first  floor  and  medical  offices  on  the  second  floor 
with  accessory  parking  in  the  open  area. 

PREMISES  AFFECTED — 1497  Richmond  Road,  north¬ 
west  corner  of  Forest  Road,  Block  869,  Lot  377,  Dongan 
Hills,  Borough  of  Richmond. 


124-70-BZ 

APPLICANT — Charles  A.  Magrino  for  Andolino  and 
D’Amico  Baking  Company,  Incorporated,  owner. 
SUBJECT — Application  March  3,  1970 — decision  of  the  Bor¬ 


ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  in  an  existing  two 
story  building,  the  enlargement  in  area  of  the  bakery  pro¬ 
duction  that  exceeds  the  floor  area  limitation  and  en¬ 
croaches  on  the  required  front  and  side  yards. 

PREMISES  AFFECTED — 651  Liberty  Avenue,  northwest 
corner  of  Ashford  Street,  Block  3967,  Lots  37  and  38,  Bor¬ 
ough  of  Brooklyn. 


125-70-BZ 

APPLICANT — Stanley  A.  Applebaum  for  St.  Charles 
Church,  owner. 

SUBJECT — Application  March  3,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-452 
of  the  Zoning  Resolution,  to  permit  in  an  R3-1  district,  the 
construction  of  an  off-site  accessory  parking  facility  for  a 
church. 

PREMISES  AFFECTED — Penn  Avenue,  northwest  corner 
of  Hylan  Boulevard,  Block  4278,  Lot  5,  New  Dorp,  Bor¬ 
ough  of  Richmond. 


131-70-BZ 

APPLICANT — Stroock  and  Stroock  and  Lanvan  for  Doro¬ 
thy  Livingston,  owner,  Volkswagen  Bristol  Motors,  In¬ 
corporated,  lessee. 

SUBJECT — Application  March  10,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-49  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Ml -4  and  R10  district,  the 
use  of  the  roof  over  the  two  story  portion  of  a  four  story 
automobile  sales  and  service  establishment  for  accessory 
parking. 

PREMISES  AFFECTED— 502  to  512  East  76th  Street, 
south  side,  98  feet  east  of  York  Avenue,  Block  1487,  Lots 
43,  44,  47  and  48,  Borough  of  Manhattan. 


633-69-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Canarsie  Lots 
Corporation,  and  Ellar  Estates  Corporation,  owners. 

SUBJECT — Application  October  23,  1969— decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-44, 
of  the  Zoning  Resolution,  to  permit  in  a  C2-1  and  R4 
district  in  conjunction  with  the  erection  of  a  two  story 
store  and  office  building,  the  reduction  in  the  number  of 
accessory  parking  spaces  and  the  extension  of  the  parking 
area  into  the  residence  district. 

PREMISES  AFFECTED — 9512  to  9514  Avenue  L,  south 
side,  82  ft.  8)4  inches  east  of  95th  Street,  1423-1425  East 
95th  Street,  Block  8270,  Lot  38,  Borough  of  Brooklyn. 
Laid  over  from  April  29,  1970,  for  continued  hearing. 


758-68-BZ 

APPLICANT — Sharf,  Hellenbrand  and  Tuohy  for  Long 
Island  Railroad  Company,  owner;  Pan-American  Van 
Lines,  Incorporated,  lessee. 

SUBJECT — Application  September  30,  1968 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  C8-1  and  R4  district,  in  conjunc¬ 
tion  with  the  construction  of  an  off-site  accessory  parking 
facility  for  a  moving  van  establishment,  the  expansion  in 
area  into  the  R4  district. 

PREMISES  AFFECTED— 88-16  Little  Neck  Parkway, 
west  side,  48.76  feet  north  of  Jamaica  Avenue,  Block  8668, 
Part  of  Lot  195,  Bellerose,  Borough  of  Queens. 

Hearing  closed. 

M.  MILTON  GLASS,  Chairman 
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JUNE  9,  1970,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  June  9,  1970,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  follow¬ 
ing  matters : 


299-62-SM 

APPLICANT — Desco  Vitro  Glaze  Company  of  N.  Y.,  Inc., 
for  Desco  Chemical  Company,  Inc.,  owner — interior  finish. 


307-69-SM 

APPLICANT — National  Gypsum  Company,  owner — two- 
hour  lire  resistive  shaft  enclosure  wall  (non-load  bearing). 


101-70-SA 

APPLICANT — Standard  Electric  Time  Corporation,  owner 
— interior  fire  alarm  system. 


171-70-SM 

APPLICANT — Rayll  Plastics  Company,  owner — exit  sign. 


674-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — 580  Owners  Holding  Company, 
c/o  Jack  N.  Blinkoff. 

SUBJECT— Application  November  13,  1969 — Appeal  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler  sys¬ 
tem. 

PREMISES  AFFECTED — 580  5th  Avenue,  northwest  cor¬ 
ner  of  West  47th  Street,  Block  1263,  Lot  34,  Borough  of 
Manhattan. 


675-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Jacques  De  Fronce,  Incor¬ 
porated. 

SUBJECT — Application  November  13,  1969 — Appeal  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler  sys¬ 
tem. 

PREMISES  AFFECTED — 2425  Harway  Avenue,  north¬ 
east  corner,  of  Bay  37th  Street,  Block  6892,  Lot  7,  Bor¬ 
ough  of  Brooklyn. 


709-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Fuld  Realty  Company. 
SUBJECT— Application  December  11,  1969 — Appeal  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED — 1485  First  Avenue,  west  side, 
77  feet  north  of  East  77th  Street,  Block  1452,  Lot  26, 
Borough  of  Manhattan. 


710-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — 74  West  125th  St.  Corporation. 
SUFJECT— Application  December  11,  1969 — Appeal  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 


PREMISES  AFFECTED— 74  West  125th  Street,  south 
side,  105  feet  east  of  Lenox  Avenue,  Block  1 722,  Lot  68, 
Borough  of  Manhattan. 


711-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  RECORD — Empire  Housewares,  Inc. 

SUBJECT — Application  December  11,  1969 — Appeal  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED— 2329-2351  Nostrand  Avenue, 
east  side,  200  feet  north  of  Avenue  J,  Block  7594,  Lot  16, 
Borough  of  Brooklyn. 


224- 70-A 

APPLICANT — Joseph  H.  Lombardi  for  Flo-Paint  Incor¬ 
porated,  owner. 

SUBJECT — Application  April  15,  1970 — Appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  Packaging  of  combus¬ 
tible  mixture  known  as  “Git-Rot”  in  metal  cans  (contain¬ 
ers  not  in  accordance  with  the  Administrative  Code 
requirements). 

225- 70-A 

APPLICANT — Joseph  H.  Lombardi  for  Flo-Paint  Incor¬ 
porated,  owner. 

SUBJECT— Application  April  15,  1970 — Appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  Packaging  of  com¬ 
bustible  mixture  known  as  “Life-Calk”  in  metal  tube  and 
cartridges  (containers  not  in  accordance  with  the  Admin¬ 
istrative  Code  requirements). 

M.  MILTON  GLASS,  Chairman 


JUNE  16,  1970,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning  June  16,  1970,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters: 


200-24-BZ — Vol.  Ill 

APPLICANT — Atkin  and  Bassolino  for  Beatrice  Glick 
Haymes,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  29, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7e  and  7i  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  business  and  residence  use 
district,  the  change  in  use  from  public  garage,  previously 
granted  by  the  Board,  to  auto  repair,  minor  body  and 
fender  work,  auto  painting,  for  a  term  of  ten  (10)  years. 

PREMISES  AFFECTED — 3030  Jerome  Avenue,  east  side, 
161.8  feet  south  of  East  204th  Street  and  3103  Villa  Ave¬ 
nue,  Block  3321,  Lot  25,  Borough  of  The  Bronx. 


351-30-BZ— Vol.  II 

APPLICANT — Leonard  F.  Rothkrug  for  Loretta  Aquavella, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
request  to  waive  the  rules  of  procedure  and  extension  of 
term  of  variance  which  expired  December  1,  1969 — de¬ 
cision  of  the  Borough  Superintendent ;  previously  granted 
on  condition,  under  Sections  7f,  7e  and  7i  of  the  Zoning 
Resolution,  to  permit  in  a  business  use  district,  the  addi- 
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tion  of  motor  vehicle  repairs,  accessory  painting,  welding 
and  spraying,  lubritorium,  car  washing,  to  storage  garage 
and  gasoline  service  station;  previously  granted  by  the 
Board,  all  for  a  temporary  term  of  ten  ( 10)  years. 

PREMISES  AFFECTED — 22 16-2218  Pacific  Street  and 
205-213  Rockaway  Avenue,  southeast  corner,  Block  1442, 
Lot  8,  Borough  of  Brooklyn. 


1178-64-BZ 

APPLICANT — Anthony  De  Mase,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  2, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  construction 
and  maintenance  of  a  public  parking  lot  without  the  re¬ 
quired  surfacing. 

PREMISES  AFFECTED — 3436-3440  Eastchester  Road, 
east  side,  132.82  feet  north  of  Boston  Road,  Block  4723, 
Lots  40,  41  and  42,  Borough  of  The  Bronx. 


647-69-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Stuyvesant  Bicy¬ 
cle  and  Toy  #2  Corporation  and  Helan  Associates  Cor¬ 
poration,  owners;  Stuyvesant  Bicycle  and  Toy  Incor¬ 
porated,  lessee. 

SUBJECT — Application  October  21,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R7-2  district, 
the  erection  of  a  two  story  enlargement  to  an  existing 
bicycle  sales  and  service  establishment  previously  before 
the  Board. 

PREMISES  AFFECTED — 404  to  408  East  11th  Street, 
south  side,  94  feet  east  of  First  Avenue,  Block  438,  Lots 
10,  11  and  12,  Borough  of  Manhattan. 


99-70-BZ 

APPLICANT — Ingram  S.  Carner  for  Herbert  and  Gloria 
Abramowitz,  owner. 

SUBJECT — Application  February  16,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-1  district,  the  enlarge¬ 
ment  in  area  of  the  second  floor  of  a  one  family  dwelling 
with  doctors  offices  in  the  basement  that  creates  non- 
compliance  in  floor  area  ratio  and  open  space  ratio. 

PREMISES  AFFECTED — 143-19  25th  Avenue,  northwest 
corner  of  144th  Street,  Block  4249,  Lot  75,  Whitestone, 
Borough  of  Queens. 


128-70-BZ 

APPLICANT — John  A.  Grammas  for  Robert  Roegener, 
owner. 

SUBJECT — Application  March  5,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  11-412,  11-413  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  C8-1  and 
R2  district,  the  change  in  occupancy  of  an  existing  one 
story  building  previously  before  the  Board  from  an  auto 
repair  shop  to  an  automobile  laundry  and  the  enlargement 
in  lot  area  for  accessory  reservoir  space. 

PREMISES  AFFECTED — 255-39  Jamaica  Avenue,  north 
side,  80  feet  west  of  256th  Street,  87-100  256th  Street, 


Block  8830,  Lots  46  and  52,  Floral  Park,  Borough  of 
Queens. 

216-70-BZ 

APPLICANT — Samuel  H.  Lindenbaum  for  Nomarl  of  New 
York  Incorporated,  owner. 

SUBJECT— Application  April  3,  1970— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  New  York  City  Charter, 
to  permit  in  an  R8  and  R10  district,  the  erection  of  a  42 
story  residential  building  that  exceeds  the  permitted  floor 
area  ratio. 

PREMISES  AFFECTED — 60  to  66  East  End  Avenue,  531 
to  537  East  82nd  Street,  northwest  corner,  532,  536  to 
538  East  83rd  Street,  Block  1579,  Lots  19,  21,  22  to  26, 
31,  32  and  34,  Borough  of  Manhattan. 


270-70-BZ 

APPLICANT — Oscar  Zurer  for  Ridgeton  Poultry,  Incor¬ 
porated,  owner. 

SUBJECT — Application  May  5,  1970— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-5  district,  the  conversion  of 
an  existing  one  story  building  from  retail  stores  to  a  twin 
motion  picture  theatre. 

PREMISES  AFFECTED — 66-70  Henry  Street  and  73-79 
Orange  Street,  north  west  corner,  Block  221,  Lot  29, 
Borough  of  Brooklyn. 


277-70-BZ 

APPLICANT — Goldwater  and  Flynn  for  Associated  Mari¬ 
time,  owner. 

SUBJECT — Application  May  7,  1970 — decision  of  the  Bor¬ 
ough  Superintendent  under  Section  666,  of  the  New  York 
City  Charter  and  Sections  72-21  and  73-68  of  the  Zoning 
Resolution,  to  permit  in  a  C6-9  district,  the  erection  of 
a  31  story  and  mezzanine  office  building  that  exceeds  the 
height  of  the  front  wall  and  encroaches  on  the  tower  area 
and  tower  setbacks. 

PREMISES  AFFECTED — 140  Maiden  Lane,  south  side, 
Entire  Block,  bounded  by  Front  Street,  Pine  Street  and 
Water  Street,  150  Front  Street,  88  Pine  Street,  145 
Water  Street,  Block  38,  Lots  17,  18  and  34,  Borough  of 
Manhattan. 


743-69-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Jack  Gottesman 
and  Irwin  Emerman,  owners ;  Le  Bonne  Viet  Adult  Home, 
lessee. 

SUBJECT — Application  December  23,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  R8  district,  the  erection  of  a 
13  story  senior  citizens  resident  that  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED — 154  Haven  Avenue,  west  side, 
272  feet  north  of  West  172nd  Street,  Block  2139,  Lot  275, 
Borough  of  Manhattan. 

Laid  over  from  May  5,  1970,  for  continued  hearing. 

M.  MILTON  GLASS,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  MAY  12,  1970,  10  A.M. 

Present:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commission  Nolan. 


The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Thursday  morning  and  afternoon  April  23,  1970,  were 
approved  as  printed  in  the  Bulletin  of  April  30,  1970,  Vol. 
55,  No.  18. 


774-66-A 

APPLICANT — Donald  D.  Fisher  for  421  Lafayette-Astor 
Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution— Appeal  from  a  decision  of  the 
Borough  Superintendent  re-  second  means  of  egress — 
required ;  previously  granted  on  condition. 

PREMISES  AFFECTED — 419-421  Lafayette  Street,  east 
side,  345  feet  7}4  inches  north  of  4th  Street,  Block  544, 
Lot  13,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Donald  D.  Fisher. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  9,  1966,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  9,  1966,  by  adding  thereto: 

“that  the  portion  of  the  resolution  reading  ‘that  this 
variance  shall  continue  only  so  long  as  permission  to 
cross  the  lot  on  the  adjacent  property  for  means  of 
egress  from  the  foot  of  the  fire  escape  or  exit  is  granted 
by  adjoining  owner’  is  hereby  deleted,  on  condition  that 
the  building  substantially  comply  with  revised  drawings 
of  proposed  conditions  marked  ‘Received  April  21, 
1970’,  five  sheets  and  ‘Received  May  11,  1970’,  two 
sheets ;  that  a  new  exit  be  provided  as  shown  thereon ; 
that  the  existing  sprinkler  system  be  extended  through¬ 
out  the  passage  in  the  cellar;  and  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects.”  (Alt.  994-66) 


165-69-A 

APPLICANT — Permalastic  Products  Company,  Div.  of  the 
Firestone  Tire  and  Rubber  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — Appeal  from  a  decision  of  the 
Fire  Commissioner  re-  packaging  of  inflammable  mixture 
known  as  PL-1072,  Drywall  Furring  Strip  and  Decorative 
Wall  Panel  Adhesive  in  1/10  gallon  and  one  quart  card¬ 
board  cartridges  with  no  replaceable  caps  containers  not 
in  compliance  with  regulations  requirements  of  Adminis¬ 
trative  Code  of  New  York  City;  previously  granted  on 
condition. 


APPEARANCES— 

For  Applicant:  Jack  R.  Martin. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
June  10,  1969,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June 
10,  1969,  by  adding  thereto: 

“that  the  trade  name  of  this  product  may  be  changed 
to  ‘PL-1072  Drywall  Furring  Strip  and  Decorative 
Wall  Panel  Adhesive’,  on  condition  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects.”  Fire  Dept.  Folder  #122-2449 
I.M. 


22-67-A— Vol.  Ill 

APPLICANT— Abraham  Grossman  for  54th  Street  Holding 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  as  Vol. 
Ill  subject  to  regular  procedure — Appeal  from  a  decision 
of  the  Borough  Superintendent  re-  extension  of  cellar,  1st 
floor  and  2nd  floor,  previously  withdrawn. 

PREMISES  AFFECTED— 9-11  West  54th  Street,  north 
side,  225  feet  west  of  Fifth  Avenue,  Block  1270,  Lot  27, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Abraham  Grossman. 

ACTION  OF  BOARD — Application  reopened  as  Vol.  Ill, 
subject  to  the  regular  procedure. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


315-49-BZ 

APPLICANT — Frank  J.  Ross  for  Mary  C.  Colangelo, 

owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  December  15, 
1969 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  parking 
and  storage  of  motor  vehicles. 

PREMISES  AFFECTED — 2314-2318  Beaumont  Avenue, 
east  side,  240  feet  north  of  East  183rd  Street,  Block  3103, 
Lot  11,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  John  P.  Walpole. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 
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THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  22,  1949,  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
May  12,  1970,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  22,  1949,  as  amended  through  December  15,  1964,  only 
as  to  the  term  of  variance,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“granted  for  a  term  of  five  years  from  December  15, 
1969,  to  permit  .  .  . ;  on  condition  that  paving  and 
bumpers  comply  with  the  rules  and  regulations  of  the 
Department  of  Buildings ;  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied  with 
in  all  respects ;  and  that  a  new  Certificate  of  Occupancy 
shall  be  obtained.”  (Alt.  234-49) 


244-56-BZ 

APPLICANT — Harry  A.  Yarish  for  United  Artists  N.  Y. 
Theatres,  Inc.,  owner. 

SUBJECT — Applicant  for  consideration — reopening  for  re¬ 
quest  to  waive  the  rules  of  procedure  and  extension  of  term 
of  variance  which  expired  January  21,  1968 — decision  of 
the  Borough  Superintendent ;  previously  granted  on  con¬ 
dition,  under  Section  7e  of  the  Zoning  Resolution,  permit¬ 
ting  in  a  retail  and  residence  use  district,  the  use  of  the 
existing  building  as  a  storage  warehouse. 

PREMISES  AFFECTED — 113-14  Jamaica  Avenue,  south 
side,  41.32  feet  west  of  114th  Street  and  87-14  114th  Street, 
Block  9303,  Lot  6,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  B.  J.  Amato. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
January  21,  1958,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
May  12,  1970,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  January  21,  1958,  only  as  to  the 
term  of  the  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read: 

“granted  for  a  term  of  ten  years  from  January  21,  1968, 
to  permit  .  .  . ;  on  condition  that  a  curb  and  a  sidewalk 
from  curb  to  building  line  be  installed  on  114th  Street 
in  accordance  with  the  rules  and  regulations  of  the  De¬ 
partment  of  Highways ;  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied  with 
in  all  respects ;  and  that  a  new  Certificate  of  Occupancy 
shall  be  obtained”.  (Alt.  1444-55) 


425-69-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Chipsteve  Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition,  under  Section 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  C8-2  dis¬ 
trict,  in  an  existing  4  story  and  cellar  building  the  change 
in  occupancy  from  furniture  showroom  and  storage  to  a 
factory. 


PREMISES  AFFECTED — 552-562  Van  Buren  Street, 
south  side,  55  feet  4  inches  west  of  Broadway,  Block 
1618,  Lot  15,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

Negative:  .  0 

Not  Voting:  Chairman  Glass  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
October  7,  1969,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
7,  1969,  by  adding  thereto : 

“that  the  stairs  may  be  rearranged  and  the  building  shall 
substantially  conform  to  revised  drawings  of  proposed 
conditions  marked  ‘Received  April  23,  1970’,  six  sheets, 
on  condition  that  the  wet  automatic  sprinkler  system 
required  under  Cal.  No.  426-69-A  be  installed  and 
maintained ;  and  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (Alt.  854-69) 


426-69-A 


APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Chipsteve  Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — Appeal  from  a  decision  of  the 
Borough  Superintendent  re-  combustible  stairs,  exterior 
windows ;  previously  granted  on  condition. 

PREMISES  AFFECTED— 552-562  Van  Vuren  Street, 
south  side,  55  feet  4  inches  west  of  Broadway,  Block  1618, 
Lot  15,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 


THE  VOTE— 


Affirmative :  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 

Nolan  . 

Negative:  . 

Not  Voting:  Chairman  Glass . 


4 

0 

1 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
October  7,  1969,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
7,  1969,  by  adding  thereto : 

“that  the  decision  of  the  Borough  Superintendent  dated 
April  2,  1970,  acting  on  Alt.  Applic.  854-69,  Objection 
No.  2  is  hereby  modified  so  as  to  permit  the  two  stairs 
referred  to  therein,  on  condition  that  the  building  sub¬ 
stantially  comply  with  the  resolution  adopted  by  the 
Board  this  day  under  Calendar  No.  425-69-BZ ;  that 
the  requirement  for  a  wet  automatic  sprinkler  system 
be  complied  with ;  and  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects.” 
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561-69-BZ 

APPLICANT — Joseph  Marini  for  Vincent  De  Gaetano, 
owner. 

SUBJECT — Application  October  1,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  three  story  two-family  dwelling  on  a  plot  with  less 
than  the  required  lot  width  and  encroaches  on  the  required 
side  yard. 

PREMISES  AFFECTED— 3217  Country  Club  Rd.,  north 
side,  480.17  feet  west  of  Stadium  Avenue,  Block  5410,  Lot 
115,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


758-68-BZ 

APPLICANT — Sharf,  Hellenbrand  and  Tuohy  for  Long 
Island  Railroad  Company,  owner;  Pan-American  Van 
Lines,  Incorporated,  lessee. 

SUBJECT — Application  September  30,  1968 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  C8-1  and  R4  district,  in  conjunc¬ 
tion  with  the  construction  of  an  off-site  accessory  parking 
facility  for  a  moving  van  establishment,  the  expansion  in 
area  into  the  R4  district. 

PREMISES  AFFECTED— 88-16  Little  Neck  Parkway, 
west  side,  48.76  feet  north  of  Jamaica  Avenue,  Block  8668, 
Part  of  Lot  195,  Bellerose,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Morton  S.  Cahn. 

ACTION  OF  BOARD — Laid  over  to  June  9,  1970,  at  10 
A.M.,  for  decision  at  the  request  of  the  applicant;  hearing 
previously  closed. 


32-70-BZ 

APPLICANT — Barnett  Ross  for  Shell  Oil  Company,  owner. 

SUBJECT — Application  January  6,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-ll(g)  of  the 
Zoning  Resolution,  to  permit  in  a  C2-3  district,  at  an  ex¬ 
isting  automotive  service  station  with  accessory  uses,  the 
erection  of  a  one  story  enlargement  and  the  rehabilitation 
of  the  accessory  building. 

PREMISES  AFFECTED— 2040-2060  White  Plains  Road, 
northeast  corner  of  Bronxdale  Avenue,  Block  4284,  Lot  5, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Barnett  Ross. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  May  19,  1970,  at  10 
A.M.  for  decision.  Hearing  closed;  previously  inspected. 


72-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Milton  and  Lillian 
Spinner,  Dorf  Management  Company,  (Owner  under  con¬ 
tract). 

SUBJECT — Application  January  28,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 


ing  Resolution,  to  permit  in  an  R4  district,  the  erection  of 
a  one  story  building  for  use  as  a  factory  and  warehouse. 

PREMISES  AFFECTED— 106-20  180th  Street,  177-49  to 
177-73  106th  Road,  northwest  corner,  Block  10334,  Lot  36, 
Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  Elinor  V.  Roker. 

ACTION  OF  BOARD— Laid  over  to  May  26,  1970,  at  10 
A.M.,  for  hearing  at  the  request  of  Local  Planning  Board 
Number  8;  previously  inspected. 


87-70-BZ 

APPLICANT — Albert  Melniker  for  Hylan-Joyce  Cor¬ 
poration,  owner. 

SUBJECT — Application  February  6,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  72- 
21  of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  and 
R5  district,  the  enlargement  in  lot  area  and  floor  area  of 
an  automotive  sales  and  service  establishment  with  acces¬ 
sory  parking  and  storage  previously  before  the  Board. 
PREMISES  AFFECTED — 1855  Hylan  Boulevard,  west 
side,  182.65  feet  south  of  Naughton  Avenue,  Block  3548, 
Lot  18,  Grant  City,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker,  Steven  Whysel,  Leonard 
Jaruselle  and  K.  Wisel. 

For  Opposition:  Angelo  R.  Toro,  Roy  Garlisi,  Eugene 
Saven,  Alex  V.  Myslicki,  Jr.,  Michael  Lesamiz,  Robert 
Traynham,  Jr.,  Anna  M.  Traynham,  Sr.,  William 
D’Angelo,  Katherine  Bresneham  and  Patricia  Toro. 

For  Administration :  Mark  Levine,  City  Planning  Com¬ 
mission. 

ACTION  OF  BOARD — Laid  over  to  May  26,  1970,  at  10 
A.M.  for  continued  hearing.  Previously  inspected.  Appli¬ 
cant  to  submit  additional  information. 


107-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Little  Antigone 
Theatres,  Incorporated,  owner. 

SUBJECT — Application  February  24,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R7-2  district,  the  alteration  to 
and  the  conversion  of  an  existing  church  to  a  theatre. 
PREMISES  AFFECTED — 225  East  13th  Street,  north  side, 
257  feet  6  inches  east  of  Third  Avenue,  Block  469,  Lot  49, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug,  Harry  Joe  Braun, 
Jr.,  and  Richard  W.  Walter. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  May  19,  1970,  at  10 
A.M.  for  decision;  applicant  to  confer  with  Department 
of  Buildings ;  previously  inspected ;  hearing  closed. 


119-70-BZ 

APPLICANT — Maxfield  Blaufeux  and  Heywood  Blaufeux 
for  MAJ  Associates,  Incorporated,  owner. 

SUBJECT — Application  February  26,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  R4  district,  in  an  existing  two 
story  and  cellar  multiple  dwelling,  the  conversion  of  the 
doctors  offices  in  the  cellar  to  apartments  that  creates 
non-compliance  in  floor  area  ratio,  open  space  ratio,  lot 
area  per  room  and  accessory  parking. 
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PREMISES  AFFECTED — 251  to  259  Forest  Avenue,  126 
to  134  Ridgewood  Place,  northwest  corner,  Block  131, 
Lot  56,  New  Brighton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Heywood  Blaufeux  and  Alvin  Wolf. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  May  26,  1970,  at  10 
A.M.  for  decision;  hearing  closed.  Previously  inspected. 


126-70-BZ 

APPLICANT — Lama  and  Vassalotti  for  Mobile  Oil  Corpo¬ 
ration,  owner. 

SUBJECT — Application  March  3,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-211,  73-212  and 
11-413  of  the  Zoning  Resolution,  to  permit  in  a  C2-3  and 
R5  district,  on  a  plot  previously  before  the  Board  occu¬ 
pied  as  a  gasoline  service  station  and  garage  and  repair 
shop,  the  reconstruction  of  the  automotive  service  station 
with  accessory  uses. 

PREMISES  AFFECTED — 6413  to  6423  Fort  Hamilton 
Parkway,  951  to  971  65th  Street,  northeast  corner,  Block 
5743,  Lot  40,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  Frank  Rossano  and  Rocco  Danofrio. 

ACTION  OF  BOARD — Laid  over  to  May  19,  1970,  at  10 
A.M.  Applicant  to  submit  amended  drawings.  Hearing 
closed.  Previously  inspected. 


148-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Ciampa  Properties, 
Incorporated,  owner. 

SUBJECT — Application  March  18,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-1  and  R4  district,  the 
erection  of  a  one  story  enlargement  to  an  existing  factory 
and  warehouse  extending  into  the  residence  district. 
PREMISES  AFFECTED— 119-06  15th  Avenue,  15-11  119th 
Street,  southeast  corner,  Block  4073,  Lots  22  and  47,  Col¬ 
lege  Point,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  Morsellino. 

For  Opposition:  Anna  M.  Rippe,  Margarete  Winter, 
Albert  Curiel  and  Jack  Rippe. 

For  Administration :  E.  Gross,  Dept,  of  Commerce. 
ACTION  OF  BOARD — Laid  over  to  June  2,  1970,  at  10 
A.M.,  for  continued  hearing ;  applicant  to  file  revised  draw¬ 
ings  and  additional  information;  previously  inspected. 


27-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Annie  Futernick, 
owner. 

SUBJECT — Application  January  6,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  11-413  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  the  change  in 
occupancy  of  an  existing  one  story  building  previously 
before  the  Board  from  lumber  store,  lumber  yard  and 
storage  of  building  materials  to  a  motor  vehicle  repair 
shop,  touch-up  spraying  and  storage  and  rental  of  motor 
vehicles. 

PREMISES  AFFECTED — 109-20  Sutphin  Boulevard,  147- 
47  Glassboro  Avenue,  northwest  corner,  Block  11949,  Lot 
324,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  Byron  Cheadley,  Christina  Wright,  E. 

Williams,  M.  B.  Barnes,  C.  Coleman  and  Daniel  Hazel. 


ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  .  0 

Negative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
March  24,  1970,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  April  14,  1970;  then  to  April  29,  1970; 
then  to  May  12,  1970;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  10,  1969,  acting  on  Alt.  Applic.  1466/1969, 
reads : 

“L  Changing  of  use  of  premises  to  motor  vehicle 
repair  shop  with  accessory  touch-up  painting  and  spray¬ 
ing,  office  sales,  rental  and  storage  of  vehicles  (Use 
Group  16)  in  open  areas  is  not  a  permitted  use  as  of 
right  in  a  C2-2  district  and  is  also  contrary  to  B.S.  &  A. 
Resolution  Cal.  No.  566-57-BZ.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  finds  that  this  is  not  an  appropriate 
case  in  which  to  permit  under  Section  11-413  of  the  Zoning 
Resolution,  the  change  in  use  of  the  present  building  in  that 
the  proposed  use  would  have  an  adverse  effect  on  the  neigh¬ 
borhood. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  December  10,  1969  acting  on  Alt.  Applic.  1466/1969 
Objection  No.  1  be  and  it  hereby  is  affirmed  and  that  the 
application  be  and  it  hereby  is  denied. 


28-70-BZ 

APPLICANT — Edwin  Storch  for  Clifford  Collins,  owner. 
SUBJECT — Application  January  6,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  R3-2  district,  the  maintenance  of 
three  accessory  enclosed  parking  spaces  for  a  two  family 
dwelling  that  encroaches  on  the  required  front  and  side 
yard. 

PREMISES  AFFECTED — 128-30  140th  Street,  northwest 
corner  of  130th  Avenue,  Block  12055,  Lot  54,  South  Ozone 
Park,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Edwin  Storch. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  April  23,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  May  5,  1970;  then  to  May  12,  1970; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  24,  1969,  acting  on  Alt.  Applic.  325/1969, 
reads : 

“2.  Proposed  garage  to  be  legalized  requires  10 
feet  front  yard  as  per  Sect.  23-45  Zoning  Resolution. 

3.  Proposed  side  yard  is  less  than  required  width  of 
5  feet  and  is  contrary  to  Sec.  23-441  Zoning  Resolution. 

4.  5  car  proposed  parking  facilities  exceeds  maxi¬ 
mum  number  permitted  for  a  two  family  house  which 
is  existing  and  is  contrary  to  Sec.  25-161  of  Z.R.” 
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Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R3-2  district,  the  maintenance  of  three  accessory  en¬ 
closed  parking  spaces  for  a  two-family  dwelling  that  en¬ 
croaches  on  the  required  front  and  side  yard,  on  condition 
that  all  work  shall  substantially  conform  to  drawings  filed 
with  this  application  and  marked  “Received,  January  6, 
1970,”  on  sheet,  “April  30,  1970,”  three  sheets,  and  “May  7, 
1970,”  two  sheets;  that  all  laws,  rules  and  regulations  appli¬ 
cable  be  complied  with,  and  that  substantial  construction  be 
completed  within  one  year  from  the  date  of  this  resolution. 


29-70-A 

APPLICANT — Edwin  Storch  for  Clifford  Collins,  owner. 
SUBJECT — Application  January  6,  1970 — filed  pursuant  to 
Section  35,  General  City  Law  re-  erection  of  building  in 
bed  of  mapped  street. 

PREMISES  AFFECTED— 128-30  140th  Street,  northwest 
corner  of  130th  Avenue,  Block  12055,  Lot  55,  South  Ozone 
Park,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Edwin  Storch. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  24,  1969  on  Alt.  Applic.  325-69,  reads : 

“1.  Garage  to  be  legalized  lies  in  the  bed  of  a 
mapped  street  and  is  contrary  to  the  General  City  Law, 
Art.  Ill,  Sec.  35.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  December  24,  1969  acting  on  Alt.  Applic.  325-69, 
Objection  No.  1  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  35  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  building  shall  comply  with  drawings  filed  with  Cal. 
No.  28-70-BZ ;  and  on  further  condition  that  all  the  terms 
and  the  conditions  of  the  resolution  adopted  under  Cal.  No. 
28-7CkBZ  be  complied  with. 


36-70-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  200  West  79th  Street  Company,  owner. 

SUBJECT — Application  January  13,  1970 — decision  of  the 
Borough  Superintendent  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  C2-1  and  C2-7  district,  the  erec¬ 
tion  of  an  18  story  residential  and  store  building  that 
exceeds  the  permitted  floor  area  ratio  and  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room. 


PREMISES  AFFECTED— 380-394  Amsterdam  Avenue, 
200-204  West  79th  Street,  southwest  corner,  201-205  West 
78th  Street,  Block  1170,  Lots  29,  30,  32,  34,  35,  36,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum,  Samuel  Greenhut 
and  Samuel  Lichtenstein. 

For  Opposition :  Harry  Geller  and  Donna  Peacock. 

For  Administration :  Mark  Levine,  City  Planning  Com¬ 
mission. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative: .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
March  24,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  April  14,  1970;  then  to  April  29,  1970; 
then  to  May  12,  1970 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  19,  1969,  acting  on  N.  B.  Applic.  111/1969, 
reads : 

“A-l  Proposed  building  located  partly  in  a  C2-7 
district  and  partly  in  a  C2-1  within  an  R-10  district, 
exceeds  the  maximum  permitted  adjusted  ‘Floor  Area 
Ratio’  contrary  to  Section  77-22  and  Section  23-142  of 
the  Zoning  Resolution. 

A-2  Proposed  building  located  in  part  in  a  C2-7 
district  and  in  part  in  a  C2-1  within  an  R-10  district, 
does  not  provide  the  minimum  required  open  space  within 
the  C2-7  portion  of  the  lot,  as  per  Section  77-23  and 
Section  23-142  of  the  Zoning  Resolution. 

A-3  Proposed  residence  and  commercial  building 
located  partly  in  a  C2-7  district  and  partly  in  a  C2-1 
within  an  R-10  district,  exceeds  the  maximum  permitted 
number  of  rooms  contrary  to  Section  77-25,  Section 
23-142  and  Section  23-222  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  72-21  of  the  Zoning  Resolution,  and  that  the 
applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship;  and 

Whereas,  the  Board  has  determined  that  the  variance 
sought  is  of  a  relatively  minor  nature. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a 
C2-5  and  C2-7  district,  the  erection  of  an  18-story  residential 
and  store  building  that  exceeds  the  permitted  floor  area  ratio 
and  has  less  than  the  required  open  space  ratio  and  lot  area 
per  room,  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  application  and  marked  “Received 
January  13,  1970,”  8  sheets;  that  all  laws,  rules  and  regula¬ 
tions  applicable  shall  be  complied  with,  and  that  substantial 
construction  be  completed  within  one  year  from  the  date  of 
this  resolution. 


46-70-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Kal  Associates,  owner. 

SUBJECT — Application  January  21,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
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Charter,  to  permit  in  an  R8,  RIO  and  Cl-5  district,  on  a 
plot  with  a  4  story  building,  the  erection  of  a  37  story 
multiple  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  lot  area  per  room  and 
encroaches  on  the  minimum  distance  between  building. 

PREMISES  AFFECTED — 436  to  444  East  86th  Street, 
south  side,  75  feet  9  inches  west  of  York  Avenue,  1621  to 
1623  York  Avenue,  435  to  443  East  85th  Street,  Block 
1565,  Lots  17,  24,  25,  29,  30,  31  and  34,  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum,  Philip  Bernbaum, 
Elias  Kalman  and  Elias  Vassiliades. 

For  Opposition:  None. 

For  Administration:  Howard  Zipser,  Dept,  of  City  Plan¬ 
ning. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
April  29,  1970,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  May  12,  1970;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  23,  1969,  acting  on  N.B.  Applic.  26/1967, 
reads : 

“A-8  Proposed  new  dwelling  located  on  a  lot  with 
an  existing  dwelling,  exceeds  the  maximum  permitted 
adjusted  floor  area  ratio  for  buildings  in  an  R8,  R-10 
and  Cl-5  in  R-10  districts  contrary  to  Section  77-22  of 
the  Zoning  Resolution. 

A-9  Proposed  new  dwelling  and  existing  dwelling 
exceed  the  total  number  of  rooms  permitted  on  this  lot 
contrary  to  Section  77-25  of  the  Zoning  Resolution. 

A-10  Provide  an  adequate  distance  between  the 
existing  4  story  dwelling  and  the  new  38  story  dwelling 
as  per  Section  23-712  of  the  Zoning  Resolution,  or  pro¬ 
vide  a  rear  yard  equivalent  of  60  feet  as  per  Section 
23-533  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship;  and 

Whereas,  the  Board  has  determined  that  the  variance 
sought  is  of  a  relatively  minor  nature. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R8,  R-10  and  Cl-5  district,  on  a  plot  with  a  4-story  build¬ 
ing,  the  erection  of  a  37-story  multiple  dwelling  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
lot  area  per  room  and  encroaches  on  the  minimum  distance 
between  buildings,  on  condition  that  all  work  shall  substan¬ 
tially  conform  to  drawings  filed  with  this  application  and 
marked  “Received,  January  21,  1970,”  one  sheet,  and  “May 
6,  1970,”  seven  sheets;  on  further  condition  that  the  open 
space  fronting  on  York  Avenue  be  landscaped  and  main¬ 
tained  for  community  use,  and  that  a  detailed  plan  of  the 
development  of  this  open  space  be  submitted  to  the  Chairman 
of  the  Board  for  approval  on  behalf  of  the  Board;  and  that 


in  all  other  respects,  all  other  laws,  rules  and  regulations 
applicable  be  complied  with,  and  that  substantial  construc¬ 
tion  be  completed  within  one  year  from  the  date  of  this 
resolution. 


95-70-BZ 

APPLICANT — Keith  M.  Scott  for  City  of  New  York, 
Dept,  of  Real  Estate,  owner. 

SUBJECT — Application  February  13,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R7-2  district,  the  erection 
of  a  three  story  and  basement  enlargement  to  a  multiple 
dwelling  that  encroaches  on  the  required  rear  yard  and 
creates  a  non-complying  outer  court. 

PREMISES  AFFECTED — 145  West  94th  Street,  north 
side,  335  feet  east  of  Amsterdam  Avenue,  Block  1225,  Lot 
114,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Keith  M.  Scott. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  April  29,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  May  12,  1970;  and 

W  hereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  14,  1970,  acting  on  Alt.  Applic.  1784/1969, 
reads : 

“A-8  The  proposed  extension  encroaches  on  the 
required  30  foot  distance  from  the  required  window  and 
the  rear  lot  line  contrary  to  Sec.  23-861  Zoning  Resolu¬ 
tion. 

A-9  The  proposed  extension  creates  an  illegal  outer 
court  contrary  to  Sec.  23-841  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R7-2  district,  the  erection  of  a  three  story  and  basement 
enlargement  to  a  multiple  dwelling  that  encroaches  on  the 
required  rear  yard  and  creates  a  non-complying  outer  court, 
on  condition  that  all  work  shall  substantially  conform  to 
drawings  filed  with  this  application  and  marked  “Received, 
February  13,  1970,”  four  sheets,  and  “May  6,  1970,”  two 
sheets  ;  on  further  condition  that  the  outer  court  at  the  rear 
be  at  least  six  feet  wide;  and  that  in  all  other  respects  all 
other  laws,  rules  and  regulations  applicable  be  complied  with, 
and  that  substantial  construction  be  completed  within  one 
year  from  the  date  of  this  resolution. 


Adjourned:  12:40  P.M. 

James  P.  Mulroy,  Secretary 
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REGULAR  MEETING 

TUESDAY  AFTERNOON,  MAY  12,  1970,  2  P.M. 

Present :  Chairman  Glass,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

128-41-SA 

APPLICANT — Singer  Company — American  Furnace  Div., 
owner. 

APPEARANCES— 

For  Applicant :  Henry  F.  Elias. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
128-41-SA — Amendment  as  to  change  of  owner-manufacturer 
and  to  rescind  the  revocation. 

Singer  Company — American  Furnace  Division,  St.  Louis, 
Missouri,  requested  that  the  resolution  adopted  May  31,  1950 
as  amended  at  various  times  through  May  26,  1959  under 
Calendar  Number  128-41-SA  be  reopened  and  amended  so 
as  to  show  a  change  of  owner-manufacturer  and  also  rescind 
the  action  of  March  19,  1968  when  approvals  granted  under 
this  Calendar  Number  were  revoked. 

PROPOSED  USE:  Oil-fired  furnaces. 

DESCRIPTION  :  There  has  been  no  change  in  the  materials 
used  nor  in  the  method  of  manufacture  of  the  furnaces. 

Singer  Company  submitted  an  affidavit  showing  that  they 
purchased  all  rights,  assets,  etc.  of  American  Furnace  Com¬ 
pany  and  the  new  owner-manufacturer  is  known  as  Singer 
Company — American  Furnace  Division. 

Singer  Company  also  requested  that  the  action  of  the 
Board  on  March  19,  1968  under  this  Calendar  Number  be 
rescinded  and  that  the  approvals  be  restored. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  19,  1968  be  re¬ 
scinded  and  that  all  approvals  granted  under  the  resolution 
adopted  May  31,  1950  and  as  amended  at  various  times 
through  May  26,  1959  under  Calendar  Number  128-41-SA  be 
restored.  The  Committee  further  recommends  that  the  new 
owner-manufacturer  be  known  as  Singer  Company — Amer¬ 
ican  Furnace  Division,  on  condition  that  all  requirements  of 
the  restored  resolution  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  calendar 
number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


153-56-SA 

APPLICANT — Pennco  Industries,  Inc.,  owner. 
APPEARANCES— 

For  Applicant :  Robert  L.  Reilly. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recommen¬ 
dation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  . . .  5 

Negative:  .  Q 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
153-56-SA — Amendment  to  resolution  as  to  additional  models 
of  gas-fired  boilers  and  a  change  of  corporate  name. 

Pennco  Industries,  Inc.,  Warren,  Pa.,  requested  that  the 
resolution  adopted  March  11,  1958  as  amended  at  various 
times  through  October  22,  1968  under  Calendar  Number 
153-56-SA  be  reopened  and  amended  so  as  to  include  addi¬ 
tional  models  of  boilers  and  to  show  a  change  of  corporate 
name. 

PROPOSED  USE:  Gas-fired  boilers. 

DESCRIPTION :  The  new  gas-fired  boilers,  known  as 
Series  40  range  from  Models  40-04  SA-WA  to  40-30  SA- 
WA,  Inputs  range  from  315,000  to  3,045,000  BTU/hr. 

The  Series  40  is  basically  the  same  as  the  presently  ap¬ 
proved  Series  60  Models  which  have  BTU  input  ranging 
from  490,000  to  5,390,000  BTU/hr. 

The  applicant  has  submitted  a  Certificate  of  Amendment 
issued  by  the  Commonwealth  of  Pennsylvania  showing  that 
the  name  of  the  corporation  has  been  changed  from  Penn¬ 
sylvania  Furnace  and  Iron  Company  to  Pennco  Industries, 
Inc. 

INSPECTION  AND  TEST :  The  Series  40  has  been  ap¬ 
proved  by  the  American  Gas  Association. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  11,  1958  as  amended 
at  various  times  through  October  22,  1968  under  Calendar 
Number  153-56-SA  be  reopened  and  amended  so  as  to 
include  the  Series  40  Gas  Boilers,  on  condition  that  all 
installations  comply  with  the  requirements  of  Articles  14 
and  15  Building  Code  of  the  City  of  New  York  and  that  all 
other  requirements  of  the  previous  resolutions  under  this 
calendar  number  be  complied  with,  except  that  the  new 
owner-manufacturer  be  known  as  Pennco  Industries,  Inc. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


693-56-SA 

APPLICANT — Forney  Engineering  Company,  owner. 
APPEARANCES— 

For  Applicant:  Austin  Lyon. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  . .  0 
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THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
693-56-SA — Amendment  to  resolution  as  to  include  an  addi¬ 
tional  model  of  oil  burner. 

Forney  Engineering  Company,  Dallas,  Texas,  requested 
that  the  resolution  adopted  December  18,  1956  as  amended 
March  1,  1966  under  Calendar  Number  693-56-SA  be  re¬ 
opened  and  amended  so  as  to  include  an  additional  model 
oil  burner. 

PROPOSED  USE:  Oil  burner. 

DESCRIPTION :  The  requested  Model  QPOM  Model  67 
is  the  same  as  the  presently  approved  Models  WSA  and 
QMSA  except  for  a  modification  of  the  mixing  chamber 
as  shown  on  drawing  52-826  dated  10/7/69. 

INSPECTION  AND  TEST :  Details  of  the  requested 
model  were  compared  with  the  presently  approved  model  by 
Ass’t.  Engr.  J.  A.  Darts  and  the  modification  was  noted. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  18,  1956  as 
amended  March  1,  1966  under  Calendar  Number  693-56-SA 
be  reopened  and  amended  so  as  to  include  the  additional  oil 
burner  known  as  QPOM  Model  67,  on  condition  that  all 
installations  shall  comply  with  the  requirements  of  Articles 
14  and  15  Building  Code  of  the  City  of  New  York  and  all 
other  requirements  of  the  resolution  adopted  December  18, 
1956  as  amended  March  1,  1966  under  Calendar  Number  693- 
56-SA. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


437-58-SA 

APPLICANT — Tokheim  Corporation,  owner. 
APPEARANCES— 

For  Applicant :  A.  Kolenik. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
437-58-SA — Tokheim  Corporation,  Hartsdale,  N.  Y.,  re¬ 
quested  that  the  resolution  adopted  November  18,  1958  under 
Calendar  Number  437-58-SA  be  reopened  and  amended  to 
include  an  additional  Model  541  Tokheim  Emergency  Shut¬ 
off  Value. 

PROPOSED  USE:  An  automatic  shut-off  valve  actuated 
by  heat  or  impact. 


DESCRIPTION :  The  Model  541  valve  is  similar  to  the 
previously  approved  Model  1099.  It  is  a  spring-loaded 
checkvalve  intended  for  installation  at  the  base  of  an  island 
gasoline  dispenser  in  cases  where  remote  pumping  systems 
are  used. 

As  in  the  Model  1099,  the  Model  541  is  provided  with  a 
160°F.  fusible  link  which  upon  fusion  would  cause  the  valve 
to  close,  a  shear  section  that  will  break  off  and  close  the 
valve  in  case  the  island  dispenser  should  be  knocked  over. 
Also  a  sharp  blow  of  100-150  lbs.  to  the  pedestal  would  tend 
to  close  the  valve. 

I  he  modification  in  the  Model  541  is  a  rearrangement  of 
the  trip  arm  mechanism  so  that  it  can  be  reset  from  out¬ 
side  the  valve  without  removing  a  side  cover  plate  to  get 
at  the  arm. 

INSPECTION  AND  TEST:  The  Model  541  valve  has 
been  approved  by  Underwriters’  Laboratories,  File  MH6663. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adoted  November  18,  1958  under 
Calendar  Number  437-58-SA  be  reopened  and  amended  to 
include  the  Tokheim  Model  541  Emergency  Shut-Off  Valve, 
on  condition  that  the  requirements  of  the  resolution  adopted 
November  18,  1958  under  Calendar  Number  437-58-SA  be 
complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of.  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  material,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval,  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


5-59-SA 

APPLICANT — Johnson  Heater  Corporation,  owner. 
APPEARANCES— 

For  Applicant:  Kenneth  S.  Johnson. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  o 

THE  RESOLUTION— 


W hereas,  the  report  of  a  Committee  on  Test  reads : 
5-59-SA — Amendment  to  resolution  as  to  additional  models 
of  gas-fired  heaters. 

Johnson  Heater  Corporation,  Chelsea,  Mass.,  requested 
that  the  resolution  adopted  October  27,  1959  under  Calendar 
Number  5-59-SA  be  reopened  and  amended  so  as  to  include 
additional  models  of  gas-fired  heaters  and  to  correct  the 
description  from  “direct-fired”  to  “indirect-fired.” 

PROPOSED  USE:  Gas-fired  heater. 

DESCRIPTION :  The  requested  models  are  designated  as 
Models  FA  or  FA-F  and  range  in  BTU-Hr.  input  from 
260,000  to  5,000,000,  whereas  the  presently  approved  units 
range  from  400,000  to  4,000,000  BTU/Hr. 
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The  original  approval  of  the  FA  Series  was  called  “Direct- 
Fired”  units  even  though  the  units  had  a  heat  exchanger  and 
there  was  no  flame  or  combution  contact  with  the  air,  so 
that  the  air  was  heated  by  contact  with  heated  metal.  This 
type  of  unit  is  now  designated  as  an  “Indirect-Fired”  unit. 
INSPECTION  AND  TEST:  The  requested  models  have 
been  approved  by  the  Underwriters’  Laboratories  under 
MP2718.  The  Underwriters’  Laboratories  Guide  Card  is  on 
file  with  the  record. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  27,  1959  under 
Calendar  Number  5-59- S A  be  reopened  and  amended  so  as 
to  include  the  Models  FA  and  FA-F  Gas-fired  warm_  air 
furnaces  as  herein  described,  on  condition  that  all  installations 
shall  comply  with  the  requirements  of  Articles  14  and  15 
of  the  Building  Code  of  the  City  of  New  York  and  that 
all  other  requirements  of  the  resolution  adopted  October 
27,  1959  under  Calendar  Number  5-59-SA  are  complied  with. 

The  Committee  further  recommends  that  these  units  be 
classified  as  “Indirect-Fired”  in  keeping  with  the  present 
terminology. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the 
time  of  this  approval  or  previous  approvals  under  this 
Calendar  Number.  Failure  to  notify  the  Board  of  change 
of  ownership,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


6-59-SA 

APPLICANT — Johnson  Heater  Corporation,  owner. 
APPEARANCES— 

For  Applicant:  Kenneth  S.  Johnson. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
6-59-SA — Amendment  to  resolution  as  to  additional  models 
of  oil-fired  heaters. 

Johnson  Heater  Corporation,  Chelsea,  Mass.,  requested 
that  the  resolution  adopted  October  27,  1959  under  Calendar 
Number  6-59-SA  be  reopened  and  amended  so  as  to  include 
additional  models  of  oil-fired  heaters  and  to  correct  the 
description  from  “direct-fired  to  “indirect-fired”. 
PROPOSED  USE:  Oil-fired  heater. 

DESCRIPTION :  The  requested  models  are  designated  as 
Models  FA  or  FA-F  and  range  in  BTU/Hr.  input  from 
260,000  to  5,000,000  whereas  the  presently  approved  units 
range  from  400,000  to  4,000,000  BTU/Hr. 

The  original  approval  of  the  FA  Series  was  called  “Direct- 
Fired”  units  even  though  the  unit  had  a  heat  exchanger  and 
there  was  no  flame  or  combustion  contact  with  the  air  so 


that  the  air  was  heated  by  contact  with  heated  metal.  This 
type  of  unit  is  now  designated  as  an  “Indirect-Fired”  unit. 
INSPECTION  AND  TEST:  The  requested  models  have 
been  approved  by  the  Underwriters’  Laboratories  under 
MP2718.  The  Underwriters’  Laboratories  Guide  Card  is  on 
file  with  the  record. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  27,  1959  under 
Calendar  Number  6-59-SA  be  reopened  and  amended  so  as 
to  include  the  Models  FA  and  FA-F  Oil-Fired  Warm  Air 
Furnaces  as  herein  described,  on  condition  that  all  in¬ 
stallations  shall  comply  with  the  requirements  of  Articles 
14  and  15  of  the  Building  Code  of  the  City  of  New  York 
and  that  all  other  requirements  of  the  resolution  adopted 
October  27,  1959  under  Calendar  Number  6-59-SA  are 
complied  with. 

The  Committee  further  recommends  that  these  units  be 
classified  as  “Indirect-fired”  in  keeping  with  the  present 
terminology. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  con¬ 
trols  of  the  product  manufactured,  shall  be  filed  annually 
with  this  Board,  certifying  that  such  materials,  processes 
and  controls  are  being  maintained  as  were  in  effect  at  the 
time  of  this  approval  or  previous  approvals  under  this  Cal¬ 
endar  Number.  Failure  to  notify  the  Board  of  change  of 
ownership,  change  of  address  or  to  submit  the  annual  affi¬ 
davit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


132-59-SA 

APPLICANT — Singer  Company-American  Furnace  Divi¬ 
sion,  owner. 

APPEARANCES— 

For  Applicant :  Henry  Elias. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommenda¬ 
tion  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
132-59-SA — Amendment  to  resolution  as  to  change  of  owner- 
manufacturer. 

Singer  Company,  American  Furnace  Division,  St.  Louis, 
Missouri,  requested  that  the  resolution  adopted  June  2,  1959 
under  Calendar  Number  132-59-SA  be  reopened  and  amended 
so  as  to  show  a  change  of  owner-manufacturer. 
PROPOSED  USE:  Gas-fired  furnace. 

DESCRIPTION :  There  has  been  no  change  in  the  mate¬ 
rials  used  nor  in  the  method  of  manufacture  of  the  furnace. 

Singer  Company  submitted  an  affidavit  showing  that  they 
purchased  all  rights,  assets,  etc.  of  the  American  Furnace 
Company  and  the  new-owner-manufacturer  is  known  as 
Singer  Company,  American  Furnace  Division. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  2,  1959  under  Calendar 
Number  132-59-SA  be  reopened  and  amended  so  as  to  show 
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a  change  of  owner-manufacturer,  new  owner-manufacturer 
being  Singer  Company,  American  Furnace  Division,  on  con¬ 
dition  that  the  requirements  of  the  resolution  adopted  June  2, 
1959  under  Calendar  Number  132-59-SA  are  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


795-68-SM 

APPLICANT — Walter  Sign  Corporation,  owner. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
795-68-SM — Walter  Sign  Corporation,  Elmhurst,  New 
York,  filed  for  approval  of  the  Walter  Sign  Corporation 
Spot-Lite  Series  4000CLL  Vinyl  Exit  Sign  under  the  pro¬ 
visions  of  C26-279.0  Administrative  Building  Code. 
PROPOSED  USE:  Supplemental  exit  sign. 
DESCRIPTION :  The  word  “Exit”,  in  opaque  letters,  is 
silk  screened  onto  a  phosphorescent  vinyl  film.  The  phos¬ 
phorescent  material  has  been  approved  by  the  Board  for 
Canrad  Precision  Industries,  Inc.  under  Calendar  Number 
232-67-SM. 

INSPECTION  AND  TEST :  As  this  material  has  been 
approved  under  Calendar  Number  232-67-SM,  the  only  test 
required  was  the  visibility  test  and  the  sign  successfully  met 
this  test  as  it  remained  visible  at  a  distance  of  lOO'-O"  after 
remaining  in  darkness  for  a  period  of  eight  hours.  The  com¬ 
plete  test  report  of  United  States  Testing  Company,  Inc.  is 
on  file  with  the  record. 

RECOMMENDATION  :  Although  the  applicant  filed  under 
the  provisions  of  C26-279.0  Administrative  Building  Code, 
the  Committee  on  Test  recommends  the  approval  of  the 
Walter  Sign  Corporation  Spot-Lite  Series  4000  CLL  Vinyl 
Exit  Sign  under  the  provisions  of  C26-106.2  Building  Code 
of  the  City  of  New  York  for  use  as  a  supplemental  exit 
sign  under  the  provisions  of  C26-606.0  and  C26-607.0  Build¬ 
ing  Code  of  the  City  of  New  York.  Each  sign  shall  be  labeled 
“Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar  Number  795-68-SM”. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 


approval.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

796-68-SM 

APPLICANT — Spanjer  Sign  Company,  owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
796-68-SM — Spanjer  Sign  Company,  New  York  City,  filed 
for  approval  of  the  Spanjer  Spot-Lite  Series  4000  CLL 
Vinyl  Exit  Sign  under  the  provisions  of  C26-279.0  Admin¬ 
istrative  Building  Code. 

PROPOSED  USE:  Supplemental  exit  sign. 
DESCRIPTION :  The  word  “Exit”,  in  opaque  letters,  is 
silk-screened  onto  a  phosphorescent  vinyl  film.  The  phos¬ 
phorescent  material  has  been  approved  by  the  Board  for 
Canrad  Precision  Industries,  Inc.  under  Calendar  Number 
232-67-SM. 

INSPECTION  AND  TEST :  As  this  material  has  been 
approved  under  Calendar  Number  232-67-SM,  the  only  test 
required  was  the  visibility  test  and  the  sign  successfully  met 
this  test  as  it  remained  visible  at  a  distance  of  lOO'-O" 
after  remaining  in  darkness  for  a  period  of  eight  hours. 
The  complete  test  report  of  United  States  Testing  Company, 
Inc.  is  on  file  with  the  record. 

RECOMMENDATION :  Although  the  applicant  filed  under 
the  provisions  of  C26-279.0  Administrative  Building  Code, 
the  Committee  on  Test  recommends  the  approval  of  the 
Spanjer  Spot-Lite  Series  4000  CLL  Vinyl  Exit  sign  under 
the  provisions  of  C26-106.2  Building  Code  of  the  City  of 
New  York  for  use  as  a  supplemental  exit  sign  under  the 
provisions  of  C26-606.0  and  C26-607.0  Building  Code  of  the 
City  of  New  York.  Each  sign  shall  be  labeled  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New 
York  City  under  Calendar  Number  796-68-SM”. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 
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820-68-SM 

APPLICANT — Micamatix  Corporation,  owner;  Angelo  M. 
Torrisi,  agent. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
820-68-SM — Micamatix  Corporation,  Long  Island,  New 
York,  filed  for  approval  of  the  material  known  as  Mica- 
Shield  under  the  provisions  of  C26-191.0  Administrative 
Building  Code. 

PROPOSED  USE:  Factory-applied  interior  finish. 

DESCRIPTION :  The  basic  material,  a  solvent-free  thermal 
setting  polyester  coating  using  methyl  ethyl  ketone  mixture 
as  a  catalyst,  was  approved  by  the  Board  under  Calendar 
Number  481-62-SM  for  field  applications. 

Mica-Shield  is  the  trade  name  for  the  same  material  when 
factory  applied,  in  thickness  range  from  0.006"  for  a  single 
thickness  to  0.012"  for  a  double  thickness,  to  substrate  ma¬ 
terials  such  as  gypsum  board,  plyboard  or  similar  materials. 
RECOMMENDATION :  Although  the  applicant  filed 
under  the  provisions  of  C26-191.0  Administrative  Building 
Code,  the  Committee  on  Test  recommends  the  approval  of 
the  materials  known  as  Mica-Shield  for  use  in  New  York 
City  as  an  interior  finish  under  the  provisions  of  C26- 
504.10.C.2  Building  Code  of  the  City  of  New  York,  on  con¬ 
dition  that  the  substrate  shall  be  a  noncombustible  material. 
Each  carton  in  which  the  material  is  marketed  shall  be 
labeled  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number  820- 
68-SM”. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval.  Failure  to  notify  the  Board  of  change  of 
ownership,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


161-69-SM 

APPLICANT — Milford  Concrete  Products  Incorporated  for 
Charles  Honek,  owner;  Albert  Levin,  agent. 

SUBJECT — Application  April  2,  1969 — Glazon  ;  approval  of. 
APPEARANCES— 

For  Applicant :  Albert  Levin. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 


Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative: .  0 


356-68-SA 

APPLICANT — Norton  Door  Closer  Division,  owner. 

SUBJECT — Norton  emergency  panic  release  device,  Model 
C07,  used  with  Norton  concealed  overhead  automatic 
door  operator,  Model  C07,  approval  of. 

APPEARANCES— 

For  Applicant:  Kenneth  Trimmer. 

ACTION  OF  BOARD — Laid  over  without  date.  Hearing 
continued. 


794-68-SM 

APPLICANT — Spot-Lite  Division  Pictorial  Productions, 
Incorporated,  owner. 

SUBJECT — Application  October  17,  1968 — Spot-Lite  Lu- 
minactive  Series  4000  CLL  Vinyl  Exit  Sign;  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Laid  over  without  date.  Hearing 
continued. 


324-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Marsicano  Foundation  c/o 
Philomena  Marsicano. 

SUBJECT — Application  June  5,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 18  West  38th  Street,  south  side, 
240  feet  west  of  5th  Avenue,  Block  839,  Lot  58,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.,  and  John  A.  Cuneo. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


517-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Anthony  Sottile  and  Patrick 
Sottile,  owners. 

SUBJECT — Application  September  3,  1969 — Appeal  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED — 1173-1181  Bergen  Street,  north 
side,  110  feet  east  of  New  York  Avenue,  Block  1214,  Lot 
76,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition :  I.  E.  Minkin,  B.  D.,  and  Patrick  Sottile. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 
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108-70-A 

APPLICANT — Morris  B.  Lore  for  E.  I.  du  Pont  de  Nem¬ 
ours  and  Company,  owner. 

SUBJECT — Application  February  24,  1970 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “DuPont  Rally  Liquid  Wax” 
in  18  fl.  oz.  plastic  bottle  (containers  not  in  accordance 
with  Administrative  Code). 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


296-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Herman  Scheiner. 

SUBJECT — Application  May  23,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 763  8th  Avenue,  west  side,  50 
feet  south  of  West  47th  Street,  Block  1037,  Lot  34,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minken,  B.  D.  and  Mr.  Kilgannon. 

ACTION  OF  BOARD — Laid  over  to  June  2,  1970,  at  2 
P.M.  for  continued  hearing;  owner  to  file  with  Depart¬ 
ment  of  Buildings ;  previously  inspected. 


393-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Molly  Bluth  and  Dorothy 
Nisonoff. 

SUBJECT — Application  July  3,  1969 — Appeal  for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 777  to  781  Manhattan  Avenue, 
west  side,  50  feet  north  of  Meserole  Avenue,  Block  2596, 
Lot  28,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D. 

ACTION  OF  BOARD — Laid  over  to  May  19,  1970,  at  2 
P.M.  at  the  request  of  the  owner.  Hearing  continued. 
Previously  inspected. 


394-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Hemar  Realty  Associates. 

SUBJECT — Application  July  3,  1969 — Appeal  for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 86  to  98  Montague  Street,  211 
to  229  Hicks  Street,  southeast  corner,  59  to  65  Remsen, 
Block  248,  Lot  15,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition :  I.  E.  Minkin,  B.  D.  and  Larry  Meltzer. 

ACTION  OF  BOARD — Laid  over  to  June  30,  1970,  at  2 


P.M.  for  further  hearing  and  report  from  the  Building  De¬ 
partment  and  the  Fire  Department.  Hearing  continued. 


518-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Calisto  De  Simplicus. 
SUBJECT— Application  September  3,  1969 — Appeal  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED — 145-44  Farmers  Boulevard, 
west  side,  106.20  feet  south  of  145th  Road,  Block  13313, 
Lot  33,  Springfield  Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D. 

ACTION  OF  BOARD — Laid  over  to  June  2,  1970,  at  2 
P.M.,  for  continued  hearing;  previously  inspected. 


519-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Brodson  Realty  Corporation. 

SUBJECT— Application  September  3,  1969 — Appeal  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler  sys¬ 
tem. 

PREMISES  AFFECTED — 57-01  32nd  Avenue,  northeast 
corner  of  57th  Street,  Block  1134,  Lot  56,  Woodside,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.  and  John  J.  Watson. 

ACTION  OF  BOARD — Laid  over  to  June  16,  1970,  at  2 
P.M.,  for  continued  hearing;  previously  inspected.  Owner 
to  file  application  with  Building  Department  for  approval 
of  corrective  work. 


569-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Far  Rockaway  Development 
Corporation. 

SUBJECT — Application  October  7,  1969 — Appeal  for  Modi¬ 
fication  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 21-02  Mott  Avenue,  northeast 
corner  of  Redfern  Avenue,  Block  15537,  Lot  1,  Far  Rocka¬ 
way,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.,  and  Fred  Stark. 

ACTION  OF  BOARD — Laid  over  to  May  26,  1970,  at  2 
P.M.  for  decision;  previously  inspected;  hearing  closed. 


57 1-69- A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Far  Rockaway  Development 
Corporation. 

SUBJECT — Application  October  7,  1969 — Appeal  for  Modi¬ 
fication  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 20-80  Mott  Avenue,  northeast 
corner  of  Redfern  Avenue,  Block  15537,  Lot  1,  Far  Rocka¬ 
way,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition :  I.  E.  Minkin,  B.  D.,  and  Fred  Stark. 
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ACTION  OF  BOARD— Laid  over  to  May  26,  1970,  at  2 
P.M.  for  decision;  previously  inspected;  hearing  closed. 

686-69-A 

APPLICANT — Allen  A.  Sylvane  for  Bess  Kane,  owner; 
Rubin  Engelson,  lessee. 

SUBJECT — Application  November  20,  1969 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 137  Hudson  Street,  west  side, 


28  feet  north  of  Beach  Street,  Block  214,  Lot  24,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Allen  Sylvane. 

For  Administration :  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  July  7,  1970,  at  2 
P.M.  hearing  continued.  Previously  inspected. 

Adjourned:  3:15  P.M. 


James  P.  Mulroy,  Secretary 
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NOTICE 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  repre¬ 
sentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the  hearing 
can  be  entertained  in  view  of  this  publication  and  of  the 
posting  of  the  calendars  on  the  bulletin  board  in  the  offices 
of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will  be 
held  in  abeyance  by  reason  of  failure  of  the  appellant  or 
applicant  to  file  necessary  data,  or  by  any  other  method  of 
delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  convenience 
in  notifying  property  owners,  they  may  obtain  such  copies 
at  the  office  of  the  Board  of  Standards  and  Appeals,  80 
Lafayette  Street,  9th  floor,  Manhattan,  at  five  cents  each- 
add  postage  payment  if  the  forms  are  forwarded  by  mail. 
Purchase  payment  by  postage  stamps  NOT  ACCEPTABLE. 
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COURT  DECISION 
CALENDAR  NUMBER  797-68-BZ. 


Matter  of  Agoglia  vs.  Glass: —  On  March  18,  1969,  the  Board 
granted  the  application,  based  on  a  decision  of  the  Borough  Superin- 
tendent  under  Sections  11-412  and  11-413  of  the  Zoning  Resolution, 
to  permit  in  a  R6  district,  on  a  plot  previously  before  the  Board, 
the  enlargement  in  lot  area  and  the  change  in  occupancy  from  park- 
ing  lot  and  diner  to  a  supermarket  with  accessory  parking  in  the  open 
area;  Calendar  Number  797-68-BZ;  Premises  341-349  9th  Street, 
north  side,  245.9  feet  west  of  6th  Avenue,  312-332  8th  Street,  Block 
1005,  Lots  24  to  36  and  57  to  62  inclusive,  Borough  of  Brooklyn. 

At  Kings  County,  Supreme  Court,  Special  Term,  Part  I,  Mr. 
Justice  Schwartzwald  rendered  the  following  decision: 

“It  is  petitioner’s  principal  contention  herein  that  the  Board 
lacked  the  power  to  grant  an  enlargement  and  a  change  simul¬ 
taneously  due  to  the  prohibition  contained  in  section  11-412  that 
‘no  *  *  *  enlargement  shall  be  authorized  for  a  new  non-con¬ 
forming  use  authorized  under  provisions  of  Section  11-413 
(Change  of  use).’ 

t  It  is  an  established  principle  that  zoning  law  provisions 
‘must  be  given  a  strict  construction  since  they  are  in  derogation 
of  commonlaw  rights’  .  .  . 

The  Board  has  been  specifically  designated  to  interpret  and 
apply  the  provisions  of  the  zoning  resolution  (sections  72-01, 
72-11). 


In  the  court’s  opinion  ijt  was  properly  within  the  Board’s 
authority  to  construe  the  zoning  resolution  strictly  and  to  regard 
the  application  for  an  enlargement  and  a  simultaneous  change 
of  use  as  not  being  the  same  as  an  application  for  an  enlargement 
of  a  use  which  had  prior  thereto  been  ‘authorized  under  provi¬ 
sions  of  Section  11-413  (Change  of  use).’ 

As  regards  petitioner’s  other  stated  grounds  for  the  relief 
sought  herein,  it  is  the  court’s  view  that  the  Board’s  detailed 
findings  amply  support  the  Board’s  exercise  of  discretion  herein 
and  that  the  Board  did  not  act  illegally  or  arbitrarily  in  granting 
the  enlargement  and  change  of  the  variance. 

The  determination  of  the  Board  is  affirmed  and  the  petition 
dismissed. 

Settle  order  on  notice.” 

(New  York  Law  Journal,  May  1,  1970,  page  S-14). 


Ira  Kalish,  P.E.,  Deputy  Director 
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CALENDAR 


DOCKET 

New  Cases  Filed  up  to  May  19,  1970 

Cal.  No.  Dept.  Premises  Affected 

290-70- A — B.B. — 372-390  Gates  Avenue  and  390-398  Nos¬ 
trand  Avenue,  southwest  corner,  183-193  Monroe  Street, 
Block  1812,  Lot  42,  Borough  of  Brooklyn,  Alt.  830-68  re- 
Smoking,  Sec.  283  Labor  Law. 


291-70-BZ — B.R. — Northeast  corner  of  Oder  Avenue  and 
Clove  Rd.,  Block  2910,  Lot  21,  Grasmere,  Borough  of 
Richmond,  N.B.  125-70  re-  Automotive  Service  Station, 
C2-1  district. 


292-70-A— F.D. — Packaging  of  Flammable  mixtures 
known  as  “Barcolene  Fuel  Dri  Gas  Line  Anti-Freeze”  in 
high-density  polyethylene  bottle  (12  fl.  oz.)  with  an  air¬ 
tight  plastic  cap,  containers  not  in  accordance  with  the 
Administrative  Code. 


293-70-A— B.M.— 32-38  Fulton  Street,  184-194  Water 
Street,  southwest  corner,  125-131  John  Street,  240-256 
Pearl  Street,  Block  75,  Lots  1-7,  10,  11,  15,  17,  19,  Bor¬ 
ough  of  Manhattan,  Exterior  openings  along  lot  line, 
Administrative  Code. 


294-70-BZ — B.Q. — 14-10  123rd  Street,  west  side,  69.10  feet 
north  of  15th  Avenue,  122-13  15th  Avenue,  Block  4085, 
Lot  36,  College  Point,  Borough  of  Queens,  Alt.  275-70 
re-  change  of  manufacturing  use,  R-4  district. 


295-70-A — F.D. — 34-01  to  34-11  Francis  Lewis  Boule¬ 
vard,  southeast  corner  of  34th  Avenue,  Block  6077,  Lot  1, 
Flushing,  Borough  of  Queens,  F.D.  40-9  re-  Sprinkler 
System,  Administrative  Code. 


296-70-SA — Fisher  Controls  Company,  Fisher  regulators, 
various  models,  manufactured  by  Fisher  Controls  Com¬ 
pany,  Appliance. 


297-70-SA — Fisher  Controls  Company,  Fisher  regulators, 
pilot  operated,  manufactured  by  Fisher  Controls  Com¬ 
pany,  Appliance. 


298-70-A — B.M. — 131-135  East  47th  Street,  north  side,  120 
feet  east  of  Lexington  Avenue,  Block  1302,  Lots  25,  125, 
26,  Borough  of  Manhattan,  Alt.  351-70  re-  Accessory 
parking  lot. 


299-70-A — B.M. — 131-135  East  47th  Street,  north  side, 
120  feet,  east  of  Lexington  Avenue,  Block  1302,  Lots  25, 
125,  26,  Borough  of  Manhattan,  N.B.  26-70,  Accessory 
parking  garage. 


300-70-A — B.B. — 565  Saratoga  Avenue,  east  side,  267  feet, 
11  inches  north  of  Sutter  Avenue,  Block  3515,  Lot  8, 
Borough  of  Brooklyn,  Alt.  79-70.  Proposed  alteration  of 
an  existing  Class  111  building. 


301-70-BZ — B.B. — 527-537  Smith  Street,  east  side,  197 
feet  south  of  West  Ninth  Street,  Block  480,  Lot  1,  Bor¬ 
ough  of  Brooklyn,  P&T  700054/70  M-l  and  M-2  districts 
and  limit  of  storage. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


JUNE  16,  1970,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning  June  16,  1970,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters: 


200-24-BZ — Vol.  Ill 

APPLICANT — Atkin  and  Bassolino  for  Beatrice  Glick 
Haymes,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  29, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7e  and  7i  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  business  and  residence  use 
district,  the  change  in  use  from  public  garage,  previously 
granted  by  the  Board,  to  auto  repair,  minor  body  and 
fender  work,  auto  painting,  for  a  term  of  ten  (10)  years. 

PREMISES  AFFECTED — 3030  Jerome  Avenue,  east  side, 
161.8  feet  south  of  East  204th  Street  and  3103  Villa  Ave¬ 
nue,  Block  3321,  Lot  25,  Borough  of  The  Bronx. 


351-30-BZ— Vol.  II 

APPLICANT — Leonard  F.  Rothkrug  for  Loretta  Aquavella, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
request  to  waive  the  rules  of  procedure  and  extension  of 
term  of  variance  which  expired  December  1,  1969 — de¬ 
cision  of  the  Borough  Superintendent;  previously  granted 
on  condition,  under  Sections  7f,  7e  and  7i  of  the  Zoning 
Resolution,  to  permit  in  a  business  use  district,  the  addi¬ 
tion  of  motor  vehicle  repairs,  accessory  painting,  welding 
and  spraying,  lubritorium,  car  washing,  to  storage  garage 
and  gasoline  service  station ;  previously  granted  by  the 
Board,  all  for  a  temporary  term  of  ten  (10)  years. 

PREMISES  AFFECTED— 2216-2218  Pacific  Street  and 
205-213  Rockaway  Avenue,  southeast  corner,  Block  1442, 
Lot  8,  Borough  of  Brooklyn. 


1178-64-BZ 

APPLICANT — Anthony  De  Mase,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  2, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  construction 
and  maintenance  of  a  public  parking  lot  without  the  re¬ 
quired  surfacing. 

PREMISES  AFFECTED — 3436-3440  Eastchester  Road, 
east  side,  132.82  feet  north  of  Boston  Road,  Block  4723, 
Lots  40,  41  and  42,  Borough  of  The  Bronx. 


647-69-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Stuyvesant  Bicy¬ 
cle  and  Toy  #2  Corporation  and  Helan  Associates  Cor¬ 
poration,  owners;  Stuyvesant  Bicycle  and  Toy  Incor¬ 
porated,  lessee. 

SUBJECT — Application  October  21,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R7-2  district, 
the  erection  of  a  two  story  enlargement  to  an  existing 
bicycle  sales  and  service  establishment  previously  before 
the  Board. 

PREMISES  AFFECTED — 404  to  408  East  11th  Street, 
south  side,  94  feet  east  of  First  Avenue,  Block  438,  Lots 
10,  11  and  12,  Borough  of  Manhattan. 


CALENDAR 


99-70-BZ 

APPLICANT — Ingram  S.  Carner  for  Herbert  and  Gloria 
Abramowitz,  owner. 

SUBJECT — Application  February  16,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-1  district,  the  enlarge¬ 
ment  in  area  of  the  second  floor  of  a  one  family  dwelling 
with  doctors  offices  in  the  basement  that  creates  non- 
compliance  in  floor  area  ratio  and  open  space  ratio. 

PREMISES  AFFECTED — 143-19  25th  Avenue,  northwest 
corner  of  144th  Street,  Block  4249,  Lot  75,  Whitestone, 
Borough  of  Queens. 


128-70-BZ 

APPLICANT — John  A.  Grammas  for  Robert  Roegener, 
owner. 

SUBJECT — Application  March  5,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  11-412,  11-413  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  C8-1  and 
R2  district,  the  change  in  occupancy  of  an  existing  one 
story  building  previously  before  the  Board  from  an  auto 
repair  shop  to  an  automobile  laundry  and  the  enlargement 
in  lot  area  for  accessory  reservoir  space. 

PREMISES  AFFECTED — 255-39  Jamaica  Avenue,  north 
side,  80  feet  west  of  256th  Street,  87-100  256th  Street, 
Block  8830,  Lots  46  and  52,  Floral  Park,  Borough  of 
Queens. 


216-70-BZ 

APPLICANT — Samuel  H.  Lindenbaum  for  Nomarl  of  New 
York  Incorporated,  owner. 

SUBJECT — Application  April  3,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  New  York  City  Charter, 
to  permit  in  an  R8  and  R10  district,  the  erection  of  a  42 
story  residential  building  that  exceeds  the  permitted  floor 
area  ratio. 

PREMISES  AFFECTED— 60  to  66  East  End  Avenue,  531 
to  537  East  82nd  Street,  northwest  corner,  532,  536  to 
538  East  83rd  Street,  Block  1579,  Lots  19,  21,  22  to  26, 
31,  32  and  34,  Borough  of  Manhattan. 


270-70-BZ 

APPLICANT — Oscar  Zurer  for  Ridgeton  Poultry,  Incor¬ 
porated,  owner. 

SUBJECT — Application  May  5,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-5  district,  the  conversion  of 
an  existing  one  story  building  from  retail  stores  to  a  twin 
motion  picture  theatre. 

PREMISES  AFFECTED— 66-70  Henry  Street  and  73-79 
Orange  Street,  north  west  corner,  Block  221,  Lot  29, 
Borough  of  Brooklyn. 


277-70-BZ 

APPLICANT — Goldwater  and  Flynn  for  Associated  Mari¬ 
time,  owner. 

SUBJECT — Application  May  7,  1970 — decision  of  the  Bor¬ 
ough  Superintendent  under  Section  666,  of  the  New  York 
City  Charter  and  Sections  72-21  and  73-68  of  the  Zoning 
Resolution,  to  permit  in  a  C6-9  district,  the  erection  of 
a  31  story  and  mezzanine  office  building  that  exceeds  the 
height  of  the  front  wall  and  encroaches  on  the  tower  area 
and  tower  setbacks. 

PREMISES  AFFECTED— 140  Maiden  Lane,  south  side, 
Entire  Block,  bounded  by  Front  Street,  Pine  Street  and 
Water  Street,  150  Front  Street,  88  Pine  Street,  145 


Water  Street,  Block  38,  Lots  17,  18  and  34,  Borough  of 
Manhattan. 


743-69-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Jack  Gottesman 
and  Irwin  Emerman,  owners ;  Le  Bonne  Viet  Adult  Home, 
lessee. 

SUBJECT — Application  December  23,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  R8  district,  the  erection  of  a 
13  story  senior  citizens  resident  that  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED — 154  Haven  Avenue,  west  side, 
272  feet  north  of  West  172nd  Street,  Block  2139,  Lot  275, 
Borough  of  Manhattan. 

Laid  over  from  May  5,  1970,  for  continued  hearing. 

M.  MILTON  GLASS,  Chairman 


JUNE  16,  1970,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  June  16,  1970,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  follow¬ 
ing  matters : 

519-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES- — Brodson  Realty  Corporation. 
SUBJECT — Application  September  3,  1969 — Appeal  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED — 57-01  32nd  Avenue,  northeast 
corner  of  57th  Street,  Block  1134,  Lot  56,  Woodside,  Bor¬ 
ough  of  Queens. 


712-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — 410  West  127th  Street  Cor¬ 
poration. 

SUBJECT — Application  December  11,  1969 — Appeal  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED — 410  West  127th  Street,  south 
side,  145  feet  west  of  Morningside  Avenue,  Block  1967, 
Lot  30,  Borough  of  Manhattan. 


713-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Danvar  Realty  Corporation. 

SUBJECT — Application  December  11,  1969 — Appeal  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED — 315  West  141st  Street,  north 
side,  95  feet  east  of  Edgecombe  Avenue,  Block  2043,  Lot  5, 
Borough  of  Manhattan. 


714-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Manja  Properties,  Inc. 
SUBJECT— Application  December  11,  1969 — Appeal  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 
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PREMISES  AFFECTED — 16  West  40th  Street,  south 
side,  265  feet  west  of  5th  Avenue,  Block  341,  Lot  59,  Bor¬ 
ough  of  Manhattan. 


715-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Martin  Zuckerman. 

SUBJECT — Application  December  11,  1969 — Appeal  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED — 1176-1178  2nd  Avenue,  302 
East  62nd  Street,  southwest  corner,  Block  1436,  Lots  49 
and  50,  Borough  of  Manhattan. 


716-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Antonia  Soter,  owner. 

SUBJECT — Application  December  11,  1969 — Appeal  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED — 54-05  to  54-07  Northern  Boule¬ 
vard,  northeast  corner  of  54th  Street,  Block  1156,  Lot  49, 
Woodside,  Borough  of  Queens. 


147-70-A 

APPLICANT — Hurley,  Kearney  and  Lane  for  The  Nurs¬ 
ing  Sisters  of  the  Sick  Poor,  Incorporated,  owner. 

SUBJECT — Application  March  18,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  standpipe 
system. 

PREMISES  AFFECTED — 310  Prospect  Park  West,  south¬ 
west  corner  of  19th  Street,  Block  888,  Lot  34,  Borough  of 
Brooklyn. 


231-70-A 

APPLICANT — Max  Siegel  Associates  for  Arnat  Associ¬ 
ates,  owner. 

SUBJECT — Application  April  17,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Automatic 
assembly  having  fire  resistive  rating  of  of  an  hour. 

PREMISES  AFFECTED — 1500  Broadway,  northeast 

corner  of  West  43rd  Street,  Block  996,  Lots  1  and  61, 
Borough  of  Manhattan. 


276-70-A 

APPLICANT — Mario  A.  Tucciarone  for  Anthony  Tri- 
marco,  owner. 

SUBJECT — Application  May  7,  1970 — Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  2nd  means  of 
Egress. 

PREMISES  AFFECTED — 141  Amity  Street,  north  side, 
215  feet  8j4  inches  west  of  Clinton  Street,  Block  291,  Lot 
40,  Borough  of  Brooklyn. 


298-70-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Stahl  Equities  Corporation,  long  term  lessee. 
SUBJECT — Application  May  18,  1970 — Review  of  decision 
of  the  Borough  Superintendent  on  Zoning  matter. 

PREMISES  AFFECTED— 131  to  135  East  47th  Street, 
north  side,  120  feet  east  of  Lexington  Avenue,  Block  1302! 
Lots  25,  125,  26,  Borough  of  Manhattan. 


299-70-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Stahl  Equities  Corporation,  long  term  lessee. 
SUBJECT — Application  May  18,  1970 — Review  of  a  de¬ 
cision  of  the  Borough  Superintendent  on  Zoning  matter. 
PREMISES  AFFECTED— 131  to  135  East  47th  Street, 
north  side,  120  feet  east  of  Lexington  Avenue,  Block  1302. 
Lots  25,  125,  26,  Borough  of  Manhattan. 

M.  MILTON  GLASS,  Chairman 


JUNE  23,  1970,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  morning ,  June  23,  1970,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

396-58-BZ — Vol.  II 

APPLICANT — Gilbert  Lazerus  for  David  Joseph,  owner. 
SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  May  3,  1970 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Sections  7e,  7f  and  7 A  of  the 
Zoning  Resolution,  permitting  in  a  business  use  district, 
a  portion  of  the  premises  to  be  used  for  a  motor  vehicle 
repair  shop  together  with  parking  of  more  than  five  motor 
vehicles,  incidental  sale  of  gasoline,  oil  and  motor  acces¬ 
sories  to  customers  of  cars  being  repaired,  office  and  stor¬ 
age  space,  the  balance  of  the  premises  to  be  used  for  three 
stores,  with  a  business  entrance  located  within  75  feet  of  a 
residence  zone. 

PREMISES  AFFECTED — 1680-1688  Albany  Avenue,  west 
side,  48.18  feet  south  of  Marginal  Street  and  4016-4018 
Marginal  Street,  Block  7744,  Lots  47,  49  and  50,  Borough 
of  Brooklyn. 


736-51-BZ— Vol.  II 

APPLICANT — Lama  and  Vassalotti  for  Bellnord  Associ¬ 
ates,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  November  9, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  local  retail  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  lubritorum, 
car  wash,  motor  vehicle  repairs,  show  room  for  new  and 
used  cars,  parts  department  and  office  and  permitting  the 
parking  and  storage  of  cars,  for  a  term  of  fifteen  years. 

PREMISES  AFFECTED — 147-10  Northern  Boulevard 
and  37-01  to  37-09  147th  Street,  southeast  corner,  Block 
5016,  Lot  18,  Flushing,  Borough  of  Queens. 


79-70-BZ 

APPLICANT — Mok  and  Sonber  for  West  Hill  Realty 
Company,  owner.  Chauffers  Unlimited,  lessee. 

SUBJECT — Application  February  4,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R10  district,  in  an  existing 
15  story  multiple  dwelling,  the  conversion  of  one  apart¬ 
ment  on  the  first  floor  to  offices. 

PREMISES  AFFECTED — 310  West  End  Avenue,  south¬ 
east  corner  of  West  75th  Street,  Block  1166,  Lot  61,  Bor¬ 
ough  of  Manhattan. 

142-70-BZ 

APPLICANT  Donald  D.  Fisher  for  Haru  Holdings,  In¬ 
corporated,  owner. 
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SUBJECT — Application  March  17,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R7-2  district,  in  an  exist¬ 
ing  five  story  and  cellar  residential  building,  the  conver¬ 
sion  of  a  portion  of  the  storage  area  in  the  cellar  to  office. 

PREMISES  AFFECTED — 8  St.  Marks  Place,  south  side, 
126  feet  east  of  3rd  Avenue,  Block  463,  Lot  13,  Borough 
of  Manhattan. 


150-70-BZ 

APPLICANT — Maxfield  Blaufeux  and  Heywood  Blaufeux 
for  Ilarione  Samarelli,  owner. 

SUBJECT — Application  March  20,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  one  story  building  for  use  as  an  automobile  laundry 
with  gasoline  pumps  and  accessory  parking  in  the  open 
area. 

PREMISES  AFFECTED — 5504  to  5510  Flatlands  Avenue, 
south  side,  14  feet  5l/>  inches  east  of  55th  Street,  1098  to 
1100  East  56th  Street,  Block  7781,  Lots  14  and  18,  Bor¬ 
ough  of  Brooklyn. 


243-70-BZ 

APPLICANT — Philip  P.  Agusta  for  Michael  Delligotti, 
owner. 

SUBJECT — Application  April  24,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection  of 
a  one  story  enlargement  to  an  existing  automotive  service 
station  with  accessory  uses. 

PREMISES  AFFECTED — 68-31  Eliot  Avenue  (68-21 
Eliot  Avenue — Official),  60-68  69th  Street,  northwest  cor¬ 
ner,  Block  2781,  Lot  127,  Maspeth,  Borough  of  Queens. 


261-70-BZ 

APPLICANT — J.  Arvid  Klein  for  Klein  and  Kolbe  for 
Temple  Torah  of  Little  Neck,  owner. 


SUBJECT — Application  May  1,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district,  the  erection  of 
an  enlargement  to  an  existing  synagogue  that  encroaches 
on  the  required  front  yard. 

PREMISES  AhFECTED — 54-25  Little  Neck  Parkway, 
north  side,  186.05  feet  east  of  53rd  Road,  Block  8274,  Lot 
146,  Douglaston,  Borough  of  Queens. 


263-70-BZ 

APPLICANT — Harry  Soled  for  Congregation  Machazikei 
Hadas,  owner. 

SUBJECT — Application  May  1,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
three  story  building  to  be  occupied  as  a  synagogue  on  the 
first  floor  with  residence  use  above  that  encroaches  on  the 
required  side  yard  and  rear  yard  and  with  windows  that 
encroach  on  the  minimum  distance  to  a  lot  line. 

PREMISES  AFFECTED — 1636  49th  Street,  south  side, 
280  feet  east  of  16th  Avenue,  Block  5454,  Lot  24,  Borough 
of  Brooklyn. 


267-70-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  New  York  University,  owner. 

SUBJECT — Application  May  1,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  666,  of  the  New  York 
City  Charter  and  Section  72-21  of  the  Zoning  Resolution, 
to  permit  in  an  R7-2  and  Cl-5  district,  the  erection  of  a 
four  story  university  structure  that  exceeds  the  permitted 
lot  coverage. 

PREMISES  AFFECTED — 253  Sullivan  Street,  southeast 
corner  of  Washington  Square  South,  Block  541,  Lot  33, 
Borough  of  Manhattan. 

M.  MILTON  GLASS,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  MAY  19,  1970,  10  A.M. 

Present :  Chairman  Glass,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Wednesday  morning  and  afternoon  April  29,  1970,  were  ap¬ 
proved  as  printed  in  the  Bulletin  of  May  7,  1970,  Vol.  55, 
No.  19. 

624-39-BZ— Vol.  V 

APPLICANT — Larry  Meltzer  for  Humble  Oil  and  Refining 
Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  January  25,  1970 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  7f  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  business  use  district,  the  erection  of 
a  gasoline  service  station,  lubritorium  and  car  washing  for 
a  term  of  years. 

PREMISES  AFFECTED — 178-02  to  178-08  Union  Turn¬ 
pike,  south  side,  400  feet  east  of  Utopia  Parkway  Block 
7227,  Lot  29,  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Larry  Meltzer. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  V,  on  January  25,  1955,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
May  19,  1970,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  23, 
1946,  as  amended  through  May  27,  1958,  only  as  to  the  term 
of  variance,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“granted  for  a  term  of  ten  years  from  January  25,  1970, 
to  permit  on  condition  that  a  copy  of  the  orig¬ 

inal  resolution,  as  amended,  and  a  certified  copy  of  the 
drawings  as  approved  by  the  Board  shall  be  permanently 
posted  in  the  office  of  this  gasoline  service  station;  that 
other  than  as  herein  amended  the  resolution  above  cited 
shall  be  complied  with  in  all  respects ;  and  that  a  new 
Certificate  of  Occupancy  shall  be  obtained.”  (Alt. 
1205-54) 


454-44-BZ 

APPLICANT — Lama  and  Vassalotti  for  Mobil  Oil  Corpo¬ 
ration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
request  to  waive  the  rules  of  procedure  and  extension  of 
term  of  variance  which  expired  December  21,  1969 — deci¬ 
sion  of  the  Borough  Superintendent ;  previously  granted  on 
condition,  under  Section  7e  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  residence  use  district,  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station,  sales  office,  lubritorium 
and  auto  laundry. 

PREMISES  AFFECTED — 3143-3161  Atlantic  Avenue  and 
248-262  Norwood  Avenue,  northwest  corner,  Block  3960, 
Lot  58,  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
December  19,  1944,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
May  19,  1970,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  December  19,  1944,  as  amended 
through  July  22,  1958,  only  as  to  the  term  of  the  variance,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 
“granted  for  a  term  of  ten  years  from  December  21,  1969, 
to  permit  on  condition  that  a  copy  of  the  original 

resolution,  as  amended,  and  a  certified  copy  of  the  draw¬ 
ings  as  approved  by  the  Board  shall  be  permanently 
posted  in  the  office  of  this  automotive  service  station; 
that  other  than  as  herein  amended  the  resolution  above 
cited  shall  be  complied  with  in  all  respects ;  and  that  a 
new  Certificate  of  Occupancy  shall  be  obtained.”  (N.  B. 
153-44) 


887-54-BZ— Vol.  II 

APPLICANT — Lama  and  Vassalotti  for  American  Oil 
Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  May  3,  1970 
and  amendment  of  resolution — decision  of  the  Borough 
Superintendent;  previously  granted  on  condition,  under 
Sections  7f,  7i,  7h,  7 A  of  the  Zoning  Resolution,  permitting 
in  a  retail  and  residence  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  lubritorium,  minor 
auto  repairs,  car  washing,  office,  sales,  storage  and  parking 
of  motor  vehicles  with  a  ground  sign  on  the  retail  portion 
of  the  plot  and  show  windows  and  signs  within  75  feet  of 
the  residence  use  district. 

PREMISES  AFFECTED— 218-01  to  219-19  (218-15  offi¬ 
cial)  Northern  Boulevard,  north  side,  from  218th  to  219th 
Street,  43-31  to  43-39  218th  Street  and  43-32  to  43-40  219th 
Street,  Block  6321,  Lot  21  (formerly  Lots  21  and  25) 
Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened,  term  of  vari¬ 
ance  extended  and  resolution  amended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  q 


THE  RESOLUTION— 

Whereas,  this  application  was  amended  bv  the  Board  as 
Vol.  II,  on  March  18,  1958,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  May  19,  1970,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  May  3, 
1955,  as  amended  through  March  18,  1958,  by  adding  thereto: 
“that  this  variance  shall  continue  for  a  term  of  ten  years 
from  May  3,  1970;  and  that  this  automotive  service  sta- 
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tion  shall  substantially  conform  to  revised  drawings  of 
proposed  conditions  marked  “Received  April  1,  1970’,  two 
sheets,  on  condition  that  a  2  ft.  6  in.  iron  picket  fence  on 
top  of  a  2  ft.  6  in.  brick  wall  be  constructed  along  the 
building  lines  of  218th  and  219th  Streets,  from  the  rear 
lot  line  to  within  5  ft.  of  the  curb  cuts ;  that  trees  be 
planted  and  maintained  in  front  of  the  premises  on  218th 
and  219th  Streets,  in  accordance  with  the  rules  and  regu¬ 
lations  of  the  Department  of  Parks ;  on  condition  that  a 
copy  of  the  original  resolution,  as  amended,  and  a  cer¬ 
tified  copy  of  the  drawings  as  approved  by  the  Board 
shall  be  permanently  posted  in  the  office  of  this  auto¬ 
motive  service  station;  and  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects.”  (Alt.  1646-69) 


672-68-BZ 

APPLICANT — Charles  M.  Spindler  for  278  5th  Street 
Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition,  under  Section 
11-412  of  the  Zoning  Resolution,  to  permit  in  a  C2-3  dis¬ 
trict,  the  reconstruction  and  enlargement  in  area  of  an  auto¬ 
motive  service  station  with  accessory  uses  previously  before 
the  Board. 

PREMISES  AFFECTED — 375-381  4th  Avenue,  northeast 
corner  of  6th  Street,  Block  987,  Lot  1  (tentative),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  17,  1969,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  17, 
1969,  by  adding  thereto : 

“that  this  automotive  service  station  shall  substantially 
conform  to  revised  drawing  of  proposed  conditions 
marked  ‘Received  April  28,  1970’,  one  sheet,  on  condition 
that  a  copy  of  the  original  resolution,  as  amended,  and 
a  certified  copy  of  the  drawings  as  approved  bv  the  Board 
shall  be  permanently  posted  in  the  office  of  this  automo¬ 
tive  service  station ;  and  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects.”  (N.  B.  511-68) 


791-68-BZ — Vol.  II 

APPLICANT — Buckley  and  Kisseloff  for  450  Park  Avenue 
Associates,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  April  29,  1970 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C5-3  district,  the  relocation  of  a 
proposed  31  story  office  building  previously  before  the 
Board,  that  encroaches  on  the  required  tower  setback  and 
creates  a  non-compliance  on  the  required  plaza  width. 

PREMISES  AFFECTED — 444-446  Park  Avenue  and  450 
Park  Avenue  and  52-58  East  57th  Street,  southwest 


corner,  Block  1292,  Lots  36,  37,  38,  39  and  40,  Borough 
of  Manhattan. 


APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 


THE  VOTE— 


Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative :  . 


5 

0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  April  29,  1969,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April 
29,  1969,  only  as  to  the  time  to  complete  the  work,  so  that 
as  amended  this  portion  of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  April  29,  1970.”  (N.B.  68-68) 


840-68-BZ 


APPLICANT- — Arthur  J.  McGee  by  Joseph  P.  Morsellino 
for  Benson  Chevrolet,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  April  1,  1970 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  the  change  in  occu¬ 
pancy  of  an  existing  one  story  building  from  a  wholesale 
auto  parts  warehouse  and  store  to  automotive  repair  shop. 

PREMISES  AFFECTED — 8680-8684  18th  Avenue,  north¬ 
east  corner  of  Benson  Avenue,  Block  6368,  Lot  61,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
April  1,  1969,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April  1, 
1969,  only  as  to  _  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  April  1,  1970.”  (Alt.  1685-68) 


549-69-BZ 

APPLICANT — Arthur  J.  McGee  for  9th  Street  Company, 
owner. 

SUBJECT — Application  September  23,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C6-1  and  R7-2  district,  the 
erection  of  a  28  story  multiple  dwelling  and  store  building 
that  exceeds  the  permitted  floor  area  ratio  and  lot  area 
per  room,  has  less  than  the  required  open  space  ratio  and 
accessory  parking  and  penetrates  the  sky  exposure  plane. 
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PREMISES  AFFECTED— 39-45  Third  Avenue,  east  side, 
from  East  9th  Street  to  East  10th  Street,  Block  465,  Lots 
1  to  8,  30,  32,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  Eugene  Restuci,  Jan  Dzuban. 

For  Administration :  Mark  A.  Levine,  City  Planning 
Commission. 

ACTION  OF  BOARD — Laid  over  to  June  2,  1970,  at 
10  A.  M.,  for  continued  hearing  at  the  request  of  the  City 
Planning  Commission ;  applicant  to  file  additional  informa¬ 
tion. 


680-69-BZ 

APPLICANT — Arthur  J.  McGee  for  Seymour  S.  Traiger, 
owner. 

SUBJECT — Application  November  14,  1969 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R4  district,  the  erection 
of  a  one  story  building  for  use  as  retail  stores  with  acces¬ 
sory  parking  in  the  open  area. 

PREMISES  AFFECTED— 41-07  Beach  Channel  Drive, 
southwest  corner  of  Beach  41st  Street,  Block  15831,  Lots 
32,  35  and  37,  Far  Rockaway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  Anthony  J.  Krizel,  Salvatore  Vitagliano 
and  Michael  T.  Abbene. 

ACTION  OF  BOARD — -Laid  over  to  June  9,  1970,  at 
10  A.M.,  for  continued  hearing  at  the  request  of  the 
applicant. 


61-70-BZ 

APPLICANT — Kenneth  H.  Koons  for  Gelstone  Builders, 
Incorporated,  owner. 

SUBJECT — Application  January  27,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  construc¬ 
tion  and  maintenance  of  an  outdoor  automotive  sales  estab¬ 
lishment  for  a  temporary  term  of  years. 

PREMISES  AFFECTED — 2901  Colden  Avenue,  northwest 
corner  of  Arnow  Avenue,  Block  4553,  Lots  1  and  5,  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Kenneth  H.  Koons. 

For  Opposition:  Leo  Canatorta,  Saul  Kaminsky  and 
Thomas  Valerio. 

ACTION  OF  BOARD — Laid  over  to  June  2,  1970,  at 
10  A.  M.  for  decision;  applicant  to  file  additional  informa¬ 
tion;  previously  inspected;  hearing  closed. 


77-70-BZ 

APPLICANT — Aaron  Halpern  for  W.  T.  Jackson  Com¬ 
pany,  owner. 

SUBJECT — Application  February  2,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  on  a  plot  with 
a  multiple  dwelling,  the  installation  of  an  outdoor  acces¬ 
sory  swimming  pool  that  encroaches  on  the  minimum  dis¬ 
tance  to  a  lot  line. 

PREMISES  AFFECTED— 1820  Everdell  Street,  north¬ 
west  corner  of  Greenport  Road,  Block  15563,  Lot  56,  Far 
Rockaway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Alphonse  J.  Russo. 

For  Opposition:  Elaine  Silbermitz. 


ACTION  OF  BOARD — Laid  over  to  June  9,  1970,  at 
10  A.  M.  for  the  applicant  to  complete  his  case.  Hearing 
continued.  Previously  inspected. 


134-70-BZ 

APPLICANT — A.  H.  Salkowitz  and  C.  Heimberger  for 
Allied  Jamaica  Corporation,  owner;  New  York  Telephone 
Company,  lessee. 

SUBJECT — Application  March  12,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-44  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C4-2  district,  in  conjunction 
with  the  erection  of  a  ten  story  telephone  office  building, 
the  reduction  in  the  number  of  accessory  parking  spaces. 

PREMISES  AFFECTED — 88-11  165th  Street,  southeast 
corner  of  88th  Avenue,  Block  9815,  Lot  56,  Jamaica,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Carl  Heimberger  and  Hyman  Muss. 

For  Opposition :  None. 

For  Administration:  Stanley  Natkins,  Office  of  Jamaica 
Planning  and  Development. 

ACTION  OF  BOARD — Laid  over  to  June  2,  1970,  at 
10  A.  M.  Applicant  to  submit  revised  drawings.  Hearing 
continued.  Previously  inspected. 


169-70-BZ 

APPLICANT — Lama  and  Vassalotti  for  Bonner  Realty  and 
Construction  Corporation,  owner. 

SUBJECT — Application  March  24,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-5  and  R10  district,  in 
an  existing  39  story  mixed  building,  the  conversion  of  the 
store  in  the  cellar  to  a  gymnasium  and  the  doctors’  offices 
in  the  cellar  and  the  first  floor  to  offices. 

PREMISES  AFFECTED — 1006  to  1020  First  Avenue, 
403  to  409  East  55th  Street,  northeast  corner,  400  to  408 
East  56th  Street,  Block  1367,  Lot  1,  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Janies  E.  Vassalotti. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  June  2,  1970,  at 
10  A.  M.  Applicant  to  submit  additional  information. 
Hearing  continued.  Previously  inspected. 


177-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Edward  T.  Green, 
owner;  Brooklyn  Union  Gas  Company,  optionee. 
SUBJECT — Application  March  26,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-3  district,  the  conversion 
of  an  existing  one  story  and  cellar  building  from  a  store  to 
a  dwelling  that  creates  non-compliance  on  the  rear  yard 
requirements. 

PREMISES  AFFECTED — 77  Prospect  Place,  north  side, 
100  feet  east  of  Sixth  Avenue,  Block  936,  Lots  37  and  12, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug,  Jasper  N.  Gard- 
stein,  Frederic  H.  J.  Rider,  Harold  Asen  and  Lester 
Broad. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  June  2,  1970,  at 
10  A.  M.  Applicant  to  submit  additional  information. 
Hearing  continued.  Previously  inspected. 


MINUTES 


178-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Edward  T.  Green, 
owner ;  Brooklyn  Union  Gas  Company,  optionee. 

SUBJECT — Application  March  26,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C2-3  district,  the  conversion  of 
an  existing  one  story  and  cellar  building  from  a  store  to 
a  dwelling  that  creates  non-compliance  on  the  rear  yard 
requirements. 

PREMISES  AbFECTED — 81  Prospect  Place,  north  side, 
130  feet  east  of  Sixth  Avenue,  Block  936,  Lots  36  and  12, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug,  Jasper  N. 
Gardstein,  Frederic  H.  J.  Rider,  Harold  Asen  and 
Lester  Brook. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  June  2,  1970,  at 
10  A.M.  Applicant  to  submit  additional  information.  Hear¬ 
ing  continued.  Previously  inspected. 


179-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Edward  T.  Green, 
owner ;  Brooklyn  Union  Gas  Company,  optionee. 

SUBJECT — Application  March  26,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-3  district,  the  conver¬ 
sion  of  an  existing  one  story  and  cellar  building  from  a 
store  to  a  dwelling  that  creates  non-compliance  on  the  rear 
yard  requirements. 

PREMISES  AFFECTED — 85  Prospect  Place,  north  side, 
157  feet  6  inches  east  of  Sixth  Avenue,  Block  936,  Lot  35 
and  12,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug,  Jasper  N. 
Gardstein,  Frederic  H.  J.  Rider,  Harold  Asen  and 
Lester  Brook. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  June  2,  1970,  at 
10  A.M.  Applicant  to  submit  additional  information.  Hear¬ 
ing  continued.  Previously  inspected. 


203-70-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 
SUBJECT — Application  April  1,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-14  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-1  district,  the  erection 
of  a  one  story  and  cellar  structure  for  use  as  a  telephone 
exchange  with  accessory  parking  in  the  open  area. 

PREMISES  AFFECTED — 154-18  Cross  Island  Parkway, 
southeast  corner  of  154th  Street,  Block  4723,  Lot  5, 
Whitestone,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  S.  C.  Imbergamo,  B.  A.  Braun  and  I. 
Guerrasio. 

For  Opposition:  Fedor  Kowalenko. 

ACTION  OF  BOARD— Laid  over  to  June  2,  1970,  at 
10  A.M.  Applicant  to  submit  revised  drawings.  Hearing 
continued.  Previously  inspected. 


205-70-BZ 

APPLICANT — Abram  Shlefstein  for  Hermitage  Realty 
Corporation,  owner. 

SUBJECT — Application  April  1,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-1  district,  the  erection 


of  a  one  story  office  building  with  accessory  parking  in 
the  open  area. 

PREMISES  AFFECTED — 1 500  Victory  Boulevard,  south¬ 
east  corner  of  Little  Clove  Road,  Block  681,  Lots  27  and 
31,  Sunnyside,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Abram  Shlefstein  and  Henry  J.  Koch. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  May  26,  1970,  at  10 
A.M.  for  decision;  applicant  to  file  revised  drawings  and 
statement;  previously  inspected;  hearing  closed. 


247-69-BZ 

APPLICANT — Leonard  Boxer  of  Olnick  and  Seltzer  for 
Deerealty  Corp.,  owner. 

SUBJECT — Application  May  6,  1969 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City  Charter, 
to  permit  in  a  Cl -9  and  R7-2  district,  the  erection  of  a 
32  story  mixed  building  that  exceed  the  permitted  floor 
area  ratio,  has  less  than  the  required  lot  area  per  room. 
PREMISES  AFFECTED — 560-576  Third  Avenue,  west 
side  from  East  37th  Street  to  East  38th  Street,  158-166 
East  38th  Street,  159-163  East  37th  Street,  Block  893,  Lot 
41,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Leonard  Boxer,  William  E.  November, 
Philip  Birnbaum  and  Arthur  Collins. 

For  Opposition:  Richard  Lang,  Eleanor  Clark  French 
and  Laura  Gratwick. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan .  5 

Negative:  .  Q 


THE  RESOLUTION— 

W hereas,  a  public  hearing  was  held  on  this  application  on 
June  24,  1969,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  July  1,  1969;  then  to  September  9,  1969;  then 
to  September  23,  1969;  then  to  November  18,  1969;  then 
to  January  20,  1970;  then  to  February  17,  1970;  then  to 
April  23,  1970;  then  to  May  19,  1970;  and 

W hereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  16,  1970,  acting  on  N.  B.  Applic.  17/1969,  reads: 

“Al.  Proposed  commercial  and  residence  building 
located  in  part  in  a  Cl -9  district  and  in  part  in  a  R7-2 
district,  exceeds  the  maximum  permitted  adjusted  Floor 
Area  Ratio  contrary  to  Section  77-22  of  the  Zoning 
Resolution. 

A3.  Proposed  commercial  and  residence  building 
exceeds  the  maximum  permitted  number  of  rooms  con¬ 
trary  to  Section  77-25  and  Section  23-222  of  the  Zoning 
Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a  Cl-9 
and  R7-2  district,  the  erection  of  a  32-story  mixed  building 
that  exceeds  the  permitted  floor  area  ratio  and  has  less  than 
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the  required  lot  area  per  room,  on  condition  that  all  work 
shall  substantially  conform  to  drawings  filed  with  this  ap¬ 
plication  and  marked  “Received  May  13,  1969,”  one  sheet, 
and  “May  15,  1970”,  12  sheets;  that  all  laws,  rules  and  regu¬ 
lations  applicable  shall  be  complied  with,  and  that  substantial 
construction  be  completed  within  one  year  from  the  date  of 
this  resolution. 


30-70-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti  for 
Theodore  Tannor,  Joseph  Rothafel  and  Nora  M.  Griffin, 
owners. 

SUBJECT — Application  January  7,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection 
and  maintenance  of  an  automotive  service  station  with 
accessory  uses. 

PREMISES  AFFECTED— 3602  to  3612  Church  Avenue, 
929  to  947  Brooklyn  Avenue,  southeast  corner,  Block  4890, 
Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama,  Nora  M.  Griffin  and  T. 
Tannor. 

For  Opposition :  Edward  A.  Segel,  Ernest  &  Elsie  F. 
Ehlers,  Irving  M.  Kramer,  Theodore  Silverman,  Ralph 


J.  Purcell  and  others. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT- 

Affirmative :  .  0 

Negative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  May  5,  1970,  after  due  notice  by  publication  in  the  Bul¬ 
letin  ;  laid  over  to  May  19,  1970 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  31,  1969,  acting  on  N.  B.  Applic.  682/1969, 
reads : 

“1.  Proposed  automotive  service  station,  Iubritor- 
ium,  minor  auto  repairs  with  hand  tools  only,  occasional 
car  washing,  offices,  sales  and  storage  of  auto  acces¬ 
sories  including  business  signs  and  curb  cuts,  Use 
Group  16  (b)  in  an  R5  Zone  is  contrary  to  Sec.  22-00 
Z.  R. 

2.  Since  there  are  no  bulk  regulations  in  the  Zoning 
Resolution  for  a  non-conforming  use  in  an  R5  Zone  same 
is  contrary  to  Sec.  11-111  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  findings  a,  b  and  c,  under 
Section  72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  December  31,  1969,  acting  on  N.  B.  Applic.  682/1969, 
Objection  Nos.  1  and  2,  be  and  it  hereby  is  affirmed  and 
that  the  application  be  and  it  hereby  is  denied. 

32-70-BZ 

APPLICANT — Barnett  Ross  for  Shell  Oil  Company, 
owner. 

SUBJECT — Application  January  6,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-1 1(g)  of  the 
Zoning  Resolution,  to  permit  in  a  C2-3  district,  at  an  ex¬ 
isting  automotive  service  station  with  accessory  uses,  the 
erection  of  a  one  story  enlargement  and  the  rehabilitation 
of  the  accessory  building. 


PREMISES  AFFECTED— 2040-2060  White  Plains  Road, 
northeast  corner  of  Bronxdale  Avenue,  Block  4284,  Lot  5, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Barnett  Ross. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  April  29,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  May  12,  1970;  then  to  May  19,  1970; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  14,  1969,  acting  on  Alt.  Applic.  417/1969, 
reads : 

“1.  The  proposed  extension  and  new  roof  con¬ 
struction  on  a  non-conforming  building  (gasoline  service 
station  U.  G.  13  in  a  C2  district)  is  contrary  to  Sec. 
52-22  of  Z.  R.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-1 1(g)  of  the  Zoning  Resolution. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Section  73-1 1(g)  of  the  Zoning  Resolution,  to 
permit  in  a  C2-3  district,  at  an  existing  automotive  service 
station  with  accessory  uses,  the  erection  of  a  one-story  en¬ 
largement  and  the  rehabilitation  of  the  accessory  building, 
on  condition  that  all  work  shall  substantially  conform  to 
drawings  filed  with  this  application  and  marked  “Received 
January  6,  1970”,  4  sheets,  “March  20,  1970”,  one  sheet,  and 
“May  12,  1970”,  one  sheet;  on  further  condition  that  the 
curb  on  Brady  Avenue  be  restored  to  eliminate  the  existing 
curb  cuts ;  that  the  chain  link  fence  be  made  fifty  percent 
opaque  in  accordance  with  Section  25-66  of  the  Zoning  Reso¬ 
lution  ;  that  all  laws,  rules  and  regulations  applicable  shall 
be  complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


33-70-BZ 

APPLICANT— Roland  J.  Voisinet  for  Shell  Oil  Company, 
owner. 

SUBJECT — Application  December  23,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  11-413 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  district,  at 
an  existing  automotive  service  station  with  accessory  uses 
previously  before  the  Board,  the  erection  of  a  one  story 
enlargement  to  the  accessory  building  for  use  as  an  auto¬ 
mobile  laundry. 

PREMISES  AFFECTED— 801  to  821  Soundview  Avenue, 
west  side,  35  feet  north  of  Lafayette  Avenue,  Block  3637. 
Lot  34,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Barnett  Ross  and  H.  H.  Hannes. 

For  Opposition.  None. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative :  .  0 

Negative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 


430 


MINUTES 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  May  5,  1970,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  May  19,  1970;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  17,  1969,  acting  on  Alt.  Applic.  502/1969, 
reads : 

“1.  Proposed  alteration  is  contrary  to  B.  S.  &  A. 
resolution  Cal.  #471-58-BZ.  Therefore,  refer  to  the 
Board  for  its  approval. 

2.  Proposed  extension  of  a  non-conforming  use  in 
Use  Group  16  B  in  Cl-2  use  district  is  contrary  to  Sec. 
32-25  of  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  ;  and 

Whereas,  the  Board  finds  that  this  is  not  an  appropriate 
case  in  which  to  permit  under  Section  11-412  of  the  Zoning 
Resolution,  the  extension  of  the  present  use;  and 
Whereas,  the  Board  finds  that  this  is  not  an  appropriate 
case  in  which  to  permit  under  Section  11-413  of  the  Zoning 
Resolution,  the  change  in  use  of  the  present  building  in  that 
the  proposed  use  would  create  an  adverse  influence  on  the 
surrounding  neighborhood. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  December  17,  1969  acting  on  Alt.  Applic.  502/1969, 
Objection  Nos.  1  and  2,  be  and  it  hereby  is  affirmed  and  that 
the  application  be  and  it  hereby  is  denied. 

64-70-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  1850  Jerome 
Corporation,  d/b/a  Regal  Auto  Sales,  owner. 

SUBJECT — Application  January  27,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-4  district,  the  construc¬ 
tion  and  maintenance  of  an  unenclosed  automotive  sales 
establishment. 

PREMISES  AFFECTED— 1850-1860  Jerome  Avenue,  east 
side,  25.7  feet  north  of  176th  Street,  Block  2851,  Lots  2,  3, 
4,  5,  6  and  8,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
May  5,  1970,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  May  19,  1970;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  12,  1970,  acting  on  Alt.  478/1969,  reads: 

“1.  Proposal  to  use  open  space  for  sales  of  auto¬ 
mobiles,  Use  Group  16,  located  on  C2-4  within  R7-1 
District,  violates  Sect.  32-412  of  Amended  Zoning  Reso¬ 
lution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship;  and 

Whereas,  the  applicant  requested  a  variance  for  a  term  of 


years  in  order  to  make  suitable  arrangements  for  establish¬ 
ing  a  conforming  use. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  for 
a  term  of  three  years  in  a  C2-4  district,  the  construction  and 
maintenance  of  an  unenclosed  automotive  sales  establishment, 
on  condition  that  all  work  shall  substantially  conform  to 
drawings  filed  with  this  application  and  marked  “Received 
January  27,  1970”,  4  sheets,  and  “February  3,  1970”,  one 
sheet;  that  all  laws,  rules  and  regulations  applicable  shall  be 
complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


107-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Little  Antigone 
Theatres,  Incorporated,  owner. 

SUBJECT — Application  February  24,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R7-2  district,  the  alteration 
to  and  the  conversion  of  an  existing  church  to  a  theatre. 
PREMISES  AFFECTED— 225  East  13th  Street,  north  side, 
257  feet  6  inches  east  of  Third  Avenue,  Block  469,  Lot  49, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug  and  Richard  W. 
Walter. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
April  23,  1970,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  May  12,  1970;  then  to  May  19,  1970;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  16,  1970,  acting  on  Alt.  Applic.  50/1970, 
reads : 

“1.  Theatre  U.G.  #8  not  permitted  in  R7-2  zone 
district  as  per  Z.R.  22-10. 

3.  As  per  Z.R.  52-22  no  structural  alteration  shall 
be  made  in  a  building  substantially  occupied  by  a  non- 
conforming  use.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R7-2 
district,  the  alteration  to  and  the  conversion  of  an  existing 
church  to  a  theatre,  on  condition  that  all  work  shall  substan¬ 
tially  conform  to  drawings  filed  with  this  application  and 
marked  “Received  February  24,  1970”,  6  sheets,  and  “May 
15,  1970”,  4  sheets;  on  further  condition  that  the  provisions 
of  Section  C26-801.7(l)h  of  the  Building  Code  be  complied 
with ;  that  all  other  laws,  rules  and  regulations  applicable 
shall  be  complied  with,  and  that  substantial  construction  be 
completed  within  one  year  from  the  date  of  this  resolution. 


431 


MINUTES 


126-70-BZ 


REGULAR  MEETING 


APPLICANT — Lama  and  Vassalotti  for  Mobile  Oil  Corpo¬ 
ration,  owner. 


SUBJECT — Application  March  3,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  73-211,  73-212 
and  11-413  of  the  Zoning  Resolution,  to  permit  in  a  C2-3 
and  R5  district,  on  a  plot  previously  before  the  Board 
occupied  as  a  gasoline  service  station  and  garage  and  re¬ 
pair  shop,  the  reconstruction  of  the  automotive  service 
station  with  accessory  uses. 

PREMISES  AFFECTED— 6413  to  6423  Fort  Hamilton 
Parkway,  951  to  971  65th  Street,  northeast  corner,  Block 
5743,  Lot  40,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 


Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 

0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  May  12,  1970,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  May  19,  1970;  and 
YY  hereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  24,  1970,  acting  on  N.B.  Applic.  8/1970, 
reads : 


“1-  On  a  lot  located  partly  in  an  R5  and  partly  in  a 
C2-3  mapped  in  R5  district,  previously  subject  to  the 
Board  of  Standards  and  Appeals  variances  under  Cal. 
434-31-BZ  and  Cal.  302-36-BZ,  the  proposed  erection  of 
a  new  automotive  service  station,  lubritorium,  minor 
auto  repairs  with  hand  tools  only,  occasional  car  wash¬ 
ing,  office,  storage  and  sale  of  auto  accessories,  U.G. 
16b,  is  not  permitted  as  of  right  and  is  contrary  to 
32-10  Z.R.  &  22-10  Z.R. 

2.  Proposed  curb  cut  and  accessory  parking  in  R5 
zone  is  contrary  to  22-10  Z.R. 

3.  Proposed  ground  sign  extending  more  than  18" 
beyond  street  line  is  contrary  to  32-652  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Sections  73-211  and  73-212  of  the  Zoning  Resolution;  and 
YYTrEREAs,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  11-413  of  the  Zoning  Reso¬ 
lution,  the  change  in  use  of  the  present  building. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Sections  73-211  and  73-212  and  does  hereby 
permit  under  Section  11-413  of  the  Zoning  Resolution, 
in  a  C2-3  and  R5  district,  on  a  plot  previously  before 
the  Board  occupied  as  a  gasoline  service  station  and  garage 
and  repair  shop,  the  reconstruction  of  the  automotive  service 
station  with  accessory  uses,  on  condition  that  all  work  shall 
substantially  conform  to  drawings  filed  with  this  application 
and  marked  “Received  March  3,  1970”,  3  sheets,  and  “May 
14,  1970”,  one  sheet;  on  further  condition  that  the  existing 
wall  along  the  north  and  east  lot  lines  be  retained  to  a  height 
of  ten  feet;  that  all  laws,  rules  and  regulations  applicable 
shall  be  complied  with,  and  that  substantial  construction  be 
completed  within  one  year  from  the  date  of  this  resolution. 


Adjourned:  2:30  P.M. 


James  P.  Mulroy,  Secretary 


TUESDAY  AFTERNOON,  MAY  19,  1970,  2  P.M. 

Present:  Chairman  Glass,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

341-69-A 

APPLICAN1 — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — 64  Union  Street  Corporation. 
SUBJECT— Application  June  11,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  spinkler  system. 

PREMISES  AFhECTED — 64-70  Union  Street,  south  side, 
100  feet  east  of  Van  Brunt  Street,  Block  341,  Lots  9,  10, 
11,  12,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition :  I.  E.  Minkin,  B.  D.  and  Carl  Milea. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  . . .  5 

Negative :  .  q 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
June  6,  1969  states  that  the  application  is  hereby  respectfully 
made  to  the  Board  of  Standards  and  Appeals,  in  accordance 
with  the  provisions  of  Section  1804.4.C.6  of  the  City  Charter, 
to  modify  Certificate  of  Occupancy  in  relation  to  the  follow¬ 
ing  building  : 

“64-70  Union  Street,  Brooklyn — Certificate  No.  139070.” 
and 

Whereas,  the  applicant  further  requests  that  the  Certifi¬ 
cate  of  Occupancy  be  modified  to  require  “the  installation  of 
an  automatic  sprinkler  system  throughout  the  1st  floor  ar¬ 
ranged  and  equipped  as  per  Chapter  26,  Article  17,  Admin¬ 
istrative  Code.” ;  and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
requesting  a  modification  of  the  Certificate  of  Occupancy  be 
and  it  hereby  is  granted,  and  that  the  Certificate  of  Occu¬ 
pancy  is  hereby  modified  to  require  the  installation  of  an 
automatic  fire  alarm  system  with  central  office  connection 
throughout  the  first  floor  of  the  premises ;  in  addition  to  the 
requirements  of  all  applicable  laws,  rules  and  regulations. 


386-69-A 


APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Nanbet  Realty  Corporation. 
SUBJECT— Application  July  3,  1969— Appeal  for  modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 497  to  511  Meserole  Street,  502- 
516  Scholes  Street,  northwest  corner  of  Steward  Avenue, 
Block  2969,  Lot  18,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition :  I.  E.  Minkin,  B.  D.  and  Sol  Feinberg. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 


Affirmative.-  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan . 

Negative :  . 


5 

0 


MINUTES 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
July  3,  1969,  reads: 

“Application  is  hereby  respectfully  made  to  the  Board 
of  Standards  and  Appeals  in  accordance  with  the  pro¬ 
visions  of  1804.4.C.6  of  the  City  Charter,  to  modify  Cer¬ 
tificate  of  Occupancy  in  relation  to  the  following  build¬ 
ings : 

497-511  Meserole  Street 

502-516  Scholes  Street,  Brooklyn — Certificate  No. 
181314.” 

and 

Whereas,  the  applicant  further  requests  that  the  Certifi¬ 
cate  of  Occupancy  be  modified  to  require  “the  installation  of 
an  automatic  sprinkler  system  throughout  the  building  at  505 
Meserole  Street  arranged  and  equipped  as  per  Chapter  26, 
Article  17,  Administrative  Code.”;  and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  a  modification  of  the  Certificate  of  Occupancy  be  and  it 
hereby  is  granted,  and  that  the  Certificate  of  Occupancy  be 
modified  to  require  the  installation  of  an  automatic  fire  alarm 
system  with  a  central  office  connection  in  addition  to  the  re¬ 
quirements  of  all  applicable  laws,  rules  and  regulations. 


393-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Molly  Blutli  and  Dorothy 
Nisonoff. 

SUBJECT — Application  July  3,  1969 — Appeal  for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 777  to  781  Manhattan  Avenue, 
west  side,  50  feet  north  of  Meserole  Avenue,  Block  2596, 
Lot  28,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition :  I.  E.  Minkin,  B.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
July  3,  1969,  reads: 

“Application  is  hereby  respectfully  made  to  the  Board  of 
Standards  and  Appeals,  in  accordance  with  the  provi¬ 
sions  of  1804.4.C.6  of  the  City  Charter,  to  modify  Certifi¬ 
cate  of  Occupancy  in  relation  to  the  following  building : 

777/781  Manhattan  Avenue,  Brooklyn — Certificate 
No.  198910.” 

and 

Whereas,  the  applicant  further  requests  that  the  Certifi¬ 
cate  of  Occupancy  be  modified  to  require  “the  installation  of 
an  automatic  sprinkler  system  throughout  the  building  ar¬ 
ranged  and  equipped  as  per  Chapter  26,  Article  17,  Admin¬ 
istrative  Code.” ;  and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  modification  of  the  Certificate  of  Occupancy  be  and  it 
hereby  is  granted,  and  that  the  Certificate  of  Occupancy  is 
hereby  modified  to  require  the  installation  of  an  automatic 
fire  alarm  system  with  central  office  connection  throughout 


the  premises ;  and  that  all  other  applicable  laws,  rules  and 
regulations  be  complied  with. 

494-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Henry  Mendler  Majors  Build¬ 
ings. 

SUBJECT — Application  August  26,  1969 — Appeal  for  modi¬ 
fication  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AbFECTED — 37-39  Jane  Street,  north  side, 
40  feet  west  of  8th  Avenue,  Block  626,  Lot  36,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi  F.  D. 

For  Opposition :  I.  E.  Minkin  B.D.  and  Simon  Alderman. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative  :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

W hereas,  the  decision  of  the  Fire  Commissioner,  dated 
August  26,  1969,  reads : 

“Application  is  hereby  respectfully  made  to  the  Board 
of  Standards  and  Appeals,  in  accordance  with  the  pro¬ 
visions  of  1804.4.C.6  of  the  City  Charter,  to  modify  Cer¬ 
tificate  of  Occupancy  in  relating  to  the  following  build¬ 
ing : 

37-39  Jane  Street,  Manhattan — Certificate  No. 
6424D.” 

and 

Whereas,  the  applicant  further  requests  that  the  Certifi¬ 
cate  of  Occupancy  be  modified  to  require  “the  installation  of 
an  automatic  sprinkler  system  throughout  the  building  ar¬ 
ranged  and  equipped  as  per  Chapter  26,  Article  17,  Admin¬ 
istrative  Code.” ;  and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  a  modification  of  the  Certificate  of  Occupancy  be  and  it 
hereby  is  granted,  and  that  the  Certificate  of  Occupancy  is 
hereby  modified  to  require  the  installation  of  a  dry  standpipe 
system  in  the  stairwell,  without  hose  and  racks,  but  with 
standard  hose  valves  at  each  story  and  a  Siamese  connection 
at  the  street  wall ;  and  that  all  other  laws,  rules  and  regula¬ 
tion  be  complied  with. 

570-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Herman  Wainschel,  owner. 
SUBJECT — Application  October  7,  1969 — Appeal  for  Modi¬ 
fication  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 550-558  East  170th  Street, 
south  side,  212  feet  east  of  3rd  Avenue,  Block  2925,  Lot  42, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition :  I.  E.  Minkin,  B.  D.,  Herman  Wainschel 
and  Mr.  Kelly. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 
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THE  RESOLUTION— 

W hereas,  the  decision  of  the  Fire  Commissioner,  dated 
October  6,  1969,  reads: 

“Application  is  hereby  respectfully  made  to  the  Board  of 
Standards  and  Appeals,  in  accordance  with  the  provi¬ 
sions  of  1804.4.C.6  of  the  City  Charter,  to  modify  Certifi¬ 
cate  of  Occupancy  in  relation  to  the  following  building : 

550-558  East  170th  Street,  Bronx — Certificate  No. 
13541.” 

and 

Whereas,  the  applicant  further  requests  that  the  Certifi¬ 
cate  of  Occupancy  be  modified  to  require  “the  installation  of 
an  automatic  sprinkler  system  throughout  the  1st  floor  ar¬ 
ranged  and  equipped  as  per  Chapter  26,  Article  17,  Admin¬ 
istrative  Code.” ;  and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  a  modification  of  the  Certificate  of  Occupancy  be  and  it 
hereby  is  granted,  and  that  the  Certificate  of  Occupancy  is 
hereby  modified  to  require  the  installation  of  an  approved 
automatic  sprinkler  system  throughout  the  first  floor ;  and 
that  all  other  applicable  laws,  rules  and  regulations  be  com¬ 
plied  with. 


572-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Harold  Reich  (as  trustee  of 
the  Samuel  E.  Reich  Trust). 

SUBJECT — Application  October  7,  1969 — Appeal  for  modi¬ 
fication  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 168-13  Union  Turnpike,  north¬ 
east  corner  of  168th  Street,  Block  7004,  Lot  1,  Flushing 
Heights,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition :  I.  E.  Minkin,  B.  D.  and  Max  Pfeffer- 
baum. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
October  6,  1969,  reads : 

“Application  is  hereby  respectfully  made  to  the  Board 
of  Standards  and  Appeals,  in  accordance  with  the  pro¬ 
visions  of  1804.4.C.6  of  the  City  Charter,  to  modify  Cer¬ 
tificate  of  Occupancy  in  relation  to  the  following  build¬ 
ing : 

168-13  Union  Turnpike,  Queens — Certificate  No. 
50459.” 

and 

Whereas,  the  applicant  further  requests  that  the  Certifi¬ 
cate  of  Occupancy  be  modified  to  require  “the  installation  of 
an  automatic  sprinkler  system  throughout  the  cellar  arranged 
and  equipped  as  per  Chapter  26,  Article  17,  Administrative 
Code.” ;  and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  a  modification  of  the  Certificate  of  Occupancy  be  and  it 
hereby  is  granted,  and  that  the  Certificate  of  Occupancy  is 
hereby  modified  to  require  the  installation  of  a  non-automatic 


sprinkler  system  in  the  cellar,  and  an  automatic  fire  alarm 
system,  connected  to  a  central  office ;  and  that  all  other 
applicable  laws,  rules  and  regulations  be  complied  with. 


116-70-A 

APPLICANT — Leonard  F.  Rothkrug  for  Salanter  Akiba 
Hebrew  Academy,  owner. 

SUBJECT — Application  February  25,  1970 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposal  to 
use  building  of  combustible  construction  for  school. 
PREMISES  AFFECTED— 655  West  254th  Street,  north 
side,  from  Palisades  Avenue  to  Independence  Avenue, 
Block  5947,  Lot  1,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  20,  1970  on  Alt.  Applic.  25-70,  reads: 

“1)  Proposal  to  use  subject  building  of  combustible 
construction  Group  HE  for  school,  occupancy  classifi¬ 
cation  G,  violates  Section  C26-405.1  &  C26-406.1  of 
Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  February  20,  1970,  acting  on  Alt.  Applic. 
25-70,  Objection  No.  1  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted,  on  condition  that  the 
building  shall  substantially  comply  with  drawings  marked 
“Received,  May  15,  1970,”  fourteen  sheets ;  on  further  con¬ 
dition  that  an  automatic  sprinkler  system  be  installed  through¬ 
out  the  premises,  and  that  in  all  other  respects  all  other 
laws,  rules  and  regulations  applicable  be  complied  with. 


133-70-A 

APPLICANT — Leonard  F.  Rothkrug  for  Linco  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  March  5,  1970 — Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  occu¬ 
pancy  of  the  penthouse  floor  for  office  space. 

PREMISES  AFFECTED— 117  to  119  West  26th  Street, 
north  side,  175  feet  west  of  Avenue  of  the  Americas, 
Block  802,  Lot  29  (former  Lots  28,  29  and  30),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  9,  1970  on  Alt.  Applic.  1976-69,  reads : 

“C4.  Proposed  occupancy  of  the  penthouse  floor  for 
office  space  is  contrary  to  the  Board  of  Standards  and 


MINUTES 


Appeals  resolutions  under  Cals.  #962-25-S  and  1351- 
22-S.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  February  9,  1970,  acting  on  Alt.  Applic. 
1976-69,  Objection  No.  C4  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  substantially  comply  with  drawings  filed 
with  this  application  and  marked  “Received,  March  5,  1970,” 
ten  sheets,  on  further  condition  that  the  penthouse  occupancy 
be  limited  to  office  use  with  a  maximum  of  three  persons  as 
one  tenant;  on  further  condition  that  the  existing  sprinkler 
system  with  central  office  connection  be  maintained  to  the 
satisfaction  of  the  Fire  Commissioner ;  and  that  in  all  other 
respects  all  other  applicable  laws,  rules  and  regulations  be 
complied  with. 


573-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Yashica,  Incorporated. 

SUBJECT — Application  October  7,  1969 — Appeal  for  Modi¬ 
fication  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 50-11  to  50-17  Queens  Boule¬ 
vard,  northwest  corner  of  51st  Street,  Block  1319,  Lot  21, 
Woodside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition :  I.  E.  Minkin,  B.  D.,  Masanori  Hirabay- 
ashi  and  Charles  Preusse. 

ACTION  OF  BOARD — Laid  over  to  June  16,  1970,  at 
2  P.M.  for  the  owner  to  file  with  the  Building  Department 
for  the  work  he  proposes  to  do,  including  the  sprinkler 
system.  Hearing  continued.  Previously  inspected. 


574-69-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Peter  Gluck. 

SUBJECT — Application  October  7,  1969 — Appeal  for  Modi¬ 
fication  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 219-10  South  Conduit  Avenue, 
southwest  corner  of  221st  Street,  Block  13490,  Lot  24, 
Laurelton,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition :  I.  E.  Minkin,  B.  D.  and  P.  J.  Murphy. 
ACTION  OF  BOARD — Laid  over  to  June  2,  1970,  at 
2  P.M.  at  the  request  of  the  owner-lessee.  Hearing 
continued.  Previously  inspected. 


575-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Canapal  Realty  Corporation. 
SUBJECT — Application  October  7,  1969 — Appeal  for  Modi¬ 
fication  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 67-12  to  67-26  Myrtle  Avenue, 
southwest  corner  of  67th  Place,  Block  3701,  Lot  28,  Glen¬ 
dale,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.  and  Nicholas  Mal¬ 
tese. 


ACTION  OF  BOARD — Laid  over  to  June  2,  1970,  at 
2  P.M.  at  the  request  of  the  owner.  Hearing  continued. 
Previously  inspected. 


123-70-A 

APPLICANT — Miracle  Adhesives  Corporation,  owner. 

SUBJECT — Application  March  2,  1970 — Appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  Packaging  of  flam¬ 
mable  mixture  known  as  Ply  Gem  Wall  Panel  Adhesive  in 
1/10  gallon  fiberboard  cartridges  (containers  not  in  ac¬ 
cordance  with  Administrative  Code  requirements). 

APPEARANCES— 

For  Applicant :  Kenneth  Geldert. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  June  2,  1970,  at 
2  P.M.  for  continued  hearing;  applicant  to  file  drawings. 


174-70- A 

APPLICANT — Charles  M.  Shapiro  and  Sons  for  Consoli¬ 
dated  Stone  Setters,  Incorporated,  owner. 

SUBJECT — Application  March  25,  1970 — -Appeal  from  a  de¬ 
cision  of  the  Commissioner  of  Buildings  re-  use  of  load 
tests  instead  of  the  structural  design  computations  required 
by  Section  3. 1.1-1  of  Reference  Standard  RS  19-2  (Power 
Operated  Cranes  and  Derricks)  for  the  approval  of  a 
power  operated  stiff-leg  derrick. 

APPEARANCES— 

For  Applicant:  Elliot  J.  Shapiro. 

ACTION  OF  BOARD — Laid  over  without  date  at  the  re¬ 
quest  of  the  applicant. 


183-70-A 

APPLICANT — Charles  M.  Shapiro  and  Sons  for  West  47th 
Street  Construction  Corporation,  owner. 

SUBJECT — Application  March  31,  1970 — Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  of  Buildings  re¬ 
erection  and  operation  of  a  power  operated  stiff-leg  derrick 
that  does  not  have  a  certificate  of  approval  and  initial  cer¬ 
tificate  of  operation  from  the  Department  of  Buildings, 
Division  of  Cranes  and  Derricks,  in  accordance  with 
C26-1909.4  and  Reference  Standard  RS  19-2  (Power  Op¬ 
erated  Cranes  and  Derricks)  of  the  Building  Code  of  the 
City  of  New  York. 

PREMISES  AFFECTED — 1185  Avenue  of  the  Americas, 
southwest  corner,  from  West  46th  Street  to  West  47th 
Street,  Block  999,  Lots  24,  28,  129,  29,  30,  31,  36,  39,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Elliot  J.  Shapiro. 

ACTION  OF  BOARD — Laid  over  without  date  at  the  re¬ 
quest  of  the  applicant. 


489-63-SM 

APPLICANT — United  States  Gypsum  Company,  owner. 
APPEARANCES— 

For  Applicant:  Dan  S.  Kottke. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
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Negative:  .  0 
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THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
489-63-SM — Amendment  to  resolution  as  to  flame-spread 
rating  and  added  name. 

United  States  Gypsum  Company,  New  York,  requested 
that  the  resolution  adopted  November  19,  1963  as  amended 
through  January  12,  1965  under  Calendar  Number  489-63- 
SM  be  reopened  and  amended  so  as  to  establish  the  flame- 
spread  rating  of  the  approved  material  and  permission  to 
market  under  an  additional  trade  name. 

PROPOSED  USE:  Incombustible  acoustical  tile  and  board. 
DESCRIPTION :  The  approved  material  was  known  as 
Quietone  and  now  is  also  marketed  under  the  trade  name  of 
Hi-Lite  Ceiling  Panels  -Hs"  x  2'-0"  x  4'-0"  with  a  roll- 
perforated  white  finish. 

INSPECTION  AND  TEST :  The  applicant  has  submitted  a 
report  of  test  conducted  by  Southwest  Research  Institute, 
San  Antonio,  Texas,  in  accordance  with  the  requirements  of 
RS5-5  Building  Code  of  the  City  of  New  York.  The  flame- 
spread  is  13  and  the  smoke  density  is  8.  No  investigation 
has  been  made  as  to  the  acoustical  properties  of  this  material. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  19,  1963  as 
amended  through  January  12,  1965  under  Calendar  Number 
489-63-SM  be  reopened  and  amended  so  as  to  include  the 
material  known  as  Hi-Lite  Ceiling  Panels  having  a  flame- 
spread  rating  of  13  and  a  smoke  density  of  8,  on  condition 
that  the  requirements  of  the  resolution  adopted  November  19, 
1963  as  amended  through  January  12,  1965  under  Calendar 
Number  489-63-SM  are  complied  with  on  further  condition 
that  this  amendment  not  be  considered  as  approval  of  acoustic 
properties. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval,  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


Adjourned:  3:35  P.M. 

James  P.  Mulroy,  Secretary 


NOTICE  OF  SPECIAL  MEETING 

WEDNESDAY  MORNING  JUNE  10,  1970  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  morning,  June  10,  1970,  at  10  A.M.  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

310-70-SR 

SUBJECT — Proposed  rules  governing  the  design,  construc¬ 
tion  and  installation  of  plastic  pipe  and  fittings. 

1.  Authority  and  Scope 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  of  the  City  of  New  York,  by  virtue  of 


Section  666  Paragraph  2  of  the  Charter  of  the  City  of 
New  York  and  Section  P102.2.b  of  Reference  Standard 
16  of  the  Building  Code  of  the  City  of  New  York,  the 
Board  does  promulgate  and  set  forth  the  following  rules 
for  the  design,  construction  and  installation  of  plastic  pipe 
and  fittings  within  the  City  of  New  York. 

These  rules  are  to  be  considered  as  supplemental  to  and 
not  in  substitution  of  all  applicable  provisions  of  the  Build¬ 
ing  Code. 

2.  Definitions 

Where  provisions  of  these  Rules  differ  from  provisions 
of  the  Building  Code,  the  more  restrictive  requirements 
shall  apply. 

(PVC)  Polyvinyl  Chloride — 

( ABS )  Acrylonitrile-Butadiene-Styrene 

(CS)  Commercial  Standards  of  the  United  States  Depart¬ 
ment  of  Commerce  National  Bureau  of  Standards — 

(ASTM)  American  Society  For  Testing  And  Materials. 

3.  Application 

3.1—  The  use  of  plastic  pipe  and  fittings  for  plumbing 
systems  shall  be  limited  to  drain,  waste  and  vent  lines  in 
buildings  of  three  (3)  stories  or  less  in  height  as  set  forth 
under  Sections  P102.2.b,  P102.4.b.l,  P102.4.C.1  of  RS16  of 
the  Building  Code  of  the  City  of  New  York. 

3.2 —  Connections  between  fixtures,  traps  and  drain  or 
waste  lines  shall  be  by  metal  pipe  and  metal  fittings  only. 

4.  Physical  and  Chemical  requirements  of  material 

4.1 —  The  physical  and  chemical  properties  of  all  pipe  and 
fittings  shall  comply  with  the  requirements  of  Commercial 
Standards  272-65  of  the  United  States  Department  of 
Commerce  National  Bureau  of  Standards  for  Polyvinyl 
Chloride  (PVC)  pipe  and  fittings,  and  of  CS270-65  for 
Acrylonitrile-Butadiene-Styrene  (ABS)  pipe  and  fittings. 

5.  Tests 

5.1 —  Applicants  for  approval  of  PVC  or  ABS  pipe  or 
fittings  shall  submit  certified  test  reports  from  an  inde¬ 
pendent  testing  laboratory  satisfactory  to  the  Board,  which 
reports  shall  show  that  the  material  has  been  tested  as 
follows : 

5.2 —  Pipe  fittings  shall  be  tested  in  accordance  with  the 
test  procedures  as  set  forth  in  CS272-65  for  PVC  pipe 
fittings  or  in  CS270-65  for  ABS  pipe  and  fittings. 

5.3 —  PVC  pipe  and  fittings  shall  be  tested  accordance  with 
the  requirements  of  ASTM  D635-68  to  determine  that  the 
pipe  and  fittings  are  self-extinguishing. 

5.4 —  ABS  pipe  and  fittings  shall  be  tested  in  accordance 
with  the  requirements  of  ASTM  D635-68  to  determine  that 
the  pipe  and  fittings  are  slow-burning. 

6.  Marking 

6.1 —  All  pipe  shall  be  marked  on  two  sides,  180  degrees 
apart,  in  letters  not  less  than  3/16  inches  high,  in  contrast¬ 
ing  color,  and  shall  consist  of  the  manufacturer’s  name  or 
trade  mark,  nominal  pipe  size,  the  symbol  PVC  or  ABS, 
the  type  designation  (I  or  II)  Schedule  40  CS272-65  for 
PVC,  or  CS270-65  for  ABS  and  the  symbol  (nsf-dwv) 
NATIONAL  SANITATION  FOUNDATION  DRAIN 
WASTE  VENT  spaced  at  intervals  of  not  more  than  two 
(2)  feet. 

6.2—  Fittings  shall  be  marked  on  the  body  or  hub  on 
opposite  sides.  The  marking  shall  consist  of  the  manu¬ 
facturer’s  name  or  trade  mark  and  the  symbol  PVC  or  ABS 
and  the  type  designation  (I  or  II)  for  PVC. 

6.3 —  In  addition  to  the  markings  as  required  under  6.1 
and  6.2,  all  pipe  and  fittings  shall  bear  the  labeling  required 
under  the  conditions  of  approval  by  the  Board  and  Section 
P102.2.b  of  RS16  of  the  Building  Code  of  the  City  of 
New  York. 
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7.  Installation 

7.1—  Installation  of  pipe  and  fittings  shall  be  in  accord¬ 
ance  with  Appendix  I  and  II  of  CS270-65  or  CS272-65, 
with  the  following  exceptions  and  additions. 

7.2—  Rule  6.1  of  Appendix  I— Delete  and  substitute  as 
follows:  Support  horizontal  piping  at  intervals  of  not  more 
than  two  (2)  ft.  for  pipes,  1  inches  or  less  in  diameter 
and  not  more  than  three  (3)  ft.  for  pipes  of  larger  diameter, 
at  ends  of  branches  and  at  all  points  of  change  of  direction. 
Trap  arms  shall  be  supported  at  trap  discharge.  Vertical 
piping  shall  be  supported  at  each  floor  and  at  mid-height 
between  floors  when  story-height  does  not  exceed  10  feet 
and  at  intervals  of  not  more  than  five  (5)  feet  when  the 
story  exceeds  ten  (10)  feet  in  height.  All  supports  shall 
permit  expansion  and  contraction  of  the  pipe  without  binding. 

7.3—  Rule  6.2  of  Appendix  I— Delete  and  substitute  as 
follows :  Pipe  clamps  or  brackets  shall  have  a  bearing  width 
of  at  least  inches  and  shall  be  of  metal.  All  clamps  or 
brackets  shall  be  so  installed  that  they  will  not  compress, 
distort  or  cut  into  the  pipe. 

7-4 — Rule  6.3  of  CS270-65  and  CS272-65 — Delete  in  its 
entirety  as  the  use  of  this  pipe  is  limited  to  above  ground 
installation. 

7.5  Expansion  Provisions  shall  be  made  for  expansion 
and  contraction  on  the  basis  of  H  inch  per  lO'-O"  run  of 
pipe  per  150°F  temperature  rise. 

?-6—  Pitch— Horizontal  run  of  pipe  shall  be  installed  at 
uniform  alignment  at  uniform  slope  of  ^  inch  per  1  foot 
of  run. 


8.  Protection 

8.1  Passing  through  walls  or  floors — Where  piping  passes 
tin  ough  walls  or  floors  it  shall  be  encased  in  metal  sleeves 
securely  fastened  to  the  wall  or  floor  construction.  Sleeves 
shall  be  not  less  than  18  gauge  steel  and  not  more  than 
l/2  inch  greater  in  diameter  than  the  outside  diameter  of  the 
pipe  and  shall  extend  not  less  than  20  inches  beyond  each 
side  of  the  wall  or  floor  construction.  The  space  between 
the  sleeve  and  the  piping  shall  be  fire  stopped  by  packing 
with  noncombustible  material. 

8.2—  Vertical  run  of  pipe— All  vertical  runs  of  pipe  shall 
be  enclosed  with  materials  having  a  fire  rating  with  a 
minimum  of  one  (1)  layer  of  Y&  inch  thick  fire-rated 
gypsum  board.  If  the  pipe  is  adjacent  to  a  noncombustible 
wall,  the  wall  may  be  considered  as  part  of  the  enclosure. 
Vertical  installation  shall  comply  with  Section  C26-504.5 
and  C26-504.7  of  the  Building  Code  of  the  City  of  New  York. 

8.3 —  Horizontal  run  of  pipe — all  horizontal  runs  of  pipe 
shall  be  protected  by  either : 

8.3.1 —  Enclosing  the  pipe  with  a  minimum  of  one  (1) 
layer  of  $/&  inch  fire-rated  gypsum  board,  or 

8.3.2 —  By  a  suspended  ceiling  constructed  of  either  by; 
one  (1)  layer  of  Y  inch  fire-rated  gypsum  board;  or,  one 
(1)  layer  of  %  inch  rated  noncombustible  tile;  or,  any 
short-span  fire  resistive  ceiling  construction  as  approved 
by  the  Board. 

M.  MILTON  GLASS,  Chairman 
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NOTICE 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  repre¬ 
sentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the  hearing 
can  be  entertained  in  view  of  this  publication  and  of  the 
posting  of  the  calendars  on  the  bulletin  board  in  the  offices 
of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will  be 
held  in  abeyance  by  reason  of  failure  of  the  appellant  or 
applicant  to  file  necessary  data,  or  by  any  other  method  of 
delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  convenience 
in  notifying  property  owners,  they  may  obtain  such  copies 
at  the  office  of  the  Board  of  Standards  and  Appeals,  80 
Lafayette  Street,  9th  floor,  Manhattan,  at  five  cents  each- 
add  postage  payment  if  the  forms  are  forwarded  by  mail. 
Purchase  payment  by  postage  stamps  NOT  ACCEPTABLE. 
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DIRECTORY 

BOARD  OF  STANDARDS  AND  APPEALS 


M.  MILTON  GLASS,  Chairman 


CALENDAR  NUMBER  616-65-BZ— VOL.  II 
ORDER  AND  PETITION  SERVED  ON 
BOARD  OF  STANDARDS  AND  APPEALS 

Or.  May  21,  1970,  Order  and  Petition  was  served  on  the  Board 
by  Arthur  J.  McGee,  attorney  for  petitioner.  Forest  Wood  Homes, 
Inc.,  owner,  seeking  a  review  of  the  Board’s  denial  on  April  14, 
1970  of  the  application,  restored  to  the  docket  for  further  hearing 
by  order  of  the  Court,  based  on  a  decision  of  the  Borough  Superin¬ 
tendent;  previously  denied,  under  Section  72-21  of  the  Zoning  Resolu¬ 
tion  and  Section  666  of  the  New  York  City  Charter,  to  permit  in  an 
R2  district,  the  erection  of  a  one  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open  space  ratio 
and  lot  area  and  encroaches  on  the  required  front  and  rear  yards; 
Calendar  Number  616-65-BZ — Vol.  II;  Premises  84-17  Commonwealth 
Boulevard,  east  side,  140.06  feet  south  of  Hillside  Avenue,  Block 
8599,  Lot  134,  Bellerose,  Borough  of  Queens. 


Samuel  L.  Becker,  Vice  Chairman 
4$?'  Joseph  B.  Klein 

Francis  V.  Madigan 
William  A.  Nolan 

Commissioners. 


Solomon  Sheer,  P.E.,  Director 


if 
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Ira  Kalish,  P.E.,  Deputy  Director 
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Notice  of  Hearing  of  Calendar. 


Minutes  of  Regular  Meeting,  Tuesday  Morning,  May 
26,  1970,  Affecting  Calendar  Numbers — 


189-54-A— Vol.  II 
984-63-A 
458-64-A 
1128-64- A 
154-50-BZ— Vol.  II 
345-51-BZ 
666-59-BZ 
84-69-BZ 


304-69-BZ 
131-69-BZ— Vol.  II 
839-68-BZ 
894-68-BZ— Vol.  II 
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87-70-BZ 
205-70-BZ 


James  P.  Mulroy,  Secretary 


John  B.  Cincotta,  Chief  Clerk 


Office — 80  Lafayette  Street,  9th  Floor,  Manhattan,  New 
York,  N.  Y.  10013. 

Telephone — 566-5174. 


Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  May 
26,  1970,  Affecting  Calendar  Numbers — 


269-70-GR 

301-58-SM 

612-69-A 

165-54-SM 

711-59-SM 

613-69-A 

596-55-SA 

654-60-SA 

614-69-A 

662-57-SM 

373-69-SA 

615-69-A 

720-58-SA 

367-69-A 

617-69-A 

84-59-SM 

297-69-A 

618-69-A 

649-65-SM 

298-69-A 

619-69-A 

770-67-SA 

387-69-A 

620-69-A 

793-68-SM 

390-69-A 

621-69-A 

145-39-SM 

391-69-A 

622-69-A 

1326-39-SA 

497-69-A 

623-69-A 

314-40-SM 

515-69-A 

666-69-A 

652-49-SA 

569-69-A 

667-69-A 

20-50-SM 

571-69-A 

668-69-A 

557-50-SA 

576-69-A 

151-70-A 

515-58-SM 

578-69-A 

218-70-A 

661-58-SA 

609-69-A 

229-70-A 

133-59-SA 

610-69-A 

254-70-A 

338-58-SA 

611-69-A 

Warning  Notice. 
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DOCKET 

New  Cases  Filed  Up  to  May  26,  1970 
Cal.  No.  Dept.  Premises  Affected 

302-70-BZ — B.Bx. — 910  Morris  Park  Avenue,  southeast 
corner  of  Bronxdale  Avenue,  Block  4094,  Lot  1,  Bor¬ 
ough  of  The  Bronx,  Alt.  181-70,  re-  Accessory  Storage 
of  Motor  Vehicles,  R-5  district. 


303-70-BZ — B.Q. — 30-85  48th  Street,  east  side,  175  feet, 
north  of  31st  Avenue,  Block  739,  Lot  12,  Astoria,  Bor¬ 
ough  of  Queens,  N.B.  173-70,  side  yard  on  northern  side 
of  it. 


304-70-BZ — B.Q. — 30-87  48th  Street,  east  side,  150  feet, 
north  of  31st  Avenue,  Block  739,  Lot  11,  Astoria,  Bor¬ 
ough  of  Queens,  N.B.  174-70,  side  yard  on  southern  lot 
line. 


305-70-A — B.M. — 110-122  Pearl  Street,  4-12  Hanover 
Square,  northwest  corner,  and  76-86  Water  Street,  Block 
31,  Lots  1  to  3,  38,  39,  40,  Borough  of  Manhattan,  N.B. 
54-68.  Aluminum  lot  line  windows. 


306-70-A — F.D. — 151  West  40th  Street,  northeast  corner 
of  7th  Avenue,  Block  993,  Lot  1,  Borough  of  Manhattan, 
F.D.  Letter,  re-  Elevator  in  readiness. 


317-70-BZ — B.M. — 215  East  94th  Street,  north  side  230 
feet,  east  of  Third  Avenue,  Block  1540,  Lot  10,  Borough 
of  Manhattan,  Alt.  576-70,  re-  school  and  gymnasium, 
Ml-4  district. 


318-70-BZ — B.R. — 1725  Richmond  Avenue,  east  side  78.82 
feet,  south  of  Victory  Boulevard,  Block  2070,  Lot  33, 
Bulls  Head,  Borough  of  Richmond,  N.B.  82-70,  re-  Fire 
Sales  establishment,  R-3-2  district. 


319-70-BZ — B.R. — 460  Victory  Boulevard,  northeast  cor¬ 
ner  of  Louis  Street,  Block  580,  Lot  1,  Silver  Lake,  Bor¬ 
ough  of  Richmond,  N.B.  221-70,  re-  Accessory  off-site 
parking  space,  R3-2  district. 


320-70-A — B.B. — 451  Smith  Street,  northeast  corner  of 
Huntington  Street,  Block  475,  Lot  1,  Borough  of  Brook¬ 
lyn,  690682,  re-  building  not  facing  legal  street,  General 
City  Law.  Article  3,  Section  36. 


321-70-A — B.B. — 1232  to  1256  East  80th  Street,  north 
side,  from  Paerdegat  8th  Street,  45  Paerdegat  9th  Street, 
Entire  Block,  36-46  Paerdegat  8th  Street  and  35-45  Paer¬ 
degat  9th  Street,  Block  8058,  Lot  32,  Borough  of  Brook¬ 
lyn.  Alt.  716-65,  re-  Revocation  of  Certificate  of  Occu¬ 
pancy.  No.  199,978,  Zoning  Matter. 


307-70-A — B.M. — 528-548  West  56th  Street,  south  side, 
200  feet,  east  of  56th  Street,  Block  1084,  Lot  9,  Borough 
of  Manhattan,  Alt.  398-69.  Revocation  of  building  Per¬ 
mit  No.  2322. 


308-70-BZ — B.B. — 2417  East  1st  Street,  east  side,  120 
feet,  south  of  Ave.  X,  Block  7199,  Lot  72,  Borough  of 
Brooklyn,  Alt.  1186-69.  3  family  residence,  R-4  district. 


309-70-A — F.D. — Use  of  7,500  gallons,  tractor  trailers  to 
pick  up  fuel  oils,  in  New  York  City,  Fire  Dept.  Letter, 
5/13/70.  Administrative  Code. 


310-70 — Proposed  rules  governing  the  design,  construc¬ 
tion  and  installation  of  plastic  pipe  and  fittings. 


311-70-BZ — B.M. — 280  Broadway,  southeast  corner  of 
Duane  Street,  Block  153,  Lot  1,  Borough  of  Manhattan, 
Alt.  120-69,  re-  Accessory  Parkings,  capacity  excessive 
C6  district. 


312- 70-BZ — B.M. — 415-449  East  58th  Street,  south  side, 
106.6  feet,  west  of  Sutton  Place,  Block  1370,  Lots  7,  8, 
102,  108,  15,  16,  117,  18,  29,  30,  31,  44.  Borough  of  Man¬ 
hattan,  Alt.  29-70,  re-  floor  area  excessive,  R-10-C2-5. 

313- 70-A — B.M. — 415-449  East  58th  Street,  south  side 
106.6  feet,  west  of  Sutton  Place,  Block  1370,  Lots  7,  8, 
102,  108,  16,  15,  117,  18,  29,  30,  31,  44.  Borough  of  Man¬ 
hattan,  Alt.  29-70.  re-  floor  area  excessive  Multiple 
Dwelling  Law,  R-10-C2-5  districts. 


314-70-A — F.D. — 438  Varick  Avenue  and  287-473  Mas- 
peth  Avenue,  northeast  corner,  Block  2838,  Lot  1,  Bor¬ 
ough  of  Brooklyn,  F.D.  Letter,  4/29/70,  re-  Smoking 
area,  Administrative  Code. 


315-70-A — B.Q. — 245-02  and  245-34  Horace  Harding 
Boulevard,  southside  140.38  feet,  west  of  Marathon  Park¬ 
way,  Block  8276,  Lot  11,  Douglaston,  Borough  of 
Queens,  Alt.  191-69,  re-  Remove  all  Bamboo  &  Rattan, 
etc.  from  place  of  assembly. 


316-70-SM — United  States  Gypsum  Company,  one 
hour  floor  and  ceiling  assembly,  iy2  concrete  floor  on 
corrugated  metal  deck.  Manufactured  by  United  States 
Gypsum  Company,  Material. 


Restored  to  Docket 

1128-64-A — F.D. — 1530  Broadway,  southeast  corner  of 
West  45th  Street,  Block  997,  Lot  Part  of  Lot  1,  Borough 
of  Manhattan,  re-  sprinkler  system.  Restored  to  docket 
by  order  of  the  Court. 


13^‘619;P-Z~Yo1-  II — B.Bx. — 1515  Bruckner  Boulevard 
and  1015  Elder  Avenue,  northwest  corner,  Block  37 13 
Lot  1,  Borough  of  The  Bronx,  Alt.  63-69,  re-  extension 
and  enlargement  of  existing  building  for  sale  of  auto  seat 
covers  and  minor  motor  vehicle  repairs,  R6  district. 


?fEnIM?ATInNSi,D_?e?Trtn^nt  of  Bui,d!n^:  B.B.— Department 
of  Bn'ldings  Brooklyn:  B  M.— Department  of  Buildings.  Manhattan; 
B.Q—Department  of  Buddings.  Queens;  B.R.— Department  of  Build- 
w*  nJ^chmond:  B  B,L— Department  of  Buildings,  Bronx;  H.D.— 
Health  Department;  F.D. — Fire  Department. 


JUNE  23,  1970,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  morning,  June  23,  1970,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

396-58-BZ — Vol.  II 

APPLICANT— Gilbert  Lazerus  for  David  Joseph,  owner. 
SUBJECT  Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  May  3,  1970 
decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7e,  7f  and  7 A  of  the 
Zoning  Resolution,  permitting  in  a  business  use  district, 
a  portion  of  the  premises  to  be  used  for  a  motor  vehicle 
repair  shop  together  with  parking  of  more  than  five  motor 
vehicles,  incidental  sale  of  gasoline,  oil  and  motor  acces¬ 
sories  to  customers  of  cars  being  repaired,  office  and  stor¬ 
age  space,  the  balance  of  the  premises  to  be  used  for  three 
stores,  with  a  business  entrance  located  within  75  feet  of  a 
residence  zone. 

PREMISES  AFFECTED — 1680-1688  Albany  Avenue,  west 
side,  48.18  feet  south  of  Marginal  Street  and  4016-4018 
Marginal  Street,  Block  7744,  Lots  47,  49  and  50,  Borough 
•  of  Brooklyn. 
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736-51-BZ — Vol.  II 

APPLICANT — Lama  and  Vassalotti  for  Bellnord  Associ¬ 
ates,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  November  9, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  local  retail  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  lubritorum, 
car  wash,  motor  vehicle  repairs,  show  room  for  new  and 
used  cars,  parts  department  and  office  and  permitting  the 
parking  and  storage  of  cars,  for  a  term  of  fifteen  years. 

PREMISES  AFFECTED— 147-10  Northern  Boulevard 
and  37-01  to  37-09  147th  Street,  southeast  corner,  Block 
5016,  Lot  18,  Flushing,  Borough  of  Queens. 


79-70-BZ 

APPLICANT— Mok  and  Sonber  for  West  Hill  Realty 
Company,  owner.  Chauffers  Unlimited,  lessee. 

SUBJECT— Application  February  4,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R10  district,  in  an  existing 
15  story  multiple  dwelling,  the  conversion  of  one  apart¬ 
ment  on  the  first  floor  to  offices. 

PREMISES  AFFECTED— 310  West  End  Avenue,  south¬ 
east  corner  of  West  75th  Street,  Block  1166,  Lot  61,  Bor¬ 
ough  of  Manhattan.  .. 


142-70-BZ 

APPLICANT— Donald  D.  Fisher  for  Haru  Holdings,  In¬ 
corporated,  owner. 

SUBJECT — Application  March  17,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R7-2  district,  in  an  exist¬ 
ing  five  story  and  cellar  residential  building,  the  conver¬ 
sion  of  a  portion  of  the  storage  area  in  the  cellar  to  office. 

PREMISES  AFFECTED— 8  St.  Marks  Place,  south  side, 
126  feet  east  of  3rd  Avenue,  Block  463,  Lot  13,  Borough 
of  Manhattan. 


150-70-BZ 

APPLICANT — Maxfield  Blaufeux  and  Hey  wood  Blaufeux 
for  Ilarione  Samarelli,  owner. 

SUBJECT — Application  March  20,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  one  story  building  for  use  as  an  automobile  laundry 
with  gasoline  pumps  and  accessory  parking  in  the  open 
area. 

PREMISES  AFFECTED— 5504  to  5510  Flatlands  Avenue, 
south  side,  14  feet  5 Yi  inches  east  of  55th  Street,  1098  to 
1100  East  56th  Street,  Block  7781,  Lots  14  and  18,  Bor¬ 
ough  of  Brooklyn. 


243-70-BZ 

APPLICANT — Philip  P.  Agusta  for  Michael  Delligotti, 
owner. 

SUBJECT— Application  April  24,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection  of 
a  one  story  enlargement  to  an  existing  automotive  service 
station  with  accessory  uses. 

PREMISES  AFFECTED— 68-31  Eliot  Avenue  (68-21 
Eliot  Avenue — Official),  60-68  69th  Street,  northwest  cor¬ 
ner,  Block  2781,  Lot  127,  Maspeth,  Borough  of  Queens. 


261-70-BZ 

APPLICANT— J.  Arvid  Klein  for  Klein  and  Kolbe  for 
Temple  Torah  of  Little  Neck,  owner. 

SUBJECT — Application  May  1,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district,  the  erection  of 
an  enlargement  to  an  existing  synagogue  that  encroaches 
on  the  required  front  yard. 

PREMISES  AFFECTED— 54-25  Little  Neck  Parkway, 
north  side,  186.05  feet  east  of  53rd  Road,  Block  8274,  Lot 
146,  Douglaston,  Borough  of  Queens. 


263-70-BZ 

APPLICANT — Harry  Soled  for  Congregation  Machazikei 
Hadas,  owner. 

SUBJECT — Application  May  1,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
three  story  building  to  be  occupied  as  a  synagogue  on  the 
first  floor  with  residence  use  above  that  encroaches  on  the 
required  side  yard  and  rear  yard  and  with  windows  that 
encroach  on  the  minimum  distance  to  a  lot  line. 

PREMISES  AFFECTED— 1636  49th  Street,  south  side, 
280  feet  east  of  16th  Avenue,  Block  5454,  Lot  24,  Borough 
of  Brooklyn. 


267-70-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  New  York  University,  owner. 

SUBJECT — Application  May  1,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  666,  of  the  New  York 
City  Charter  and  Section  72-21  of  the  Zoning  Resolution, 
to  permit  in  an  R7-2  and  Cl-5  district,  the  erection  of  a 
four  story  university  structure  that  exceeds  the  permitted 
lot  coverage. 

PREMISES  AFFECTED— 253  Sullivan  Street,  southeast 
corner  of  Washington  Square  South,  Block  541,  Lot  33, 
Borough  of  Manhattan. 


66-70-BZ 

APPLICANT — Edwin  Storch  for  Peter  Alfano  and  Rose 
Alfano,  owners. 

SUBJECT — Application  January  26,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  R6  district,  the  erection  of  a 
one  story  building  for  use  as  a  plumbing  and  electrical 
contractors  establishment. 

PREMISES  AFFECTED— 108-55— 108-57  Roosevelt  Ave¬ 
nue,  north  side,  231  feet  west  of  11th  Street,  Block  1780, 
Lot  60,  Corona,  Borough  of  Queens. 

Laid  over  from  May  26,  1970.  Applicant  to  clarify  his 
presentation  and  to  send  new  notices  to  affected  property 
owners.  Hearing  continued.  Previously  inspected. 


119-70-BZ 

APPLICANT — Maxfield  Blaufeux  and  Heywood  Blaufeux 
for  MAJ  Associates,  Incorporated,  owner. 

SUBJECT — Application  February  26,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  R4  district,  in  an  existing  two 
story  and  cellar  multiple  dwelling,  the  conversion  of  the 
doctors  offices  in  the  cellar  to  apartments  that  creates  non- 
compliance  in  floor  area  ratio,  open  space  ratio,  lot  area 
per  room  and  accessory  parking. 
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PREMISES  AFFECTED — 251  to  259  Forest  Avenue,  126 
to  134  Ridgewood  Place,  northwest  corner,  Block  131,  Lot 
56,  New  Brighton,  Borough  of  Richmond. 

Hearing  closed. 

M.  MILTON  GLASS,  Chairman 


JUNE  23,  1970,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  afternoon,  June  23,  1970,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  follow¬ 
ing  matters : 

381-69-SA 

APPLICANT — Edwin  W.  Kleinert  for  Windsor  Machinery 
Corporation,  owner — a  non-destructive  test  method  for 
determining  the  compressive  strength  of  concrete  in-place. 

88-70-SM 

APPLICANT — The  Flintkote  Company,  owner — one-hour 
fire  resistive  movable  partition. 

149-70-SA 

APPLICANT — Litton  Precision  Products,  Inc.,  owner — 
computerized  crane  lifting  capacity  warning  system. 

339-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES— Frederick  W.  Lundy. 

SUBJECT— Application  June  11,  1969 — Application  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED — 3121-3125  Ocean  Avenue,  north¬ 
east  corner  of  Shore  Parkway,  Block  7494,  Lots  72  and  74, 
Borough  of  Brooklyn. 

391-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Mansion  Realty  Corporation. 

SUBJECT— Application  July  3,  1969 — Application  for 

Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED — 1114  Manhattan  Avenue,  south¬ 
east  corner  of  Clay  Street,  Block  2488,  Lot  6,  Borough  of 
Brooklyn. 


22-67-A — Vol.  Ill 

APPLICANT— Abraham  Grossman  for  54th  Street  Hold¬ 
ing  Corporation,  owner. 

SUBJECT — Application  reopened  May  12,  1970  as  Volume 
HI — Appeal  from  a  decision  of  the  Borough  Superin¬ 
tendent,  re-  extension  of  cellar  and  1st  floor. 

PREMISES  AFFECTED — 9-1 1  West  54th  Street,  north- 
side,  225  feet  west  of  Fifth  Avenue,  Block  1270,  Lot  27, 
Borough  of  Manhattan. 


PREMISES  AFFECTED — 112-114  East  83rd  Street,  south 
side,  150  feet  west  of  Park  Avenue,  Block,  1511,  Lots  65 
and  66,  Borough  of  Manhattan. 


718-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Bador  Realty  Corporation,  c/o 
Blau  Funeral  Home. 

SUBJECT— Application  December  11,  1969 — Application  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PEEMISES  AFFECTED — 153  East  Broadway,  south  side, 
126  feet  west  of  Rutgers  Street,  Block  283,  Lot  28,  Bor¬ 
ough  of  Manhattan. 


8-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Mario  Apartments  Company, 
c/o  George  Mehlman. 

SUBJECT— Application  January  5,  1970— Application  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED — 42-28  Main  Street,  southwest 
corner  of  Maple  Avenue,  Block  5122,  Lots  29,  37,  and  41 
Flushing,  Borough  of  Queens. 


9-70-A 

APPLICANT  Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES-Edward  M.  Strasser,  Sol 
Joseph  Hara,  owners. 

SI^?JJEi:T~Appiication.  January  5,  1970— Application  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISFS  AFFECTED — 448  Fifth  Avenue,  west  side, 
65  feet  south  of  West  40th  Street,  Block  841,  Lot  45,  Bor¬ 
ough  of  Manhattan. 


10-70-A 

APPLICANT  Robert  O.  Lowery,  Fire  Commissioner 

OWNER  OF  PREMISES— Herman  Field. 

SUBJECT— Application  January  5,  1970 — Application  for 
Alodification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED — 3111  Ocean  Parkway,  north¬ 
east  corner  of  Sea  Breeze  Avenue,  Block  7284,  Lot  1700 
Borough  of  Brooklyn. 


230-70-A 

APPLICANT— Curtis  L.  Bruner  for  Classic  Products,  Ltd 
owner. 

SUBJECT— Application  April  17,  1970— Appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  Packaging  of  flam¬ 
mable  mixture  known  as  Classic  Vinyl-Fix  in  1%  ounce 
plastic  containers  with  replaceable  cap  not  in  accordance 
with  the  Administrative  Code. 


717-69-A 


236-70-A 


APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Eighty  Third  Foundation  Inc. 
c/o  Park  East  Hospital. 

SUBJECT — Application  December  11,  1969— Application  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 


APPLICANT  Leon  J.  Balk  for  Lawrence  Zirinsky,  owner 
SUBJECT-Application  April  23,  1970—  Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  gas  fired  ovens. 
PREMISES  AFFECTED— 202  to  210  Moore  Street,  south 
side,  271  0  feet  west  of  White  Street,  205  to  213  Varot 
Street,  Block  3109,  Lot  25,  Borough  of  Brooklyn. 
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283-70-A 

APPLICANT — Robert  L.  Campbell  for  Joseph  Perrotta, 
owner. 

SUBJECT — Application  May  8,  1970 — filed  pursuant  to 
Section  36  General  City  Law  re-  erection  of  building  not 
fronting  on  legal  street. 

PREMISES  AFFECTED — 252  Benedict  Road,  west  side, 
508.63  feet  north  of  Four  Corners  Road,  Block  872,  Lot 
106,  Todt  Hill,  Borough  of  Richmond. 

M.  MILTON  GLASS,  Secretary 


JUNE  30,  1970,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning  June  30,  1970,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

889-53-BZ 

APPLICANT — Max  Siegel  Associates  for  Gloria  Silver, 
owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  March  23, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  and  restricted  retail  use 
districts,  the  parking  of  motor  vehicles  of  employees  and 
patrons,  as  accessory  to  a  two  story  store  and  office  build¬ 
ing. 

PREMISES  AFFECTED— 136-22  Maple  Avenue,  south¬ 
east  corner  of  Maple  Avenue,  Block  5135,  Lot  1,  Flushing, 
Borough  of  Queens. 


181-61-BZ 

APPLICANT— Andrew  Di  Camillo  for  Vincent  Cannata, 
owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  June  29,  1970 
—decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  storage  of 
metal  products  and  parking  and  storage  of  two  motor 
vehicles  on  a  vacant  plot. 

PREMISES  AFFECTED— 1338  65th  Street,  south  side, 
300  feet  west  of  13th  Avenue,  Block  5754,  Lot  22,  Borough 
of  Brooklyn. 


473-37-BZ — Vol.  II 

APPLICANT— Charles  M._  Spindler  for  Judith  Rothberg, 
executrix  of  Estate  of  Louis  Jablowsky. 

SUBJECT— Application  for  consideration— reopening  for 
request  to  waive  the  rules  of  procedure  and  extension,  of 
term  of  variance  which  expired  March  23,  1969 — decision 
of  the  Borough  Superintendent ;  previously  granted  on  con¬ 
dition,  under  Sections  7f  and  7i  of  the  Zoning  Resolution, 
permitting  in  a  business  use  district.  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  auto  wash,  lubri- 
torium,  motor  vehicle  repairs,  storage  and  sale  of  acces¬ 
sories  and  office. 

PREMISES  AFFECTED— 230-234  Norman  Avenue  and 
229-237  North  Henry  Street,  southwest  corner,  Block 
2655,  Lots  6  and  8,  Borough  of  Brooklyn. 


131-69-BZ— Vol.  II 

APPLICANT — Frederick  A.  Ketcher  for  Rayco  Incor¬ 
porated,  owner ;  Rayco  Incorporated,  lessee. 

SUBJECT — Application  reopened  May  26,  1970  as  Volume 
II — Decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  11-412  of  the  Zoning  Resolution,  to  permit  in  an  R6 
district,  the  erection  of  a  one  story  enlargement  to  an  exist¬ 
ing  automobile  supply  store  and  installation  establishment 
previously  before  the  Board  that  encroaches  on  the  re¬ 
quired  rear  yard. 

PREMISES  AFFECTED — 1515  Bruckner  Boulevard  and 
1015  Elder  Avenue,  northwest  corner,  Block  3713,  Lot  1, 
Borough  of  The  Bronx. 


129-70-BZ 

APPLICANT — Max  Siegel  Associates  for  Gettysburg  Com¬ 
pany,  owner;  Continental  10  West  Garage,  Incorporated, 
lessee. 

SUBJECT — Application  March  6,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  60  (3)  of  the  Mul¬ 
tiple  Dwelling  Law,  to  permit  in  a  C4-7  and  R10  district, 
in  an  existing  32  story  multiple  dwelling,  the  addition  to 
the  uses  to  include  transient  parking  for  the  unused  and 
surplus  tenant  spaces. 

PREMISES  AFFECTED— 6  to  14  West  66th  Street,  south 
side,  125  feet  west  of  Central  Park  West,  5  to  11^4  West 
65th  Street,  Block  1118,  Lot  22,  Borough  of  Manhattan. 


130-70-A 

APPLICANT — Max  Siegel  Associates  for  Gettysburg  Com¬ 
pany,  owner;  Continental  10  West  Garage,  Incorporated, 
lessee. 

SUBJECT — Application  March  6,  1970 — filed  pursuant  to 
Section  60  of  the  Multiple  Dwelling  Law  re-  use  of  acces¬ 
sory  garage  to  a  Multiple  Dwelling  for  transient  parking. 

PREMISES  AFFECTED— 6  to  14  West  66th  Street,  south 
side,  125  feet  west  of  Central  Park  West,  5  to  1V/2  West 
65th  Street,  Block  1118,  Lot  22,  Borough  of  Manhattan. 


145-70-BZ 

APPLICANT — Reavis  and  McGrath  and  Leonard  Lazarus 
for  Hilda  Oppenheimer,  owner ;  Pennant  Parking,  In¬ 
corporated,  lessee. 

SUBJECT — Application  March  18,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-3  and  R8  district,  the 
enlargement  in  area  of  an  existing  parking  lot  extending 
into  the  residence  district. 

PREMISES  AFFECTED— 728  River  Avenue,  east  side, 
182.42  feet  south  of  East  157th  Street,  Block  2482,  Lot  6, 
Borough  of  The  Bronx. 


170-70-BZ 

APPLICANT — Robert  Gottlieb  for  Yeshiva  University, 
owner. 

SUBJECT — Application  March  24,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-452  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  construc¬ 
tion  and  maintenance  of  an  off-site  accessory  parking  fa¬ 
cility  for  a  community  facility  use. 

PREMISES  AFFECTED— 1160  Morris  Park  Avenue, 
southwest  corner  of  Yates  Avenue,  Block  4115,  Lots  1 
and  5,  Borough  of  The  Bronx. 


204-70-BZ 

APPLICANT — Sidney  Goldhammer  for  Jacard  Realty  Com¬ 
pany,  owner. 
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SUBJECT — Application  April  1,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-4  district,  in  an  existing  12 
story  mixed  building,  the  expansion  of  the  existing  book 
store  on  the  first  floor  to  include  the  second  floor. 

PREMISES  AFFECTED— 600  West  116th  Street,  2959 
Broadway,  southwest  corner,  Block  1896,  Lot  72,  Borough 
of  Manhattan. 


207-70-B  Z 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  2  Fifth  Avenue  Company,  owner, 

SUBJECT — Application  April  1,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City  Charter, 
to  permit  in  an  RIO  and  R6  district,  in  an  existing  19  story 
and  penthouse  multiple  dwelling,  the  use  of  a  portion  of 
the  first  floor  as  a  bank  with  accessory  signs. 

PREMISES  AFFECTED — 2-8  Fifth  Avenue,  4-6  West  8th 
Street,  southwest  corner,  Block  551,  Lots  1,  5,  6,  31,  32,  33, 
34  and  35,  Borough  of  Manhattan. 


250-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Lefrank  5th 
Avenue  Corporation,  owner. 

SUBJECT— Application  April  28,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C5-3  and  C6-6  district,  the 
erection  of  a  33  story  office  and  store  building,  that  pene¬ 
trates  the  sky  exposure  plane  and  with  pylons  and  a  por¬ 


tion  of  the  first  floor  that  exceeds  the  projection  into  the 
rear  yard. 

PREMISES  AFFECTED — 32  to  46  West  57th  Street, 
south  side,  220  feet  east  of  Avenue  of  the  Americas,  43  to 
55  West  56th  Street,  Block  1272,  Lots  8,  9,  10,  11,  12,  58, 

60,  61,  62,  63,  64  and  65,  Borough  of  Manhattan. 

251-70-A 

APPLICANT — Leonard  F.  Rothkrug  for  Lefrak  5th  Avenue 
Corporation,  owner. 

SUBJECT  Application  April  28,  1970 — Review  of  a  de¬ 
cision  of  the  Borough  Superintendent  re-  lot  line  windows. 

PREMISES  AFFECTED — 32  to  46  West  57th  Street,  south 
side,  220  feet  east  of  Avenue  of  the  Americas,  43  to  55 
West  56th  Street,  Block  1272,  Lots  8,  9,  10,  11,  12,  58,  60, 

61,  62,  63,  64  and  65,  Borough  of  Manhattan. 

256-70-BZ 

APPLICANT— Buckley  and  Kisseloff  for  First  Union 
owner. 

SUBJECT  Application  April  29,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  666  (7)  of  the  New  York  City  Charter, 
to  permit  in  a  C6-4  district,  the  erection  of  a  23  story  office 
building  that  exceeds  the  permitted  floor  area  ratio  and 
the  permitted  tower  coverage. 

PREMISES  AFFECTED — 245  Pearl  Street,  west  side,  54 
feet  north  of  John  Street,  Block  75,  Lot  30,  Borough  of 
Manhattan. 

M.  MILTON  GLASS,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  MAY  26,  1970,  10  A.M. 

Present:  Chairman  Glass,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  afternoon  May  5,  1970,  were  ap¬ 
proved  as  printed  in  the  Bulletin  of  May  14,  1970,  Vol.  55, 
No.  20. 

189-54-A— Vol.  II 

APPLICANT— George  Fuchs  of  Office  of  Samuel  Paul  for 
White  Castle  Systems,  Inc.,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
amendment  of  resolution — Appeal  from  a  decision  of  the 
Borough  Superintendent  re-,  extension  of  metal  building; 
previously  granted  on  condition. 

PREMISES  AFFECTED— 440-446  Utica  Avenue  and  935 
East  New  York  Avenue,  northwest  corner,  Block  1430, 
Lot  34,  Borough  of  Brooklyn. 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
February  9,  1965,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Febru¬ 
ary  9,  1965,  by  adding  thereto: 

“that  the  building  may  be  altered  and  used  substantially 
as  shown  on  revised  drawings  filed  with  this  application 
marked  ‘Received  May  5,  1970’,  six  sheets ;  and  that  the 
second  floor,  heretofore  required  to  remain  vacant,  may 
be  used  and  occupied  as  shown  thereon,  on  condition  that 
in  addition  to  the  fire  protection  as  shown  on  such  draw¬ 
ings,  an  approved  thermostatic  fire  alarm  system  with  a 
central  station  connection  be  installed  throughout  the 
first  floor  as  well  as  the  second  floor ;  and  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 
be  complied  with  in  all  respects.”  (Fire  Dept.  Folder 
No.  6184.01) 


458-64-A 


APPEARANCES— 

For  Applicant:  George  Fuchs. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended. 


THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 

0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  December  8,  1964,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem- 
8,  1964,  bv  adding  thereto : 

“that  the  premises  shall  conform  to  revised  drawings  of 
proposed  conditions  Marked  ‘Received  April  30,  1970’, 
five  sheets,  on  condition  that  the  new  enlargement  to 
the  building  cited  in  the  decision  of  the  Borough  Super¬ 
intendent,  dated  April  16,  1970,  on  Alt.  Applic.  514-70, 
shall  comply  with  all  laws,  rules  and  regulations  appli¬ 
cable  thereto ;  and  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects.” 


984-63-A 

APPLICANT— Irving  P.  Marks  for  6101  Realty  Corpora¬ 
tion,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
amendment  of  resolution — Appeal  from  an  order  and  a  de¬ 
cision  of  the  Fire  Commissioner  re-  sprinkler  system  and 
thermostatic  alarm;  previously  granted  on  condition. 

PREMISES  AFFECTED— 720-730  Washington  Avenue, 
west  side,  32  feet,  6  inches  south  of  Prospect  Place,  Block 
1160,  Lot  37,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Irving  P.  Marks. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  .  0 


APPLICANT — Reavis  and  McGrath  for  Mobil  Oil  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  .  for 
amendment  of  resolution — Appeal  from  orders  and  decision 
of  the  Fire  Commissioner  re-  storage  tanks,  fire  exting¬ 
uishing  foam  piping,  new  yard  hydrant  system,  sprinkler 
system,  etc.,  previously  granted  on  condition. 

PREMISES  AFFECTED — 400  Kingsland  Avenue,  east 
side,  237  feet  north  of  Greenpoint  Avenue,  Block  2607,  Lot 
6 ;  Block  2608,  Lot  1 ;  Block  2584,  Lot  1 ;  Block  2585,  Lot 
1 ;  Block  2527,  Lot  2;  Block  2517,  Lot  27;  Block  2612,  Lot 
1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Carl  E.  Kaplan  and  Gary  D.  Bernhardy. 
ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
June  6,  1967,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  6, 
1967,  by  adding  thereto: 

“that  reference  to  300  p.s.i.  is  hereby  deleted  from  the 
resolution;  that  the  yard  hydrant  system  shall  be  hydro¬ 
statically  tested  at  150  p.s.i.  in  the  presence  of  an  au¬ 
thorized  representative  of  the  Fire  Department  and  to 
the  satisfaction  of  the  Fire  Commissioner  ;  that  the 
premises  shall  substantially  conform  to  revised  draw¬ 
ings  filed  with  this  application  marked  ‘Received  March 
20,  1970’,  four  sheets ;  and  that  three  storage  tanks  may 
be  relocated  and  the  premises  reduced  in  area  as  shown 
on  such  drawings ;  on  condition  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects.”  (Fire  Dept.  Order  No.  1709-4) 


1128-64-A 

APPLICANT — Reavis  and  McGrath  for  Adda  Real  Estate 
Corporation,  owner;  Bond’s  Clothing  Store,  lessee. 
SUBJECT — Application  for  consideration — reopening  and 
restore  to  the  Docket  (by  order  of  the  Court)— Appeal 
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from  an  order  and  a  decision  of  the  Fire  Commissioner — 
re-  sprinkler  system ;  p  eviously  denied. 

PREMISES  AFFECTED — 1530  Broadway,  southeast  cor¬ 
ner  of  West  45th  Street,  Block  997,  part  of  Lot  1,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Carl  E.  Kaplan. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  Docket  in  accordance  with  the  order  of  the  Court, 
requiring  two  publications  in  the  Bulletin  as  notice. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


154-50-BZ — Vol.  II 


APPLICANT — Lama  and  Vassalotti  for  Robert  Kirsch, 
president  of  Florette  Properties,  Inc.,  owner 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  16, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7f  and  7i  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  business  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station,  lu- 
britorium  auto  laundry,  motor  vehicle  repairs,  sale  of  auto 
accessories,  storage  and  office  and  parking  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED— 5213-5229  Flatlands  Avenue, 
1260-1264  East  53rd  Street,  northwest  corner  and  5212 
Avenue  J,  Block  7800,  Lot  39,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 


THE  VOTE— 


Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative :  . 


5 

0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  March  13,  1951,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
May  26,  1970,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  11, 
1950,  as  amended  through  March  16,  1965,  only  as  to  the  term 
if  variance,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 


“granted  for  a  term  of  ten  years  from  March  16,  1970,  to 
permit  .  .  .;  on  condition  that  a  copy  of  the  original 
resolution,  as  amended,  and  a  certified  copy  of  the  draw¬ 
ings  as.  approved  by  the  Board  shall  be  permanently 
posted  in  the  office  of  this  automotive  service  station ; 
that  other  than  as  herein  amended  the  resolution  above 
cited  shall  be  complied  with  in  all  respects;  and  that  a 
new  Certificate  of  Occupancy  shall  be  obtained.”  (N  B 
1860-50)  V 


345-51-BZ 

APPLICANT — Lama  and  Vassalotti  for  B.  P.  Oil  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition,  under  Sections 
7c,  7h  and  7f  of  the  Zoning  Resolution,  permitting  in  a 


residence  use  district,  the  parking  and  storage  of  motor 
vehicles  in  open  area. 

PREMISES  AFFECTED — 83-91  Macombs  Place,  north¬ 
west  corner  of  West  153rd  Street,  Block  2039,  Lot  15, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  o 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  27,  1951,  on  certain  conditions;  and 
Whereas,  the  term  of  variance  was  extended  on  Novem¬ 
ber  15,  1966;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  27, 
1951,  as  amended  through  November  15,  1966,  by  adding 
thereto : 

“that  the  accessory  building  may  be  altered  substantially 
as  shown  on  revised  drawing  of  proposed  conditions 
marked  ‘Received  April  22,  1970’,  one  sheet,  on  condi¬ 
tion  that  a  copy  of  the  original  resolution,  as  amended, 
and  a  certified  copy  of  the  drawings  as  approved  by  the 
Board  shall  be  permanently  posted  in  the  office  of  this 
automotive  service  station ;  and  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects.”  (B.N.  1347-70) 

666-59-BZ 

APPLICANT — Arthur  J.  McGee  by  Joseph  P.  Morsellino 
for  Titan  Enterprises,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  . of  term  of  variance  which  expired  March  15, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  mainte¬ 
nance  of  an  automotive  wrecking  yard,  salvage,  sale  of 
used  parts  and  sale  of  used  cars. 

PREMISES  AFFECTED — 147-23  Springfield  Lane,  north¬ 
east  corner  of  149th  Avenue,  Block  13435,  Lots  16,  18, 
20,  54,  56  and  58,  Springfield  Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative.:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  . ’  [  q 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
March  15,  1960,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  May  26,  1970,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
15,  1960,  only  as  to  the  term  of  variance,  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  three  years  from  March  15,  1970, 
to  permit  .  .  . ;  on  condition  that  no  further  extension  of 
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the  term  of  this  variance  will  be  considered  by  the 
Board;  that  other  than  as  herein  amended  the  resolution 
above  cited  shall  be  complied  with  in  all  respects ;  and 
that  a  new  Certificate  of  Occupancy  shall  be  obtained.” 
(Alt.  1208-59) 


84-69-BZ 

APPLICANT — Maurice  Sigal  58th  Street  Corporation, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  May  27,  1970 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R-8  district,  in  an  existing 
three  story  and  basement  and  first  floor  that  encroaches  on 
the  required  rear  yard  and  the  use  of  the  first  floor  and 
basement  for  commercial  occupancy. 

PREMISES  AFFECTED — 240  East  58th  Street,  south 
side,  140  feet  west  of  Second  Avenue,  Block  1331,  Lot  30, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Maurice  Sigal. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
May  27,  1969,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  May  27, 
1969,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  May  27,  1970.’  (Alt.  1816-68) 


304-69-BZ 

APPLICANT — Humble  Oil  and  Refining  Company,  Land 
Lessee,  for  Yankee  Systems,  Inc.,  owner 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition,  under  Sections 
72-21  and  73-211  of  the  Zoning  Resolution,  to  permit  in 
a  C22  and  R5  district,  the  erection  and  maintenance  of  a 
automotive  service  station  with  accessory  uses. 

PREMISES  AFFECTED— 26-34  21st  Street,  18-33  27th 
Avenue,  northwest  corner,  Block  885,  Lot  1  (tentative) 
formerly  Lots  1  and  4,  Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
September  16,  1969,  on  certain  conditions;  and 


Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Septem¬ 
ber  16,  1969,  by  adding  thereto: 

“that  the  gasoline  storage  tanks  shall  substantially  com¬ 
ply  with  revised  drawing  of  proposed  conditions  marked 
‘Received  April  30,  1970’,  one  sheet,  on  condition  that  a 
copy  of  the  original  resolution,  as  amended,  and  a  certi¬ 
fied  copy  of  the  drawings  as  approved  by  the  Board 
shall  be  permanently  posted  in  the  office  of  this  auto¬ 
motive  service  station;  and  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects.”  (Misc.  219-69) 


131-69-BZ — Vol.  II 

APPLICANT — Frederick  A.  Ketcher  for  Rayco  Incor¬ 
porated,  owner. 

SUBJECT — Application  for  consideration — reopening  as 
Vol.  II  subject  to  regular  procedure — decision  of  the  Bor¬ 
ough  Superintendent ;  previously  withdrawn,  under  Sec¬ 
tion  11-412  of  the  Zoning  Resolution,  to  permit  in  an  R6 
district,  the  erection  of  a  one  story  enlargement  to  an 
existing  automobile  sales  and  service  establishment  pre¬ 
viously  before  the  Board,  that  encroaches  on  the  required 
rear  yard. 

PREMISES  AFFECTED — 1515  Bruckner  Boulevard,  1015 
Elder  Avenue,  northwest  corner,  Block  3713,  Lot  1,  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Frederick  Ketcher. 

ACTION  OF  BOARD — Application  reopened  as  Vol.  II, 
subject  to  the  regular  procedure. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


839-68-BZ 

APPLICANT — Andrew  Di  Camille  for  Endy  Anderson, 
owner. 

SUBJECT — Application  November  1,  1968 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C4-2  district,  the  erection  of 
a  six  story  office  and  storage  building  that  exceeds  the 
permitted  floor  area  ratio  and  provides  less  than  the  re¬ 
quired  accessory  parking  spaces. 

PREMISES  AFFECTED — 409-425  89th  Street,  north 
side,  53  feet  3  inches  east  of  4th  Avenue,  Block  6065,  Lots 
43,  46,  47,  49,  50,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Frank  Selletto. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  June  9,  1970,  at 
10  A.M.  Applicant  to  submit  further  information.  Hear¬ 
ing  continued.  Previously  inspected. 


894-68-BZ— Vol.  II 

APPLICANT — Frederick  A.  Ketcher  for  Jack  Starr, 
owner. 

SUBJECT — Application  reopened  January  20,  1970  as  Vol¬ 
ume  II — Decision  of  the  Borough  Superintendent,  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit,  in  an 
R6  district,  the  erection  of  a  retail  store  with  accessory 
parking  in  the  open  area  and  with  a  curb  cut  within  50 
feet  of  intersecting  streets. 
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PREMISES  AFFECTED — 2477  Crotona  Avenue,  710  East 
189th  Street,  southwest  corner,  Block  3105,  Lot  26,  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Frederick  A.  Ketcher  and  Jack  Starr. 
For  Opposition :  Bennett  A.  Reiss. 

ACTION  OF  BOARD — Laid  over  to  June  9,  1970,  at 
10  A.M.  Applicant  to  revise  his  drawings.  Hearing  con¬ 
tinued.  Previously  inspected. 


66-70-BZ 

APPLICANT — Edwin  Storch  for  Peter  Alfano  and  Rose 
Alfano,  owner. 

SUBJECT — Application  January  26,  1970 — decision  if  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  R6  district,  the  erection  of  a  one 
story  building  for  use  as  a  plumbing  and  electrical  con¬ 
tractors  establishment. 

PREMISES  AFFECTED — 108-55  to  108-57  Roosevelt  Ave¬ 
nue,  north  side,  231  feet  west  of  111th  Street,  Block  1780, 
Lot  60,  Corona,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Edwin  Storch. 

For  Opposition :  Agnes  De  Bonis. 

ACTION  OF  BOARD — Laid  over  to  June  23,  1970,  at  10 
A.M.  Applicant  to  clarify  his  presentation  and  to  send  new 
notices  to  affected  property  owner.  Hearing  continued. 
Previously  inspected. 


72-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Milton  and  Lil¬ 
lian  Spinner,  Dorf  Management  Company  (owner  under 
contract). 

SUBJECT — Application  January  28,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection 
of  a  one  story  building  for  use  as  a  factory  and  ware¬ 
house. 

PREMISES  AFFECTED— 106-20  180th  Street,  177-49  to 
177-73  106th  Road,  northwest  corner,  Block  10334,  Lot  36, 
Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug  and  Jack  Dorf. 

For  Opposition:  E.  G.  McConnell,  Elinor  Roker,  Helen 
Laury,  Doris  and  Robert  James,  James  Houston  and 
William  H.  Oman. 

ACTION  OF  BOARD — Laid  over  to  June  9,  1970,  at  10 
A.M.  for  decision;  previously  inspected;  hearing  closed. 


119-70-BZ 

APPLICANT — Maxfield  Blaufeux  and  Heywood  Blaufeux 
for  MAJ  Associates,  Incorporated  owner. 

SUBJECT — Application  February  26,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  R4  district,  in  an  existing  two 
story  and  cellar  multiple  dwelling,  the  conversion  of  the 
doctors  offices  in  the  cellar  to  apartments  that  creates  non 
compliance  in  floor  area  ratio,  open  space  ratio,  lot  area 
per  room  and  accessory  parking. 

PREMISES  AFFECTED — 251  to  259  Forest  Avenue,  126 
to  134  Ridgewood  Place,  northwest  corner,  Block  131,  Lot 
56,  New  Brighton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Heywood  Blaufeux. 

For  Opposition:  None. 


ACTION  OF  BOARD — Laid  over  to  June  23,  1970,  at  10 
A.M.  for  decision  at  the  request  of  the  applicant;  hearing 
previously  closed. 


153-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Elsa  Krauss,  owner. 
SUBJECT — Application  March  24,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  three  story,  2  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room  and  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED — 42-29  202nd  Street,  east  side, 
240  feet  north  of  43rd  Avenue,  Block  6260,  Lot  51,  Bay- 
side,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino,  Elsa  Krauss  and 
M.  J.  Braucek. 

For  Opposition:  Lucille  Spillane,  Mildred  Vince,  Laura 
Di  Carlo,  Ruth  Fingerman,  Rita  Liston,  Pat  Frain, 
Arthur  M.  Bordeman,  George  Benedetto,  Joseph  R. 
Sedita,  Rose  Pranel  and  others. 

ACTION  OF  BOARD — Laid  over  to  June  9,  1970,  at 
10  A.M.  for  decision;  previously  inspected;  hearing  con¬ 
tinued. 


154-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Elsa  Krauss,  owner. 
SUBJECT — Application  March  24,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  three  story,  2  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room  and  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED — 42-19  202nd  Street,  east  side, 
180  feet  south  of  42nd  Avenue,  Block  6260,  Lot  56,  Bay- 
side,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino,  Elsa  Krauss  and 
M.  J.  Braucek. 

For  Opposition:  David  Pareti,  Rose  Pranel,  Gladys  Tate, 
Mignon  Woodmansee,  Anne  Benedetto,  Lillian  Kerinse, 
Arthur  M.  Bordeman,  George  Benedetto,  Joseph  R. 
Sedita  and  others. 

ACTION  OF  BOARD — Laid  over  to  June  9,  1970,  at 
10  A.M.  for  decision;  previously  inspected;  hearing  con¬ 
tinued. 


155-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Elsa  Krauss,  owner. 
SUBJECT — Application  March  24,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room  and  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED— 42-21  202nd  Street,  east  side, 
210  feet  south  of  42nd  Avenue,  Block  6260,  Lot  55,  Bay- 
side,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino,  Elsa  Krauss  and 
M.  J.  Braucek. 

For  Opposition:  Martha  O’Connor,  Toni  Solomon,  Vin¬ 
cent  Grammona,  George  Benedetto,  Dorothy  M.  Phelan, 
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Joseph  R.  Sedita,  Arthur  M.  Bordeman,  Michael  Vicho- 
vatovich,  Rose  Pranel  and  others. 

ACTION  OF  BOARD — Laid  over  to  June  9,  1970,  at 
10  A.M.  for  decision;  previously  inspected;  hearing  con¬ 
tinued. 


156-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Elsa  Krauss,  owner. 
SUBJECT — Application  March  24,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  three  story,  2  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room  and  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED — 42-25  202nd  Street,  east  side, 
230  feet  south  of  42nd  Avenue,  Block  6260,  Lot  54,  Bay- 
side,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Marsellino,  Elsa  Krauss  and 
M.  J.  Braucek. 

For  Opposition :  Lucille  Spillane,  Mildred  Vince,  Laura 
Di  Carlo,  Ruth  Fingerman,  Rita  Liston,  Arthur  M. 
Bordeman,  George  Benedetto,  Joseph  R.  Sedita,  Rose 
Pranel  and  others. 

ACTION  OF  BOARD — Laid  over  to  June  9,  1970,  at  10 
A.M.  for  decision ;  previously  inspected ;  hearing  continued. 


157-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Elsa  Krauss,  owner. 
SUBJECT — Application  March  24,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  three  story,  2  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room  and  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED— 42-27  202nd  Street,  east  side, 
250  feet  south  of  42nd  Avenue,  Block  6260,  Lot  52,  Bayside, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Marsellino,  Elsa  Krauss  and 
M.  J.  Braucek. 

For  Opposition:  Pat  Frain,  David  Pareti,  Rose  Pranel, 
Gladys  Tate,  Mignin  Woodmansee,  Anne  Benedetto, 
Arthur  M.  Bordeman,  George  Benedetto,  Joseph  R.  Se¬ 
dita  and  others. 

ACTION  OF  BOARD — Laid  over  to  June  9,  1970,  at  10 
A.M.  for  decision  previously  inspected;  hearing  continued. 


168-70-BZ 

APPLICANT — Lama  &  Vassalotti  for  Mark  Cassuto, 
owner. 

SUBJECT — Application  March  24,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  two  story  and  cellar  enlargement  to  a  one  family 
dwelling  that  increases  the  degree  of  non-compliance  in 
floor  area  ratio  and  open  space  ratio,  and  encroaches  on 
the  required  rear  yard. 

PREMISES  AFFECTED— 1744  East  27th  Street,  west 
side,  350  feet  south  of  Quentin  Road,  Block  6809,  Lot  29, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Mark  J.  Cassuto. 
For  Opposition :  Louis  Meyerson,  Sidney  Lehrer,  Miriam 
Meyerson  and  Shirley  Lehrer. 


ACTION  OF  BOARD— Laid  over  to  June  9,  1970,  at  10 
A.M.,  for  continued  hearing ;  applicant  to  file  revised  draw¬ 
ings;  previously  inspected. 


705-69-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Aetna  Insurance  Company,  owner. 

SUBJECT — Application  December  8,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  73-68  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  C5-5  district,  the  erection  of  a  21 
story  office  building  that  exceeds  the  height  of  the  front 
wall  and  the  tower  coverage,  and  encroaches  on  the  re¬ 
quired  tower  setback. 

PREMISES  AFFECTED— 98  to  106  William  Street, 
southeast  corner  of  John  Street,  Block  68,  Lot  36,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum,  Louis  Davis  and 
Richard  Roth. 

For  Opposition:  None. 

For  Administration:  Arthur  Wrubel,  City  Planning 
Commission. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
February  3,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  25,  1970;  then  to  March  10, 
1970;  then  to  April  23,  1970  ;  then  to  May  26,  1970;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  5,  1969,  acting  on  N.B.  Applic.  56/1969, 
reads : 

“C6.  Front  walls  exceed  85'-0"  in  height,  do  not 
have  initial  setbacks  of  20'-0"  as  required  and  penetrate 
the  established  sky  exposure  plane  contrary  to  Section 
33-432  Z.R. 

C7.  Tower  area  exceeds  42%  contrary  to  Section 
33-454  Z.R. 

C8.  Encroachment  on  the  required  tower  setback 
exceed  the  maximum  permitted  as  per  Section  33-451 
Z.R. 

C9.  Floor  area  of  entire  building  exceeds  total 
allowable  as  per  Sections  33-122  and  74-82  Z.R. 

CIO.  Refer  to  City  Planning  Commission  for 
through-block  arcade — Section  74-82  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-68  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Section  73-68  of  the  Zoning  Resolution,  to  permit 
in  a  C5-5  district,  the  erection  of  a  21 -story  office  building 
that  exceeds  the  height  of  the  front  wall  and  the  tower 
coverage,  and  encroaches  on  the  required  tower  setback, 
on  condition  that  all  work  shall  substantially  conform  to 
drawings  filed  with  this  application  and  marked  “Received 
December  8,  1969,”  one  sheet,  and  “May  22,  1970,”  10 
sheets ;  on  further  condition  that  the  conditions  prescribed 
by  the  City  Planning  Commission  in  their  grant  of  a 
Special  Permit,  Calendar  Number  CP21204;  be  complied 
with;  that  all  other  laws,  rules  and  regulations  applicable 
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shall  be  complied  with,  and  that  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  resolu¬ 
tion. 


87-70-BZ 

APPLICANT — Albert  Melniker  for  Hylan-Joyce  Corpora¬ 
tion,  owner. 

SUBJECT — Application  February  6,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-2  and  RS  district, 
the  enlargement  in  lot  area  and  floor  area  of  an  auto¬ 
motive  sales  and  service  establishment  with  accessory 
parking  and  storage  previously  before  the  Board. 

PREMISES  AFFECTED — 1855  Hylan  Boulevard,  west 
side,  182.65  feet  south  of  Naughton  Avenue,  Block  3548, 
Lot  18,  Grant  City,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker,  Steven  Whysel  and 
Leonard  J.  Caruselle. 

For  Opposition:  Alex  V.  Myslick,  Jr.,  Angelo  R.  Toro, 
Michael  Lesamiz,  Mr.  &  Mrs.  R.  R.  Traynham,  Pauline 
Toro,  William  D’Angelo,  Eugene  Saven  and  Katherine 


Bresnihan. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Aftirma;ive:  .  0 

Negative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  May  12,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  May  26,  1970;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  5,  1970,  acting  on  Alt.  Applic.  265/1969, 
reads : 

“1.  The  enlargement  of  the  existing  site  and  use 
is  contrary  to  the  variance  granted  by  the  Board  of 
Standards  and  Appeals  under  Cal.  No.  909-60-BZ, 
Certificate  of  Occupancy  No.  22270  issued  May  9,  1962. 

The  enlargement  of  the  present  automoible  show¬ 
room  and  repair  service  station  incident  to  authorized 
franchised  dealers,  use  including  lubritorium,  car  wash¬ 
ing  (non-automatic)  sale  of  parts  and  accessories,  out¬ 
door  display  and  sale  of  new  and  used  vehicles  and  out¬ 
door  parking  of  more  than  five  motor  vehicles  and 
ground  sign  is  contrary  to  the  Board  of  Standards  and 
Appeals  resolution  and  the  Certificate  of  Occupancy 
is  not  permitted  as  a  matter  of  right  in  a  Cl-2  and 
R5  zone. 

“That,  portion  of  the  proposed  extension  to  the 
present  building  in  an  R5  zone  is  contrary  to  Sec.  22-00 
Zoning  Resolution. 

Refer  same  to  Board  of  Standards  and  Appeals.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  finds  that  this  is  not  an  appropriate 
case  in  which  to  permit  under  Section  11-412  of  the  Zoning 
Resolution,  the  enlargement  of  the  present  buildings;  and 
.  Whereas,  the  Board  also  finds  that  the  proposed  addi¬ 
tional  use.  of  this  building  would  create  an  adverse  influence 
on  the  neighborhood. 

Resolved,  that  the  decision  of  the  Borough  Superinten¬ 
dent,  dated  February  5,  1970,  acting  on  Alt.  Applic.  265/ 
1969,  Objection  No.  1,  be  and  it  hereby  is  affirmed  and  that 
the  application  be  and  it  hereby  is  denied. 


205-70-BZ 

APPLICANT — Abram  Shlefstein  for  Hermitage  Realty 
Corporation,  owner. 

SUBJECT — Application  April  1,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection 
of  a  one  story  office  building  with  accessory  parking  in  the 
open  area. 

PREMISES  AFFECTED — 1500  Victory  Boulevard,  south¬ 
east  corner  of  Little  Clove  Road,  Block  681,  Lots  27  and 
31,  Sunnyside,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Abram  Shlefstein  and  N.  J.  Koch. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  May  19,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  May  26,  1970;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  19,  1970,  acting  on  N.B.  Applic.  70/1970, 
reads : 

“1.  Proposed  offices  Use  Group  6  in  a  R3-1  Resi¬ 
dence  District  is  contrary  to  22-10  Z.R.  (not  a  use  per¬ 
mitted  as  of  right). 

2.  There  are  no  bulk,  setback,  parking  or  loading 
regulations  for  a  commercial  use  in  a  residence  district.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  72-21  of  the  Zoning  Resolution,  and  that  the 
applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R3-1  district,  the  erection  of  a  one-story  office  building 
with  accessory  parking  in  the  open  area,  on  condition  that 
all  work,  shall  substantially  conform  to  drawings  filed  with 
this  application  and  marked  “Received  April  1,  1970,”  one 
sheet,  “May  14,  1970,”.  3  sheets,  and  “May  19,  1970,”  3 
sheets;  on  further  condition  that  the  signs  on  these  premi¬ 
ses  be  limited  to  those  shown  on  the  drawings;  that  this 
variance  be  for  a  term  of  ten  years;  that  all  laws,  rules 
and  regulations  applicable  shall  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


Adjourned:  2:10  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MAY  26,  1970,  2  P.M. 

Present:  Chairman  Glass,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 
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269-70-GR 

SUBJECT — General  Resolution  relating  to  gasoline  storage 
tanks  on  all  automobile  service  stations  and  storage  ga¬ 
rages  permitted  by  the  Board. 

ACTION  OF  BOARD — General  Resolution  adopted. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

APPEARANCES— 

A.  R.  Corso  and  S.  M.  Coveil,  N.  Y.  S.  P.  C. 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  proposed  Gen¬ 
eral  Resolution  on  May  26,  1970,  after  due  notice  by  publica¬ 
tion  in  the  Bulletin. 

Resolved ,  that  if  on  any  automotive  service  station  or  stor¬ 
age  garage  which  has  been  erected  under  a  variance  or  permit 
granted  by  the  Board,  it  is  proposed  to  change  the  number, 
capacity  or  location  of  underground  storage  tanks  in  compli¬ 
ance  with  the  requirements  of  the  Administrative  Code,  such 
tank  changes  shall  be  deemed  to  be  in  substantial  compliance 
with  the  terms  and  conditions  of  the  Board’s  resolution  affect¬ 
ing  that  automotive  service  station  or  garage,  provided  that 
all  other  requirements  of  the  resolution  in  each  case  shall  be 
complied  with. 


165-54-SM 

APPLICANT — Weyerhaeuser  Company,  owner. 

APPEARANCES— 

For  Applicant :  William  A.  Grosch. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recommen¬ 
dation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
165-54-SM — Amendment  to  resolution  as  to  change  of  con¬ 
struction  of  lock-block. 

Weyerhaeuser  Company,  Tacoma,  Washington,  requested 
that  the  resolution  adopted  May  17,  1955  as  amended  through 
March  26,  1963  under  Calendar  Number  165-54-SM  be  re¬ 
opened  and  amended  so  as  to  include  a  change  in  the  lock 
block. 

PROPOSED  USE:  One-hour  fire  resistive  opening  pro¬ 
tective  assembly  with  permission  to  increase  the  size  of 
lock -block. 

DESCRIPTION :  The  core  of  the  door  is  of  chip  core  in 
blocks  2054”  wide  by  16-9/16".  The  lock  block  is  formed  of 
a  mineral  block  known  as  Asbestocore  in  the  shape  of  a  par¬ 
allelogram,  bases  being  9  inches  and  8  inches  and  the  height 
7%  inches  and  is  inserted  in  the  door  by  cutting  out  this 
area  from  one  of  the  core  sections  and  inserting  this  block 
of  Asbestocore.  The  request  is  to  permit  the  removal  of  a 
20J4"  by  9-9/16  chip  core  section  and  replacing  it  with  a 
block  of  Asbestocore  of  the  same  size  for  use  as  the  lock 
block. 

RECOMMENDATION :  The  Committee  on  Test  rec¬ 
ommends  that  the  resolution  adopted  May  17,  1955  as 
amended  through  March  26,  1963  under  Calendar  Number 
165-54-SM  be  reopened  and  amended  so  as  to  include  the  ad¬ 
ditional  lock  block  as  herein  described,  on  condition  that  the 
requirements  of  the  resolution  May  17,  1955  as  amended 


through  March  26,  1963  under  Calendar  Number  165-54-SM 
be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


596-55-SA 


APPLICANT — Aldrich  Company,  owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recommen¬ 
dation  of  the  Committee  on  Test. 


THE  VOTE— 


Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 

0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
596-55-SA — Amendment  to  resolution  as  to  change  of  owner- 
manufacturer. 

Aldrich  Company,  Wyoming,  requested  that  the  resolution 
adopted  May  28,  1957  as  amended  through  December  17, 
1963  under  Calendar  Number  596-55-SA  be  reopened  and 
amended  so  as  to  show  a  change  of  owner-manufacturer. 
PROPOSED  USE:  Oil  burner. 

DESCRIPTION :  There  has  been  no  change  in  the  ma¬ 
terials  used  nor  in  the  method  of  manufacture  of  the  oil 
burner.  The  request  is  to  show  a  change  of  owner-manu¬ 
facturer.  The  applicant  has  submitted  an  affidavit  showing 
the  various  transactions  that  have  taken  place.  The  ultimate 
transaction  being  that  Aldrich  Company  was  purchased  by 
Aldrico,  Inc.  a  wholly  owned  subsidiary  of  Transairco.  Inc. 
so  that  the  new  legal  name  is  Aldrico,  Inc.  doing  business 
as  Aldrich  Company. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  28,  1957  as  amended 
through  December  17,  1963  under  Calendar  Number  596- 
55-SA  be  reopened  and  amended  so  as  to  show  a  change  of 
owner-manufacturer,  new  owner-manufacturer  being  Aldrico, 
Inc.  doing  business  as  Aldrich  Company,  on  condition  that 
the  requirements  of  the  resolution  adopted  May  28,  1957  as 
amended  through  December  17,  1963  under  Calendar  Number 
596-55-SA  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
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of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


662-57-SM 


APPLICANT — Corning  Glass  Works,  owner. 
APPEARANCES— 

For  Applicant:  W.  C.  Neely,  John  W.  Holmes  and  P.  E. 
Wesel,  Sr. 

ACHION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recommen¬ 
dation  of  the  Committee  on  Test. 


THE  VOTE— 


Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 

0 


THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
662-57-SM — Corning  Glass  Works,  New  York  City,  re¬ 
quested  that  the  resolution  adopted  November  18,  1958  and 
amended  April  26,  1960  under  Calendar  Number  662-57-SM 
be  reopened  and  amended  to  include  new  model  couplings  for 
their  acid  waste  drainage  system. 

PROPOSED  USE:  Pyrex  glass  pipe  and  fittings  for  an 
acid  waste  system. 

DESCRIPTION :  The  Corning  Coupling  is  used  to  join 
two  pipes  when  both  ends  are  beaded.  The  Field-Fab 
Coupling  is  double  the  width  of  the  Corning  Coupling.  One 
side  of  this  coupling  engages  a  plain-end  pipe  (field-cut)  : 
the  other  side  holds  a  beaded-end  pipe. 

Both  new  models  use  the  principle  of  compression  sealing 
without  requiring  nuts  or  bolts.  The  one-piece  coupling 
shell  (collar)  has.  its  own  closure  mechanism  of  molded-in 
teeth.  The  coupling  is  closed  by  squeezing  external  grip- 
slots  with  a  pump  plier.  This  pressure  is  translated  into  a 
ratchet-action  between  opposite  teeth.  When  the  plier- 
pressure  is  released  the  teeth  interlock  and  the  coupling  is 
prevented  from  opening. 

Zytel,  a  fiberglass-reinforced  nylon,  is  used  as  the  shell 
material.  .The  liner  is  made  of  a  neoprene-based  synthetic 
rubber  similar  Jo  that  used  in  the  stainless  steel  shell  coupling 
approved  previously.  FEP  Teflon  is  used  for  the  gasket. 
The  basic  materials  are  manufactured  by  Du  Pont  and 
formed  by  Upstate  Molding  Company  to  Corning  design 
specifications. 

INSPECTION  AND  TEST :  Virginia  Polytechnic  Insti¬ 
tute  Research  Division,  Rocky  Mount,  Virginia,  supervised 
and  directed  a  program  of  performance  tests  on  both 
couplings  at  the  Corning  Glass  Works  plant  in  Blacksburg 
Virginia.  The  report,  Project  No.  808167,  is  on  file  with  the 
application.  They  conclude  that  a  Pyrex  glass  drainline 
system  using  the  couplings  will  operate  without  leaking  un¬ 
der  conditions  of  extreme  pressure  and  temperature  varia¬ 
tion  while  the  system  is  abnormally  deflected. 

Installation  instructions  for  the  couplings  and  their  prop¬ 
erties. are  given  in  Corning  brochure  DL-401  which  is  on 
file  with  the  application. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  18,  1958  and 
amended  April  26,  1960  under  Calendar  Number  662-57-SM 
be  reopened  and  amended  to  include  the  Corning  Coupling 


and  the  Field-Fab  Coupling  for  use  with  Pyrex  acid-waste 
drainline  systems  in  accordance  with  Section  P102.4-(b)  (5) 
of  Reference  Standard  RS-16  (Plumbing  and  Gas  Piping) 
ot  the  Building  Code  of  the  City  of  New  York.  All  other 
requirements  of  the  initial  resolution  and  its  amendments 
must  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

Ira  Kalish,  P.E., 

Deputy  Director, 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


720-58-SA 

APPLICANT — Edwin  L.  Wiegand  Division,  Emerson 
Electric  Company,  owner. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  o 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
720-58-SA — Amendment  to  resolution  as  to  change  of  owner- 
manufacturer. 

Edwin  L.  Wiegand  Division,  Emerson  Electric  Company, 
Pittsburgh,  Penna.,  requested  that  the  resolution  adopted 
March  31,  1959  as  amended  November  10,  1959  under  Cal¬ 
endar  Number  720-58-SA  be  reopened  and  amended  so  as  to 
show  a  change  of  owner-manufacturer. 

PROPOSED  USE:  Unit  for  heating  and  circulating  a 
heat  transfer  liquid. 

DESCRIPTION :  There  has  been  no  change  in  the  ma¬ 
terial  used  nor  in  the  manufacture  of  the  unit. 

Edwin  L.  Wiegand  Division,  Emerson  Electric  Company 
filed  an  affidavit  showing  that  they  have  purchased  all  rights, 
assets,  etc.  of  Per-Fab  Company  and  are  now  the  owner- 
manufacturer  of  the  approved  system. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  31,  1959  as  amended 
November  10,  1959  under  Calendar  Number  720-58-SA  be 
reopened  and  amended  so  as  to  show  a  change  of  owner- 
manufacturer,.  new  owner-manufacturer  being  Edwin  L. 
Wiegand  Division,  Emerson  Electric  Company,  on  condition 
that  the  requirements  of  the  resolution  adopted  March  31 
1959  as  amended  November  10,  1959  under  Calendar  Number 
720-58-SA  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of.  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
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Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


84-59-SM 

APPLICANT — Weyerhaueser  Company,  owner. 

APPEARANCES— 

For  Applicant :  William  A.  Grosch. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
84-59-SM — Amendment  to  resolution  as  to  core  material 
and  use  as  a  pair  of  swinging  doors. 

Weyerhaeuser  Company,  Tacoma,  Washington,  requested 
that  the  resolution  adopted  February  11,  1961  as  amended 
through  October  31,  1967  under  Calendar  Number  84-59-SM 
be  reopened  and  amended  so  as  to  permit  a  substitution  of 
the  core  material  and  permission  to  install  the  doors  as  a 
pair  of  swinging  doors. 

PROPOSED  USE:  One-hour  fire  resistive  opening  pro¬ 
tective  assembly. 

DESCRIPTION :  The  presently  approved  door  has  for 
its  core  the  material  known  as  Kaylo  which  is  the  trade 
name  for  a  calcium  silicate  material  as  manufactured  by 
Owens  Illinois.  The  request  is  to  permit  the  use  of  the 
same  material,  a  calcium  silicate,  as  manufactured  by  the 
applicant  to  be  used  in  lieu  of  the  material  Kaylo. 

The  doors  approved  under  this  Calendar  Number  range 
in  size  from  4'-0"  x  7'-0"  x  134"  to  4,-0,/  x  10,-0,/  x  134". 
The  applicant  requests  permission  to  include  the  use  of  this 
door,  each  4'-0"  x  8'-0"  x  134",  swinging  in  pairs.  The 
active  door  is  provided  with  a  single  point  latch  and  the 
inactive  door  with  top  and  bottom  surface  bolts.  The 
astragal  is  manufactured  of  20  gauge  steel.  The  hardware 
consists  of  4  full  mortise  hinges. 

The  doors  are  constructed  in  accordance  with  Illustrations 
7,  8,  9,  11  and  12  as  contained  in  Underwriters’  Laboratories 
Report  R3572-29  which  is  on  file  with  the  record. 
INSPECTION  AND  TEST:  A  pair  of  swinging  doors 
was  tested  at  the  Underwriters’  Laboratories  in  accordance 
with  the  requirements  of  RS5-6  Building  Code  of  the  City 
of  New  York  and  successfully  met  the  fire  and  hose  stream 
requirements  for  a  one  and  one-half  fire  resistive  protective 
assembly.  The  complete  report,  Underwriters’  Laboratory 
Report  File  R3572-29,  is  on  file  with  the  record. 
RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  February  11,  1961  as 
amended  through  October  31,  1967  under  Calendar  Number 
84-59-SM  be  reopened  and  amended  so  as  to  include,  the 
additional  constructions  as  herein  described,  on  condition 
that  the  installation  of  the  doors  shall  comply  with  the 
requirements  of  RS5-8  Building  Code  of  the  City  of  New 
York  and  all  other  requirements  of  the  resolution  adopted 


February  11,  1961  as  amended  through  October  31,  1967 
under  Calendar  Number  84-59-SM  are  complied  with. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


649-65-SM 

APPLICANT — Weyerhaeuser  Company,  owner. 

APPEARANCES— 

For  Applicant:  William  A.  Grosch. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
649-65-SM — Amendment  to  resolution  as  to  core  material 
and  use  as  a  pair  of  swinging  doors. 

Weyerhaeuser  Company,  Tacoma,  Washington,  requested 
that  the  resolution  adopted  March  29,  1966  under  Calendar 
Number  649-65-SM  be  reopened  and  amended  so  as  to  per¬ 
mit  a  substitution  of  the  core  material  and  permission  to 
install  the  doors  as  a  pair  of  swinging  doors. 

PROPOSED  USE:  One  and  one-half  hour  fire  resistive 
opening  protective  assembly. 

DESCRIPTION :  The  presently  approved  door  has  for  its 
core  the  material  known  as  Kaylo  which  is  the  trade  name 
for  a  calcium  silicate  material  as  manufactured  by  Owens 
Illinois.  The  request  is  to  permit  the  use  of  the  same,  ma¬ 
terial,  a  calcium  silicate,  as  manufactured  by  the  applicant 
to  be  used  in  lieu  of  the  material  Kaylo. 

The  door  approved  under  this  Calendar  is  4'-0"  x  8'-0"  x 
134".  The  applicant  requests  permission  to  include  the  use 
of  these  doors,  swinging  in  pairs.  The  active  door  is  pro¬ 
vided  with  a  single  point  latch  and  the  inactive  door  with  top 
and  bottom  surface  bolts.  The  astragal  is  manufactured  of 
20  gauge  steel.  The  hardware  consists  of  4  full  mortise 
hinges. 

The  doors  are  constructed  in  accordance  with  Illustra¬ 
tions  7,  8,  9,  11  and  12  as  contained  in  Underwriters’  Lab¬ 
oratories  Report  R3572-29  which  is  on  file  with  the  record. 

INSPECTION  AND  TEST :  A  pair  of  swinging  doors 
was  tested  at  the  Underwriters’  Laboratories  in  accordance 
with  the  requirements  of  RS5-6  Building  Code  of  the  City  of 
New  York  and  successfully  met  the  fire  and  hose  stream 
requirements  for  a  one  and  one-half  fire  resistive  protective 
assembly.  The  complete  report,  Underwriters’  Laboratory 
Report  File  R3572-29,  is  on  file  with  the  record. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  29,  1966  under  Cal¬ 
endar  Number  649-65-SM  be  reopened  and  amended  so  as  to 
include  the  additional  constructions  as  herein  described,  on 
condition  that  the  installation  of  the  doors  shall  comply  with 
the  requirements  of  RS5-8  Building  Code  of  the  City,  of 
New  York  and  all  other  requirements  of  the  resolutions 
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adopted  March  29,  1966  under  Calendar  Number  649-6S-SM 
are  complied  with. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


770-67-SA 


APPLICANT — Serge  Elevator  Company,  Inc.,  owner. 
APPEARANCES— 

For  Applicant:  Roger  T.  Tracy. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


THE  VOTE— 


Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 

0 


THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
770-67-SA— Amendment  to  resolution  as  to  additional  inter¬ 
lock. 

Serge  Elevator  Company,  Inc.,  Bronx,  New  York,  re¬ 
quested  that  the  resolution  adopted  May  28,  1968  under  Cal¬ 
endar  Number  770-67-SA  be  reopened  and  amended  so  as  to 
include  an  additional  interlock. 

PROPOSED  USE:  Elevator  interlock. 

DESCRIPTION :  The  requested  interlock,  Model  SD-2, 
is  intended  for  use  on  single  horizontally  sliding  elevator 
doors  and  is  designed  to  be  mounted  on  the  hoistway  door 
and  door  frame  and  operated  by  vanes  on  the  car  door. 

In  operation,  the  car  stops  with  the  interlock  roller  be¬ 
tween  the  vanes  when  the  elevator  car  is  at  a  landing. 
The  roller  assembly  incorporates  a  hook  with  a  contact 
surface  on  it.  When  the  elevator  car  door  moves,  the  vanes 
push  on  the  roller  assembly  which  first  pivots  to  open  the 
interlock  contacts,  then  rotates  further  to  unhook  from 
the  switch  box  and  then  moves  to  carry  the  hoistway  door 
and  hook  away  from  the  switch  box  as  the  elevator  car  door 
moves.  _  On  closing,  the  sequence  is  reversed,  the  hook 
locking  in  the  switch  box  before  the  contacts  are  closed. 


INSPECTION  AND  TEST :  The  device  has  been  testec 
|nd  ^PproZ,ed  by  the  Underwriters’  Laboratories  undei 
SA4436.  The  complete  report  is  on  file  with  the  record 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  28,  1968  undei 
Calendar  Number  770-67-SA  be  reopened  and  amended  sc 
as  to  include  the  additional  interlock  known  as  Serge  Ele- 
vator  Company  Interlock,  Model  SD-2,  on  condition  that 
E15^*3*10115  comply  with  the  requirements  of  Article 
18,  Building  Code  of  the  City  of  New  York  and  all  other 
requirements  of  the  resolution  adopted  May  28,  1968  under 
Calendar  Number  770-67-SA  be  complied  with. 


(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 
Committee  on  Test. 


Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


793-68-SM 


APPLICANT — Spot-Lite  Division  Pictorial  Productions, 
Incorporated,  owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 


THE  VOTE— 


Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 

0 


THE  RESOLUTION— 

^hereas,  the  report  of  a  Committee  on  Test  reads : 

~  ^  Spot-Lite  Division,  Pictorial  Productions,  Inc., 

Mt.  Vernon,  N.  Y.,  filed  for  approval  of  the  material  known 
as  Luminactive  Series  4000  CLL  Acrylic  Exit  Sign  under 
the  provisions  of  C26-279.0  Administrative  Building  Code. 
PROPOSED  USE:  Phosphorescent  exit  sign. 
DESCRIPTION :  The  signs  have  letters  die-cut  from  the 
vinyl  phosphorescent  material.  The  letters  are  mounted  on 
an  acrylic  plastic.  This  acrylic  plastic  is  then  mounted  in 
front  of  a  glass  sheet  having  a  red  backing. 

The  phosphorescent  material  has  been  approved  by  the 
Board  for  Canrad  Precision  Industries,  Inc.  under  Calendar 
Number  232-67-SM. 


INSPECTION  AND  TEST :  As  the  material  has  been 
approved  under  Calendar  Number  232-67-SM,  the  only  test 
required  was  the  visibility  test  and  the  sign  successfully  met 
this  test  as  it  remained  visible  at  a  distance  of  lOO'-O"  after 
remaining  in  darkness  for  a  period  of  8  hours.  The  com¬ 
plete  test  report  of  United  States  Testing  Co.,  Inc.,  is  on 
file  with  the  record. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Luminactive  Series  4000  CLL 
Acrylic  Exit  Sign  under  the  provisions  of  C26-106.2  Build- 
in§,  of  the  City  of  New  York  for  use  as  an  exit  sign 
under  C— 6-—79.0  Administrative  Building  Code  where  per¬ 
mitted  under  the  provisions  of  Sub-Article  103.0  Building 
Code  of  the  City  of  New  York  and  for  use  under  C26-607  0 
Budding  Code  of  the  City  of  New  York.  Each  Sign  shall 
be  labeled  Approved  by  the  Board  of  Standards  and  Appeals 

!oro^Vn  New  York  City  under  Calendar  Number  793- 
68-SM. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval.  Failure  to  notify  the  Board  of  change  of  owner- 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 


(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


145-39-SM 

APPLICANT — The  Flintkote  Company,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval  dated  February  4,  1941  of  The  Flintkote  Com¬ 
pany  for  Flintkote  Insulated  Brick  Siding  and  Flintkote 
Embossed  Brick. 
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APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


1326-39-SA 

APPLICANT — Tokheim  Oil  Tank  and  Pump  Company, 
owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  November  8,  1939  of  Tokheim  Oil  Tank  and 
Pump  Company  for  Tokheim  Model  39-HR  Computer 
Pump  with  Hose  Reel  and  Tokheim  Model  39-DP-HR 
Clock  Dial  Pump  with  Hose  Reel. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


314-40-SM 

APPLICANT — The  Flintkote  Company,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  July  16,  1940  of  Flintkote  Company  for 
Flintkote  Insulation  Products. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


652-49-SA 

APPLICANT — Tokheim  Oil  Tank  and  Pump  Company, 
owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  November  22,  1949  of  Tokheim  Oil  Tank 
and  Pump  Company  for  Tokheim  Gasoline  Dispensing 
Pumps,  Models  39-L-RA,  39-WNC-L-RA,  39-L-EZ,  39- 
WNC-L-EZ  and  876-GOC. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  THE  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


20-50-SM 

APPLICANT — The  Flintkote  Company,  Research  and  De¬ 
velopment  Center,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  March  28,  1950  of  The  Flintkote  Company 
for  Flintkote  Stalwart  Sheating. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  THE  BOARD— Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


557-50-SA 

APPLICANT — Tokheim  Oil  Tank  and  Pump  Company, 
owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  October  31,  1950  of  Tokheim  Oil  Tank 
and  Pump  Company  for  Tokheim  gasoline  dispensing 
pumps,  Models  39-HS,  39-WNC-HS,  45-H,  45-TP,  46-H, 
46-TP,  40,  62,  64,  66. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  THE  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 
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THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


515-58-SM 

APPLICANT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  October  27,  1959  of  The  Jamaica  Manu¬ 
facturing  Company  for  Jameco  brass  gas  range  connector. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  THE  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved ,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


661-58-SA 

APPLICANT — Cincinnati  Cleaning  and  Finishing  Ma¬ 
chinery  Company,  Division  of  Eagle-Picher  Industries,  Inc., 
owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  March  22,  1960  of  Cincinnati  Cleaning  and 
Finishing  Machinery,  Division  of  Eagle-Picher  Industries, 
Inc.,  for  Cincinnati  gas-fired  paint  bake  oven,  conveyor¬ 
ized  and  batch  type. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


133-59-SA 

APPLICANT — Hauck  Manufacturing  Company,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  May  19,  1959  of  Hauck  Manufacturing  Com¬ 
pany  for  Hauck  liquid  propane  burner,  Models  LAK, 
LSL,  LSW. 

APPEARANCES— 

For  Applicant:  None. 


ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

338-58-SA 

APPLICANT — Young  &  Bertke  Co.,  owner. 

SUBJECT — Application  May  27,  1958 — Young  &  Bertke 
Co.  Batch  Type  Electric  Oven. 

MODEL — G  1052,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  ivithdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 

To  Withdraw  : 


338-58-SA — Young  and  Bertke  Company,  Cincinnati,  Ohio, 
filed  for  electric  oven. 

Letter  of  10/6/58  states  oven  is  custom  built  and  does 
not  have  an  installation  in  the  east. 

Letter  of  9/13/59  requests  withdrawal. 

Advise  Withdrawal. 

John  A.  Darts, 

Asst.  Engr. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  withdraw  this  application  in  accordance  with  the 
above  report. 

301-58-SM 

APPLICANT — Terrazzo  Glaze  Corporation,  owner. 
SUBJECT — Application  May  14,  1958 — Prom-N-Aide 

Traffic  Roof  Tile,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

To  Dismiss  : 


301-58-SM — Terrazzo  Glaze  Corporation. 

Traffic  roof  tile  used  as  duck-boards. 

Advise  Dismissal  as  C26-503.8.j  permits  duck-boards  of 
any  material. 

John  A.  Darts, 
Assistant  Engineer. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  dismiss  this  application  in  accordance  with  the  above 
report. 
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711-59-SM 

APPLICANT — Murals,  Incorporated,  owner. 

SUBJECT — Application  November  2,  1959 — Yucatan  Sculp¬ 
tured  Stone.  Approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  . .  0 

THE  RESOLUTION— 

To  Dismiss  : 


711-59-SM — Murals,  Inc.  filed  for  Yucatan  Sculptured  Stone 
as  a  veneering  material. 

Advise  Dismissal  as  this  material  falls  under  RSI 0-1, 
Section  11,  Building  Code  of  the  City  of  New  York. 

John  A.  Darts, 
Assistant  Engineer. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  dismiss  this  application  in  accordance  with  the  above 
report. 


654-60-SA 

APPLICANT — Cincinnati  Cleaning  and  Finishing  Com¬ 
pany,  owner;  Joseph  Upton  Jr.,  agent. 

SUBJECT — Application  August  25,  1960 — Cincinnati  Air 
Make-Up  Unit  Model  AM800  (heater)  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

654-60-SA — Cincinnati  Cleaning  and  Finishing  Machinery 
Company  filed  for  approval  of  the  Cincinnati  Air  Make-Up 
Air  Heater  (direct-fired  unit) — Similar  appliances  have 
been  disapproved  by  the  Board. 

Advise  Dismissal. 

John  A.  Darts, 
Assistant  Engineer. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  dismiss  this  application  in  accordance  with  the  above 
report. 


373-69-SA 

APPLICANT — Cockle  Ventilator  Company,  Incorporated, 
owner ;  Robert  H.  Slavin,  agent. 

SUBJECT — Application  June  25,  1969 — Vanguard  Com¬ 
mercial  Kitchen  ventilation  systems  various  models  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant:  Colleen  North. 

ACTION  OF  BOARD — Laid  over  to  June  9,  1970,  at 
2  P.M. 

367-69-A 

APPLICANT — Argolene  Oil  Company  Incorporated  for 
Southwest  Grease  and  Oil  Company,  Incorporated,  owner. 


SUBJECT — Application  June  19,  1969 — Appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  packaging  of  combusti¬ 
ble  mixture  known  as  Argo-Kote  in  16  Gallon  Fiber  Keg 
with  replaceable  cover  containers  not  in  compliance  with 
required  regulations  of  NYC  Administrative  Code. 

APPEARANCES— 

For  Applicant:  Bob  Brown  and  A.  B.  Winterer. 

For  Administration:  Lt.  J.  P.  Manfredi,  F.  D. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 


Affirmative :  .  o 

Negative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
May  22,  1969  on  Folder  #122-3018,  reads: 

“We  regret  to  inform  you  that  your  application  to 
register  your  product  ‘Argo-Kote’  a  combustible  mix¬ 
ture  having  a  flash  point  of  135°F.  in  containers  as 
follows :  16  Gallon  Fiber  Keg  with  replaceable  cover 
is  Disapproved.  Such  containers  are  not  in  compliance 
with  our  regulations  to  wit:  Sec.  C-19-62.0.b  NYC 
Adm.  Code  requires  that  combustible  mixtures  be  pack¬ 
aged  in  metal  or  glass  containers  of  restricted  sizes.” 

and 

W hereas,  the  drawings  and  sample  of  this  container  were 
examined  by  the  Board,  and  it  was  determined  that  the 
appeal  should  not  be  granted  since  the  reports  of  the  tests 
made  were  unsatisfactory. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  May  22,  1969,  acting  on  Folder  #122-3018  be  and  it 
hereby  is  affirmed  and  that  the  appeal  be  and  it  hereby  is 
denied. 

297-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Sutton  Associates  Incorpo¬ 
rated  c/o  Sol  Goldman. 

SUBJECT— Application  May  23,  1969— appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 10  Fort  Washington  Avenue, 
southeast  corner  of  West  160th  Street,  Block  2137,  Lot  70, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  Larry  Meltzer  and  Alvin  N.  Sobel. 

ACTION  OF  BOARD — Laid  over  to  June  9,  1970,  at  2 
P.M.  for  hearing.  Laid  over  at  the  request  of  the  Build¬ 
ing  Department. 


298-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — H.  Moskowitz  c/o  Morris 
Moskowitz. 

SUBJECT — Application  May  23,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 153  Mercer  Street,  west  side, 
150  feet  north  of  Prince  Street,  Block  513,  Lot  36,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  June  9,  1970,  at  2 
P.M.  for  a  hearing,  at  the  request  of  the  owner. 
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387-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — 60-19  Roosevelt  Avenue  Cor¬ 
poration. 

SUBJECT — Application  July  3,  1969 — appeal  for  modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 60-01  to  60-29  Roosevelt 
Avenue,  northeast  corner  of  60th  Street,  Block  1229,  Lot 
122,  Woodside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition :  Larry  Meltzer. 

ACTION  OF  BOARD— Laid  over  to  June  9,  1970,  at  2 
P.M.  at  the  request  of  the  Fire  Department.  Previously 
inspected. 


390-69-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Snyder  Realty  Corporation. 
SUBJECT— Application  July  3,  1969— appeal  for  modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 3809  to  3815  13th  Avenue,  east 
side,  56  feet  north  of  39th  Street,  1311  39th  Street,  Block 
5299,  Lots  4,  5,  6  and  69,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

ACTION  OF  BOARD— Laid  over  to  June  2,  1970,  at  2 
P.M.  at  the  request  of  the  Building  Department.  Hearing 
continued.  Previously  inspected. 


391-69-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Mansion  Realty  Corporation. 

SUBJECT — Application  July  3,  1969 — appeal  for  modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 1114  Manhattan  Avenue,  south¬ 
east  corner  of  Clay  Street,  Block  2488,  Lot  6,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  A.  Grossman. 

ACTION  OF  BOARD— Laid  over  to  June  23,  1970,  at  2 
P.M.  for  a  hearing  at  the  request  of  the  owner. 


497-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Loew’s  Theatre  and  Realty 
Corporation. 

SUBJECT — Application  August  26,  1969 — Appeal  for  modi¬ 
fication  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 2403-2419  Grand  Concourse, 
west  side,  282  feet  north  of  East  184th  Street,  Block  3165, 
Lot  44,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  Samuel  H.  Lindenbaum. 

ACTION  OF  BOARD — Laid  over  to  June  16,  1970,  at  2 
P.M.  at  the  request  of  the  owners.  Hearing  continued. 
Previously  inspected. 


515-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Joseph  F.  and  Ida  Sokol. 


SUBJECT — Application  September  3,  1969 — Appeal  for 
modification  of  Certificate  of  Occupancy  re-  sprinkler  sys¬ 
tem. 

PREMISES  AFFECTED — 30-27  Steinway  Street,  east 
side,  238.84  feet  south  of  30th  Avenue,  Block  680,  Lot  39, 
Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  S.  R.  Eisenson. 

ACTION  OF  BOARD— Laid  over  to  June  16,  1970,  at  2 
P.M.  at  the  request  of  the  owner.  Hearing  continued. 
Previously  inspected. 


569-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Far  Rockaway  Development 
Corporation. 

SUBJECT — Application  October  7,  1969 — Appeal  for  Modi¬ 
fication  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 21-02  Mott  Avenue,  northeast 
corner  of  Redfem  Avenue,  Block  15537,  Lot  1,  Far  Rocka¬ 
way,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  June  9,  1970,  at  2 
P.M.  at  the  request  of  the  owner.  Hearing  continued. 
Previously  inspected. 


571-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Far  Rockaway  Development 
Corporation. 

SUBJECT — Application  October  7,  1969 — Appeal  for  Modi¬ 
fication  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 20-80  Mott  Avenue,  northeast 
corner  of  Redfern  Avenue,  Block  15537,  Lot  1,  Far  Rocka¬ 
way,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

ACTION  OF  BOARD— Laid  over  to  June  9,  1970,  at  2 
P.M.  at  the  request  of  the  owner.  Hearing  continued. 
Previously  inspected. 


576-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — 280  8th  Avenue  Company  c/o 
Joseph  Howard  Katz,  owner. 

SUBJECT — Application  October  7,  1969 — Appeal  for  Modi¬ 
fication  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 284  Eighth  Avenue,  northeast 
corner  of  West  24th  Street,  Block  774,  Lots  1,  2,  3,  5, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  A.  J.  Tretellee. 

ACTION  OF  BOARD — Laid  over  to  June  9,  1970,  at  2 
P.M.  at  the  request  of  the  Building  Department. 


578-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— 136-11  38th  Avenue,  Realty 
Corporation,  owner. 
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SUBJECT — Application  October  7,  1969 — Appeal  for  Modi¬ 
fication  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 136-11  38th  Avenue,  north  side, 
96.59  feet  east  of  Main  Street,  Block  4978,  Lot  78,  Flush¬ 
ing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  Fire  Dept. 

For  Opposition :  Harry  Lohenc. 

ACTION  OF  BOARD— Laid  over  to  June  9,  1970,  at  2 
P.M.  at  the  request  of  the  Building  Dept. 


609-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 72  Brook  Avenue,  south  side, 
400.40  feet  east  of  Hylan  Boulevard,  Block  4728,  Lot  88, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  without  date,  until 
all  necessary  studies  of  the  area  by  other  city  agencies 
have  been  concluded.  Hearing  continued.  Previously 
inspected. 


610-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 78  Brook  Avenue,  west  side, 
476.36  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  92, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  without  date,  until 
all  necessary  studies  of  the  area  by  other  city  agencies 
have  been  concluded.  Hearing  continued.  Previously  in¬ 
spected. 


611-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED — 82  Brook  Avenue,  west  side, 
552.32  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  98, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  without  date,  until 
all  necessary  studies  of  the  area  by  other  city  agencies 
have  been  concluded.  Hearing  continued.  Previously  in¬ 
spected. 


612-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 


SUBJECT — Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 88  Brook  Avenue,  west  side, 
602.48  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  101, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  without  date,  until 
all  necessary  studies  of  the  area  by  other  city  agencies 
have  been  concluded.  Hearing  continued.  Previously  in¬ 
spected. 


613-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 94  Brook  Avenue,  west  side, 
673.10  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  105, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  without  date,  until 
all  necessary  studies  of  the  area  by  other  city  agencies 
have  been  concluded.  Hearing  continued.  Previously  in¬ 
spected. 


614-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 130  Brook  Avenue,  west  side, 
1107.49  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot 
126,  Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  without  date,  until 
all  necessary  studies  of  the  area  by  other  city  agencies 
have  been  completed  of  the  area.  Hearing  continued.  Pre¬ 
viously  inspected. 


615-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 136  Brook  Avenue,  west  side, 
1151.49  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot 
128,  Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  without  date,  until 
all  necessary  studies  of  the  area  by  other  city  agencies 
have  been  concluded.  Hearing  continued.  Previously  in¬ 
spected. 


617-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 
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SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 100  Brook  Avenue,  west  side, 
757.18  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  107, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

ACTION  OF  BOARD— Laid  over  without  date  until  all 
necessary  studies  of  the  area  by  other  city  agencies  have 
been  completed.  Hearing  continued.  Previously  inspected. 


618-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT— Application  October  22,  1969— filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street 

PREMISES  AFFECTED — 104  Brook  Avenue,  west  side, 
810.97  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  109, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  without  date  until  all 
necessary  studies  of  the  area  by  other  city  agencies  have 
been  completed.  Hearing  continued.  Previously  inspected. 


619-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 108  Brook  Avenue,  west  side, 
864.75  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  112, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  without  date  until  all 
necessary  studies  of  the  area  by  other  city  agencies  have 
been  completed.  Hearing  continued.  Previously  inspected. 


620-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 114  Brook  Avenue,  west  side, 
918.54  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  115, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  without  date  until  all 
necessary  studies  of  the  area  by  other  city  agencies  have 
been  completed.  Hearing  continued.  Previously  inspected. 


62 1-69- A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 


PREMISES  AFFECTED — 118  Brook  Avenue,  west  side, 
972.33  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  118, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  without  date  until  all 
necessary  studies  of  the  area  by  other  city  agencies  have 
been  concluded.  Hearing  continued.  Previously  inspected. 


622-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 122  Brook  Avenue,  west  side, 
1026.12  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot 
121,  Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  without  date  until  all 
necessary  studies  of  the  area  by  other  city  agencies  have 
been  concluded.  Hearing  continued.  Previously  inspected. 


623-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 126  Brook  Avenue,  west  side, 
1066.82  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot 
123,  Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

ACTION  OF  BOARD — Laid  over  without  date  until  all 
necessary  studies  of  the  area  by  other  city  agencies  have 
been  completed.  Hearing  continued.  Previously  inspected. 


666-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — 51st  Avenue  Associates  Incor¬ 
porated,  c/o  Landau  Metal  Products  Corporation, 
SUBJECT — Application  November  13,  1969 — appeal  for 
modification  of  Certificate  of  Occupancy  re-  sprinkler  sys¬ 
tem. 

PREMISES  AFFECTED — 2-62  51st  Avenue,  southwest 
corner  of  5th  Street,  Block  15,  Lot  24,  Long  Island  City, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  Joseph  Feingold  and  Ralph  Landau. 
ACTION  OF  BOARD — Laid  over  to  June  9,  1970,  at  2 
P.  M.  at  the  request  of  the  Building  Department. 


667-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Kirkley  Realty  Corporation, 
c/o  Robert  S.  Gettinger. 

SUBJECT — Application  November  13,  1969 — Appeal  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler  sys¬ 
tem. 

PREMISES  AFFECTED— 50-58  West  18th  Street,  604-612 
6th  Avenue,  southeast  corner,  Block  819,  Lots  76  and  77, 
Borough  of  Manhattan. 
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APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  Gerald  J.  Barre  and  Simon  J.  Hauser. 
ACTION  OF  BOARD— Laid  over  to  June  9,  1970,  at  2 
P.M.  at  the  request  of  the  Building  Department. 


668-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES— Humbert  Malara. 

SUBJECT — Application  November  13,  1969 — Appeal  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler  sys¬ 
tem. 

PREMISES  AFFECTED— 76-78  Court  Street,  68-76  Liv¬ 
ingston  Street,  southwest  corner,  Block  268,  Lot  46,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  Salvator  Malard. 

ACTION  OF  BOARD — Laid  over  to  June  9,  1970,  at  2 
P.M.  at  the  request  of  the  Building  Department. 

151-70-A 

APPLICANT — A.  J.  Neumaier  for  Atlas  Supply  Company, 
owner. 

SUBJECT — Application  March  23,  1970 — Appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  Packaging  of  com¬ 
bustible  mixture  known  as  Atlas  Windshield  Washer 
Fluid  Ready  Mixed  in  one  quart  polyethylene  bottles,  not 
in  compliance  with  regulations  of  the  Administrative  Code 
of  New  York  City. 

APPEARANCES— 

For  Applicant:  Albert  T.  Neumaier. 

For  Administration:  Lt.  J.  P.  Manfredi,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  June  9,  1970,  at  2 
P.M.  Applicant  to  submit  additional  information.  Con¬ 
tinued  hearing. 


218-70-A 

APPLICANT — E.  E.  LaRue  for  Siloo  Incorporated,  owner. 
SUBJECT — Application  April  8,  1970 — Appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  Packaging  of  com¬ 
bustible  mixture  known  as  Siloo  in  16  ounce  (pull  tab 


top)  and  32  ounce  sealed  metal  cans  not  in  compliance  with 
regulations  of  the  Administrative  Code  of  New  York  City. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lt.  J.  P.  Manfredi,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  June  2,  1970,  at  2 
P.M.  Applicant  to  be  advised  to  attend.  Applicant  not 
present  at  this  hearing. 


229-70-A 

APPLICANT — Samuel  H.  Lindenbaum  for  Pearlman  As¬ 
sociates,  owner. 

SUBJECT — Application  April  16,  1970 — Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  protection  of 
exterior  openings  and  openings  in  lot  line  walls. 
PREMISES  AFFECTED — 622  to  626  Third  Avenue,  141 
to  155  East  40th  Street,  northwest  corner,  132  to  148  East 
41st  Street,  Block  1295,  Lots  27,  28,  29,  30,  31,  33,  34,  35, 
41  and  48,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum,  Irving  Gershon 
and  Joseph  Leonte. 

ACTION  OF  BOARD — Laid  over  to  June  16,  1970,  at  2 
P.M.  Applicant  to  revise  drawings.  Hearing  continued. 
Previously  inspected. 


254-70-A 

APPLICANT — H.  M.  Cole  for  Tishman  919  Corporation, 
owner. 

SUBJECT — Application  April  29,  1970 — Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED — 919  Third  Avenue,  northeast 
corner  of  East  55th  Street,  Block  1329,  Lots  1,  2,  3,  4,  5,  6, 
7,  8,  9,  38,  39,  40,  41,  44%,  45,  46,  47  and  48,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  H.  M.  Cole. 

ACTION  OF  BOARD — Laid  over  to  June  9,  1970,  at  2 
P.M.  for  applicant  to  revise  his  drawings.  Previously  in¬ 
spected.  Hearing  continued. 


Adjourned:  3:15  P.M. 

James  P.  Mulroy,  Secretary 
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NOTICE 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  repre¬ 
sentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the  hearing 
can  be  entertained  in  view  of  this  publication  and  of  the 
posting  of  the  calendars  on  the  bulletin  board  in  the  offices 
of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will  be 
held  in  abeyance  by  reason  of  failure  of  the  appellant  or 
applicant  to  file  necessary  data,  or  by  any  other  method  of 
delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  convenience 
in  notifying  property  owners,  they  may  obtain  such  copies 
at  the  office  of  the  Board  of  Standards  and  Appeals,  80 
Lafayette  Street,  9th  floor,  Manhattan,  at  five  cents  each- 
add  postage  payment  if  the  forms  are  forwarded  by  mail. 
Purchase  payment  by  postage  stamps  NOT  ACCEPTABLE. 
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DOCKET 

New  Cases  Filed  Up  To  June  3,  1970 

Cal.  No.  Dept.  Premises  Affected 

322-70-A — B.Q. — 59-02  Borden  Avenue,  south  side,  300 
feet  west  of  Maurice  Avenue,  Block  2657,  Lot  40,  Mas- 
peth,  Borough  of  Queens,  F.  D.  Letter,  Feb.  18,  1970,  re- 
Installation  of  25  Ton  Carbon  Dioxide,  Adminstrative 
Code. 


323-70-A — -B.Bx. — 3567  Me  Owen  Avenue,  west  side,  200 
feet  south  of  Boston  Post  Road.  Block  5655,  Lot  126, 
Borough  of  The  Bronx,  Alt.  1488-54,  re-  Residence  use 
Attic  Class  IV  building. 


324-70-A — B.M. — 334-336  Bowery,  west  side,  62  feet 
north  of  Bond  Street,  Block  530,  Lot  38,  Borough  of 
Manhattan,  Alt.  898-68,  re-  Rear  yard.  Innercourt  two 
enclosed  fire  stairs.  Window  open  in  lawful  court.  Apart¬ 
ment  door  opening  directly  into  stair  enclosure,  Multiple 
Dwelling  Law. 


325-70-BZ — B.M. — 91  East  End  Avenue,  eastside,  51.4 
feet  south  of  east  84th  Street,  Block  1590,  Lot  11,  Bor¬ 
ough  of  Manhattan.  N.  B.  17-70,  re-  Rear  Yard,  Multiple 
Dwelling  Law.  R-10  district. 


326-70-A — B.M. — 91  East  End  Avenue,  east  side,  51.4 
feet  south  of  east  84th  Street  ,  Block  1590,  Lot  11,  Bor¬ 
ough  of  Manhattan,  N.B.  17-70,  re-  Rear  Yard,  Multiple 
Dwelling  Law. 


327-70-BZ — B.Q. — 34-09  125th  Street,  southeast  corner 
of  34th  Avenue,  Block  1822,  Lot  1,  Flushing,  Borough  of 
Queens,  B.N.  2940-69  re-  Advertising  Sign.  C-l  district. 


328-70- A — -B.Bx. — F.D.  1664  to  1680  Boone  Avenue, 
east  side,  115.15  feet  north  of  East  173rd  Street,  Block 
3015,  Lots  4  and  45,  Borough  of  The  Bronx,  F.D.  Letter, 
re-  1500  gallons  buried  storage  tanks.  Administrative 
Code. 


329-70-BZ — B.Q. — 118-15  115th  Avenue  and  114-50  Lef- 
ferts  Boulevard,  northwest  corner,  Block  11645,  Lot  29, 
Ozone  Park,  Borough  of  Queens,  Alt.  135-70,  re-  Tele¬ 
phone  Exchange,  R3-2  district. 


330-70-BZ — B.M. — 552  to  566  Ave.  of  the  Americas  and 
61-73  W.  15th  Street,  northeast  corner,  Block  817,  Lot  1, 
Borough  of  Manhattan,  N.B.  31-70,  re-  Proposed  16 
Story  Dwelling  located  in  a  C6-2  district. 


331-70-BZ — B.B. — 204  Highlawn  Avenue,  south  side,  80 
feet  east  of  West  6th  Street,  Block  6675,  Lot  5,  Borough 
of  Brooklyn,  Alt.  4111-57,  re-  Extension  of  dry  cleaning 
establishment,  R5  district. 

Restored  to  Docket 

429-67-BZ — Vol.  II — 626  Coney  Island  Avenue,  west 
side,  220  feet,  6  inches  north  of  Avenue  C,  Block  5361, 
Lot  31,  Borough  of  Brooklyn,  Alt.  2461-63  re-  Multiple 
Dwelling  increased  occupation,  C2-3  district. 


430-67-A — Vol.  II — 626  Coney  Island  Avenue,  west  side, 
220  feet,  6  inches  north  of  Avenue  C,  Block  5361,  Lot  31, 
Borough  of  Brooklyn,  Alt.  2461-63  re-  legal  yard  for 
converted  multiple  dwelling. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings.  Manhattan; 
B.Q.— Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx.- — Department  of  Buildings,  Bronx:  H.D. — 
Health  Department;  F.D. — Fire  Department. 


JUNE  30,  1970,  10  A.M. 

NOTICE  IS  HEREBY  JSIVEN  of  a  public  hearing 
Tuesday  morning  June  30,  1970,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

889-53-BZ 

APPLICANT — Max  Siegel  Associates  for  Gloria  Silver, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  23, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  and  restricted  retail  use 
districts,  the  parking  of  motor  vehicles  of  employees  and 
patrons,  as  accessory  to  a  two  story  store  and  office  build¬ 
ing. 

PREMISES  AFFECTED— 136-22  Maple  Avenue,  south¬ 
east  corner  of  Maple  Avenue,  Block  5135,  Lot  1,  Flushing, 
Borough  of  Queens. 


181-61-BZ 

APPLICANT — Andrew  Di  Camillo  for  Vincent  Cannata, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  June  29,  1970 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  storage  of 
metal  products  and  parking  and  storage  of  two  motor 
vehicles  on  a  vacant  plot. 

PREMISES  AFFECTED — 1338  65th  Street,  south  side, 
300  feet  west  of  13th  Avenue,  Block  5754,  Lot  22,  Borough 
of  Brooklyn. 


473-37-BZ— Vol.  II 

APPLICANT — Charles  M.  Spindler  for  Judith  Rothberg, 
executrix  of  Estate  of  Louis  Jablowsky. 

SUBJECT — Application  for  consideration — reopening  for 
request  to  waive  the  rules  of  procedure  and  extension  of 
term  of  variance  which  expired  March  23,  1969— decision 
of  the  Borough  Superintendent :  previously  granted  on  con¬ 
dition,  under  Sections  7f  and  7i  of  the  Zoning  Resolution, 
permitting  in  a  business  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  auto  wash,  lubri- 
torium.  motor  vehicle  repairs,  storage  and  sale  of  acces¬ 
sories  and  office. 

PREMISES  AFFECTED — 230-234  Norman  Avenue  and 
229-237  North  Henry  Street,  southwest  corner,  Block 
2655,  Lots  6  and  8,  Borough  of  Brooklyn. 


131-69-BZ— Vol.  II 

APPLICANT — Frederick  A.  Ketcher  for  Rayco  Incor¬ 
porated,  owner ;  Rayco  Incorporated,  lessee. 

SUBJECT— -Application  reopened  May  26,  1970  as  Volume 
IT — Decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  11-412  of  the  Zoning  Resolution,  to  permit  in  an  R6 
district,  the  erection  of  a  one  story  enlargement  to  an  exist¬ 
ing  automobile  supply  store  and  installation  establishment 
previously  before  the  Board  that  encroaches  on  the  re¬ 
quired  rear  yard. 

PREMISES  AFFECTED — 1515  Bruckner  Boulevard  and 
1015  Elder  Avenue,  northwest  corner,  Block  37)3,  Lot  1, 
Borough  of  The  Bronx. 
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129-70-BZ 

APPLICANT— Max  Siegel  Associates  for  Gettysburg  Com¬ 
pany,  owner;  Continental  10  West  Garage,  lncoiporated. 
lessee. 

SUBJECT— Application  March  6,  1970— decision  of  the 
Borough  Superintendent,  under  Section  60  (3)  of  the  Mul¬ 
tiple  Dwelling  Law,  to  permit  in  a  C4-7  and  RIO  district, 
in  an  existing  32  story  multiple  dwelling,  the  addition  to 
the  uses  to  include  transient  parking  for  the  unused  and 
surplus  tenant  spaces. 

PREMISES  AFFECTED— 6  to  14  West  66th  Street,  south 
side,  125  feet  west  of  Central  Park  West,  5  to  Ul/2  West 
65th  Street,  Block  1118,  Lot  22,  Borough  of  Manhattan. 


130-70-A 


-Max  Siegel  Associates  for  Gettysburg  Corn- 
Continental  10  West  Garage,  Incorporated, 


APPLICANT- 
pany,  owner; 
lessee. 

SUBJECT — Application  March  6,  1970 — filed  pursuant  to 
Section  60  of  the  Multiple  Dwelling  Law  re-  use  of  acces¬ 
sory  garage  to  a  Multiple  Dwelling  for  transient  parking. 

PREMISES  AFFECTED— 6  to  14  West  66th  Street  south 
side,  125  feet  west  of  Central  Park  West,  5  to  U/2  West 
65th  Street,  Block  1118,  Lot  22,  Borough  of  Manhattan. 


145-70-BZ 

APPLICANT— Reavis  and  McGrath  and  Leonard  Lazarus 
for  Hilda  Oppenheimer,  owner;  Pennant  Parking,  In¬ 
corporated,  lessee. 

SUBJECT— Application  March  18,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-3  and  R8  district,  the 
enlargement  in  area  of  an  existing  parking  lot  extending 
into  the  residence  district. 

PREMISES  AFFECTED— 728  River  Avenue,  east  side, 
182.42  feet  south  of  East  157th  Street,  Block  2482,  Lot  6, 
Borough  of  The  Bronx. 


170-70-BZ 

APPLICANT— Robert  Gottlieb  for  Yeshiva  University, 
owner. 

SUBJECT— Application  March  24,  1970— decision  of  the 
Borough  Superintendent,  under  Section  73-452  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  construc¬ 
tion  and  maintenance  of  an  off-site  accessory  parking  fa¬ 
cility  for  a  community  facility  use. 

PREMISES  AFFECTED— 1160  Morris  Park  Avenue 
southwest  corner  of  Yates  Avenue,  Block  4115,  Lots  1 
and  5,  Borough  of  The  Bronx. 


204-70-BZ 

APPLICANT — Sidney  Goldhammer  for  Jacard  Realty  Com¬ 
pany,  owner.  < 

SUBJECT— Application  April  1,  1970— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-4  district,  in  an  existing  12 
story  mixed  building,  the  expansion  of  the  existing  book 
store  on  the  first  floor  to  include  the  second  floor. 

PREMISES  AFFECTED— 600  West  116th  Street,  2959 
Broadway,  southwest  corner,  Block  1896,  Lot  72,  Borough 
of  Manhattan. 


Resolution  and  Section  666  of  the  New  York  City  Charter, 
to  permit  in  an  R10  and  R6  district,  in  an  existing  19  story 
and  penthouse  multiple  dwelling,  the  use  of  a  portion  of 
the  first  floor  as  a  bank  with  accessory  signs. 

PREMISES  AFFECTED— 2-8  Fifth  Avenue  4-6  West  8th 
Street,  southwest  corner,  Block  551,  Lots  1,  5,  6,  31,  32,  33, 
34  and  35,  Borough  of  Manhattan. 


250-70-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Lefrank  5th 
Avenue  Corporation,  owner. 

SUBJECT— Application  April  28,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C5-3  and  C6-6  district,  the 
erection  of  a  33  story  office  and  store  building,  that  pene¬ 
trates  the  sky  exposure  plane  and  with  pylons  and  a  por¬ 
tion  of  the  first  floor  that  exceeds  the  projection  into  the 
rear  yard. 

PREMISES  AFFECTED— 32  to  46  West  57th  Street, 
south  side,  220  feet  east  of  Avenue  of  the  Americas  43  to 
55  West  56th  Street,  Block  1272,  Lots  8,  9,  10,  11,  12,  58, 
60  61,  62,  63,  64  and  65,  Borough  of  Manhattan. 


251-70-A 

APPLICANT— Leonard  F.  Rothkrug  for  Lefrak  5th  Avenue 
Corporation,  owner. 

SUBJECT— Application  April  28,  1970— Review  of  a  de¬ 
cision  of  the  Borough  Superintendent  re-  lot  line  windows. 

PREMISES  AFFECTED— 32  to  46  West  57th  Street,  south 
side,  220  feet  east  of  Avenue  of  the  Americas ,  43  to  55 
West  56th  Street,  Block  1272,  Lots  8,  9,  10,  11,  12,  58,  60, 
61,  62,  63,  64  and  65,  Borough  of  Manhattan. 


256-70-BZ 

APPLICANT— Buckley  and  Kisseloff  for  First  Union, 
owner. 

SUBJECT— Application  April  29,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  666  (7)  of  the  New  York  City  Charter, 
to  permit  in  a  C6-4  district,  the  erection  of  a  23  story  office 
building  that  exceeds  the  permitted  floor  area  ratio  and 
the  permitted  tower  coverage. 

PREMISES  AFFECTED— 245  Pearl  Street,  west  side,  54 
feet  north  of  John  Street,  Block  75,  Lot  30,  Borough  of 
Manhattan. 


411-69-BZ — Vol.  II 

APPLICANT— Albert  J.  Mario  for  North  Star  Homes, 
Incorporated,  owner. 

SUBJECT— Application  reopened  January  6,  1970  as  Vol¬ 
ume  II — decision  of  the  Borough  Superintendent,  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
R3-3  district,  the  erection  of  a  one  story  and  mezzanine 
building  for  use  as  a  warehouse  with  accessory  offices, 
loading  and  parking. 

PREMISES  AFFECTED— 120-40  to  120-60  168th  Street, 
northwest  corner  of  Baisley  Boulevard,  Block  12383,  Lot 
17,  Jamaica,  Borough  of  Queens. 

M.  MILTON  GLASS,  Chairman 


207-70-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  2  Fifth  Avenue  Company,  owner 
SUB TECT— Application  April  1,  1970— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 


JUNE  30,  1970,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  June  30,  1970,  at  2  o  clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  follow¬ 
ing  matters: 
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394-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Hemar  Realty  Associates. 
SUBJECT — Application  July  3,  1969 — Application  for  Mod¬ 
ification  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 86  to  98  Montague  Street,  211 
to  229  Hicks  Street,  southeast  corner,  59  to  65  Remsen, 
Street,  Block  248,  Lot  15,  Borough  of  Brooklyn. 


669-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Pierre  Associates  Incorporated, 
c/o  B.  Harrison  Frankel. 

SUBJECT — Application  November  13,  1969 — Application 
for  Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED — 29-33  Maiden  Lane,  56  Nassau 
Street,  northeast  corner,  Block  67,  Lot  23,  Borough  of 
Manhattan. 


1128-64- A 

APPLICANT — Reavis  and  McGrath  for  Adda  Real  Estate 
Corporation,  owner;  Bond’s  Clothing  Store,  lessee. 

SUBJECT — Application  November  12,  1964 — appeal  from 
an  order  and  decision  of  the  Fire  Commissioner,  re-  sprin¬ 
kler  system,  restored  to  Docket  by  order  of  the  Court. 

PREMISES  AFFECTED — 1530  Broadway,  southeast  cor¬ 
ner  of  West  45th  Street,  Block  997,  Part  of  Lot  1,  Bor¬ 
ough  of  Manhattan. 


11-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Collegiate  Reformed  Dutch 
Church,  owner. 

SUBJECT— Application  January  5,  1970— Application  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED — 151-155  William  Street,  101- 
117  Fulton  Street,  northwest  corner,  52-64  Ann  Street, 
Block  91,  Lots  1  to  7  inclusive,  Borough  of  Manhattan. 


12-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER.  OF  PREMISES — Via  Canalis  Incorporated  c/o 
Nathan  Miller,  owner. 

SUBJECT— Application  January  5,  1970 — Application  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED — 312-316  Canal  Street,  south 
side,  230  feet  east  of  Church  Street,  Block  210,  Lots  11  to 
15  inclusive,  Borough  of  Manhattan. 


13-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — 180  Ludlow  Corporation,  c/o 
Joseph  Yavarkowsky,  owner. 

SUBJECT— Application  January  5,  1970— Application  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED — 180  Ludlow  Street,  east  side, 
170  feet  south  of  East  Houston  Street,  Block  412,  Lot  48,’ 
Borough  of  Manhattan. 


14- 70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — J.  Y.  Realty  Corporation,  c/o 

J oseph  Yavarkowsky. 

SUBJECT— Application  January  5,  1970— Application  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 

system. 

PREMISES  AFFECTED— 182-184  Ludlow  Street,  east 
side,  120  feet  south  of  East  Houston  Street,  Block  412, 
Lots  49  and  50,  Borough  of  Manhattan. 

15- 70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES-Fourems,  Incorporated,  c/o 
Manoocherian  Bros.,  owner. 

SUBJECT— Application  January  5,  1970— Application  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 

system. 

PREMISES  AFFECTED — /8  Fifth  Avenue,  west  side  73 
feet  south  of  West  14th  Street,  Block  577,  Lot  41,  Borough 
of  Manhattan. 


279-70-A 

APPLICANT — Irving  Gershon  of  Emery  Roth  and  Sons 
for  36  Central  Park  South  Corporation,  owner. 

SUBJECT— Application  May  7,  1970— Decision  of  the  Bor¬ 
ough  Superintendent  re-  Aluminum  windows,  Adminis¬ 
trative  Code. 

PREMISES  AFFECTED— 36-38  Central  Park  South, 
south  side,  245  feet  east  of  Avenue  of  the  Americas  and 
29  to  37  West  58th  Street,  Block  1274,  Lots  11,  12,  13 
14,  62  and  64,  Borough  of  Manhattan. 

290-70-A 

APPLICANT — Leonard  F.  Rothkrug  for  Empire  State 
Warehouse  Company,  owner. 

SUBJECT— Application  May  7,  1970— Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  Smoking  in  a 
factory. 

PREMISES  AFFECTED — 372  to  390  Gates  Avenue  and 
390  to  398  Nostrand  Avenue,  southwest  corner,  183  to 
193  Monroe  Street,  Block  1812,  Lot  42,  Borough  of 
Brooklyn. 


307-70-A 

APPLICANT — Goldwater  and  Flynn  for  The  Golden 
Eagle,  Inc.,  owner. 

SUBJECT  Application  May  21,  1970 — Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  May  7,  1970,  re- 
Revocation  of  Building  Permit  No.  2322. 

PREMISES  AFFECTED — 528  to  548  West  56th  Street 
south  side,  200  feet  east  of  11th  Avenue,  Block  1084,  Lot 
9,  Borough  of  Manhattan. 


324-70-A 

APPLICANT— Joseph  Schwartz  for  Charment  Company, 

owner. 

SUBJECT  Application  May.  28,  1970 — Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  Rear  Yard,  Inner 
Court,  Fire  Stairs,  Window  Opening,  Stair  Enclosure. 
PREMISES  AFFECTED — 334-336  Bowery,  west  side  52 
feet  north  of  Bond  Street,  Block  530,  Lot  38,  Borough  of 
Manhattan. 

M.  MILTON  GLASS,  Chairman 
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JULY  7,  1970,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning  July  7,  1970,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

221-60-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Louis  Fayne, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  June  22,  1970 
—decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  storage 
of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 214-216  Bennett  Avenue,  west 
side,  819  feet  north  of  West  187th  Street,  Block  2180,  Lot 
543,  Borough  of  Manhattan. 


218-59-BZ 

APPLICANT— Albert  Melniker  for  Huttar’s  Garden  Cen¬ 
ter,  Inc.,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  December 
22,  1969— decision  of  the  Borough  Superintendent ;  ^pre¬ 
viously  granted  on  condition,  under  Sections  21  and  7h  of 
the  Zoning  Resolution,  permitting  in  a  residence  use  dis¬ 
trict,  the  construction  and  maintenance  of  a  customer 
parking  lot  for  52  cars. 

PREMISES  AFFECTED— 3631  Richmond  Road,  north 
side,  320  feet  west  of  Lighthouse  Avenue  and  400  Mace 
Street,  Block  2290,  Lot  17,  Richmond  Town,  Borough  of 
Richmond. 


378-47-BZ 

APPLICANT— Lama  and  Vassalotti  for  Rose  Sempliner, 
owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  June  8,  1970 
—decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  parking 
and  storage  of  motor  vehicles. 

PREMISES  AFFECTED— 2863-2873  West  31st  Street, 
east  side,  100  feet  north  of  Mermaid  Avenue,  Block  7009, 
Lots  54,  56  and  58,  Borough  of  Brooklyn. 


689-69-BZ 

APPLICANT— Thomas  P.  Crinnion  for  Michael  J.  Pru- 
denti,  owner;  Brennan  and  Fallon,  lessee. 

SUBJECT— Application  November  25,  1969— decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R6  district,  in  an  exist¬ 
ing  two  story  building,  the  addition  to  the  use  of  the  first 
floor  restaurant  to  include  cabaret. 

PREMISES  AFFECTED— 30-89  31st  Street  east  side, 
80.08  feet  north  of  31st  Avenue,  Block  615,  Lot  83,  Astoria, 
Borough  of  Queens. 


103-70-BZ 

APPLICANT— Stephen  B.  Jacobs  for  203  East  74th  Street 
Realty  Corporation,  owner. 

SUBJECT— Application  February  19,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-9  district,  the  erection  of  a 
16  story  mixed  building  that  exceeds  the  permitted  floor 
area' ratio,  encroaches  on  the  required  rear  yard  and  rear 


setback  above  125  feet,  and  has  less  than  the  minimum  area 
for  a  plaza. 

PREMISES  AFFECTED — 203  East  74th  Street,  north  side, 
71  feet  west  of  Third  Avenue,  Block  1429,  Lot  103,  Bor¬ 
ough  of  Manhattan. 


104-70-A 

APPLICANT — Stephen  B.  Jacobs  for  203  East  74th  Street 
Realty  Corporation,  owner. 

SUBJECT — Application  February  19,  1970 — filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  re-  rear 
yard. 

PREMISES  AFFECTED— 203  East  74th  Street,  north  side, 
71  feet  west  of  Third  Avenue,  Block  1429,  Lot  103,  Bor¬ 
ough  of  Manhattan. 


140-70-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Mid-City  Associates,  long-term  lessee. 

SUBJECT — Application  March  17,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-482  of  the 
Zoning  Resolution,  to  permit  in  a  C6-4  district,  in  conjunc¬ 
tion  with  the  erection  of  a  57  story  office  building,  the 
increase  in  size  of  the  accessory  parking  facility  to  exceed 
the  maximum  number  of  spaces. 

PREMISES  AFFECTED— 206  to  262  West  34th  Street, 
southwest  corner  of  Seventh  Avenue,  Block  783,  Part  of 
1,  Borough  of  Manhattan. 


220-70-BZ 

APPLICANT — Atkin  &  Bassolino  for  Mikandy  Food  In¬ 
corporated,  owner. 

SUBJECT— Application  April  10,  1970— decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-63 
of  the  Zoning  Resolution,  to  permit  in  an  R4  district,  the 
reconstruction  and  enlargement  in  area  of  a  retail  store. 

PREMISES  AFFECTED— 3581  Laconia  Avenue,  northeast 
corner  of  East  213th  Street,  Block  4695,  Lot  64,  Borough 
of  The  Bronx. 


280-70-BZ 

APPLICANT— Arthur  J.  McGee  for  Idleport  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Application  May  8,  1970— decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-211  and  73-212  of 
the  Zoning  Resolution,  to  permit  in  a  C2-2  district,  the 
erection  and  maintenance  of  an  automotive  service  station 
with  accessory  uses. 

PREMISES  AFFECTED — 149-05  Rockaway  Boulevard, 
northwest  corner  of  Sutphin  Boulevard,  Block  12051,  Lot 
50,  South  Ozone  Park,  Borough  of  Queens. 


287-70-BZ 

APPLICANT— Charles  A.  Brown  for  Rogers,  Butler  and 
Burgun  for  Lenox  Hill  Hospital,  owner. 

SUBJECT— Application  May  11,  1970— decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-21  and  73-641  of 
the  Zoning  Resolution,  to  permit  in  an  R8,  R10  and  Cl-9 
district,  the  erection  of  a  12  story  hospital  structure  that 
exceeds  the  permitted  lot  coverage  and  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED— 112  East  77th  Street,  south  side, 
from  Park  Avenue  to  Lexington  Avenue,  101  to  133  East 
76th  Street,  841  Park  Avenue,  1090  Lexington  Avenue, 
Block  1411,  Lot  1,  Borough  of  Manhattan. 

M.  MILTON  GLASS,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  JUNE  2,  1970,  10  A.M. 

Present:  Chairman  Glass,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  afternoon  May  12,  1970,  were  ap¬ 
proved  as  printed  in  the  Bulletin  of  May  21,  1970,  Vol.  55, 
No.  21. 


196-35-BZ— Vol.  II 

APPLICANT — Humble  Oil  and  Refining  Company  for 
Dominick  Mustello,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition,  under  Sections 
7c  and  7i  of  the  Zoning  Resolution,  permitting  in  a  busi¬ 
ness  and  unrestricted  use  district,  the  reconstruction  and 
extension  of  existing  gasoline  service  station  to  include 
lubritorium,  auto  washing,  storage  and  sale  of  accessories, 
motor  vehicle  repairs  and  office. 

PREMISES  AFFECTED — 40-13  Astoria  Boulevard,  north¬ 
east  corner,  23-69  Steinway  Street,  Block  793,  Lot  26, 
(formerly  Lots  26  and  28),  Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  January  16,  1951,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  January  22,  1952;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
16,  1951,  as  amended  through  January  22,  1952,  by  adding 
thereto : 

“that  the  gasoline  pumps  shall  conform  to  revised  draw¬ 
ing  of  proposed  conditions  marked  ‘Received  May  14, 
1970’,  one  sheet ;  and  that  the  underground  gasoline 
storage  tanks  shall  be  limited  as  to  number,  capacity 
and  location  in  accordance  with  the  requirements  of 
the  Administrative  Code,  on  condition  that  a  copy  of  the 
original  resolution,  as  amended,  and  a  certified  copy  of 
the  drawings  as  approved  by  the  Board  shall  be  perman¬ 
ently  posted  in  the  office  of  this  automotive  service  sta¬ 
tion  ;  and  that  other  than  as  herein  amended  the  resolu¬ 
tion  above  cited  shall  be  complied  with  in  all  respects  ” 
(Misc.  154-69) 


618-56-BZ 

APPLICANT — Lama  and  Vassalotti  for  B.  P.  Oil  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition,  under  Sections 
7e  and  7 A  of  the  Zoning  Resolution,  permitting  in  a  local 
retail  and  residence  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  automobile  washing, 


lubritorium,  office,  accessory  sales,  minor  repairs  with  en¬ 
trances,  signs  and  show  windows  within  75  feet  of  a  resi¬ 
dence  use  district. 

PREMISES  AFFECTED— 2739-2747  86th  Street  and  2173- 
2177  West  10th  Street,  northeast  corner  and  95-105  Avenue 
V,  Block  7117,  Lot  45,  (formerly  lots  45,  46,  47,  48,  50,  51 
and  52),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  17,  1957,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  December  9,  1958 ;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
htveby_reopen  and  amend  the  resolution  adopted  on  December 
17,  1957,  as  amended  through  December  9,  1958,  by  adding 
thereto : 

“that  the  accessory  building  may  be  altered  substantially 
as  shown  on  revised  drawing  of  proposed  conditions 
marked  ‘Received  May  14,  1970’,  one  sheet ;  and  that 
the  gasoline  pumps  may  remain  as  installed  and  shown 
thereon,  on  condition  that  a  copy  of  the  original  resolu¬ 
tion,  as  amended,  and  a  certified  copy  of  the  drawings 
as  anproved  by  the  Board  shall  be  permanently  posted 
in  the  office  of  this  automotive  service  station ;  and  that 
other  than  as  herein  amended  the  resolution  above  cited 
shall  be  complied  with  in  all  respects.”  (B.  N.  1276-70) 


117-54-BZ— Vol.  II 


APPLICANT — Lama  and  Vassalotti  for  B.  P.  Oil  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition,  under  Sections 
7 f ,  7 i  and  7 A  of  the  Zoning  Resolution,  permitting  in  a 
business  use  district, ,  the  erection  and  maintenance  of  a 
gasoline  service  station,  lubritorium,  car  washing,  minor 
auto  repairs,  office,  sales  and  the  parking  and  storage  of 
motor  vehicles  with  show  windows  within  75  feet  of  a 
residence  use  district,  for  a  stated  term  of  15  years. 

PREMISES  AFFECTED — 394-404  Avenue  U  and  2133- 
2143  East  2nd  Street,  southeast  corner,  Block  7129,  Lot  1, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 


THE  VOTE— 


Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative :  . 


5 

0 


THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  October  14,  1959,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  November  15,  1960;  and 
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Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
14,  1959,  as  amended  through  November  15,  1960,  by  adding 
thereto : 

“that  the  accessory  building  may  be  altered  substantially 
as  shown  on  revised  drawing  of  proposed  conditions 
marked  ‘Received  May  14,  1970’,  one  sheet,  on  condition 
that  a  copy  of  the  original  resolution,  as  amended,  and 
a  certified  copy  of  the  drawings  as  approved  by  the 
Board  shall  be  permanently  posted  in  the  office  of  this 
automotive  service  station ;  and  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects.”  (B.  N.  1082-70) 


522-54-BZ 

APPLICANT — Joseph  E.  Bedell  of  Connolly  and  Grimes 
for  Jowin,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  February 
15,  1970 — decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition,  under  Section  7e  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district, 
the  change  in  occupancy  from  one  family  dwelling  to 
funeral  home  and  undertaking  establishment  with  a  busi¬ 
ness  sign,  and  to  permit  the  parking  of  twenty  motor 
vehicles  and  to  permit  the  use  of  former  accessory  frame 
structures  as  garages  and  apartments. 

PREMISES  AFFECTED — 3787  Hylan  Boulevard,  north¬ 
east  corner  of  Great  Kills  Road,  Block  5131,  Lot  1, 
Great  Kills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  John  T.  Connolly. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
February  15,  1955,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
June  2,  1970,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  February 
15,  1955,  only  as  to  the  term  of  the  variance,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  February  15,  1970, 
to  permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects  ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  136-54) 


797-55-BZ 

APPLICANT — Lama  and  Vassalotti  for  B.  P.  Oil  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition,  under  Sections 
7c  and  7i  of  the  Zoning  Resolution,  permitting  in  an  unre¬ 
stricted  and  business  use  district,  the  proposed  change  in 
uses  and  extension  of  existing  gasoline  service  station,  re¬ 
pair  shop,  greasing  room,  office  and  boiler  room  to  gasoline 
service  station,  lubritorium,  auto  repairs,  car  washing,  of¬ 
fice  sales,  storage,  parking  and  storage  of  motor  vehicles. 


PREMISES  AFFECTED — 1866-1888  Ralph  Avenue  and 
5920-5930  Flatlands  Avenue,  southwest  corner,  Block 
7763,  Lot  80  (formerly  Lots  80,  83  and  96,  Borough  of 
Brooklyn). 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  anjended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
September  25,  1956,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Septem¬ 
ber  25,  1956,  by  adding  thereto : 

“that  the  accessory  building  may  be  altered  substantially 
as  shown  on  revised  drawing  of  proposed  conditions 
marked  ‘Received  May  14,  1970’,  one  sheet,  on  condition 
that  a  copy  of  the  original  resolution,  as  amended,  and 
a  certified  copy  of  the  drawings  as  approved  by  the  Board 
shall  be  permanently  posted  in  the  office  of  this  auto¬ 
motive  service  station;  and  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects.”  (B.N.  1081-70) 


1068-64-BZ 

APPLICANT — Ruth  Peres,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
request  to  waive  the  rules  of  procedure  and  extension  of 
term  of  variance  which  expired  February  16,  1970 — deci¬ 
sion  of  the  Borough  Superintendent ;  previously  granted 
on  condition,  under  Section  72-21  of  the  Zoning  Resolution, 
to  permit  in  a  C2-2  district,  the  maintenance  of  an  auto¬ 
motive  sales  lot  in  conjunction  with  a  proposed  auto  rental 
establishment. 

PREMISES  AFFECTED— 202-05  Northern  Boulevard, 
northeast  corner  of  202nd  Street,  Block  6263,  Lot  29,  Bay- 
side,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Ruth  Peres. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
February  16,  1965,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
June  2,  1970,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  February  16,  1965  only  as  to  the 
term  of  the  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  February  16, 
1970,  to  permit  .  .  .;  on  condition  that  all  fences  and 
the  gate  be  reconstructed  and  maintained  in  good  condi¬ 
tion;  that  paving  and  bumpers  comply  with  the  rules 
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and  regulations  of  the  Department  of  Buildings ;  that 
other  than  as  herein  amended  the  resolution  above  cited 
shall  be  complied  with  in  all  respects;  and  that  a  new 
Certificate  of  Occupancy  shall  be  obtained”.  (Alt. 
455-54) 


100-68-BZ 

APPLICANT — Milton  Feldman  for  EDO  Corporation, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition,  under  Sec¬ 
tion  73-29  of  the  Zoning  Resolution,  to  permit  in  an  M2-1 
district,  in  an  existing  one-story  mechanical  testing  labo¬ 
ratory,  the  storage  of  Class  IV  material. 

PREMISES  AFFECTED— 109-20  14th  Avenue,  south  side, 
100  feet  west  of  110th  Street,  Block  4044,  part  of  Lot  6, 
College  Point,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Milton  Feldman. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  2,  1968,  on  certain  conditions;  and 

Whereas,  the  resolution  was  amended  on  January  14, 
1969;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  2, 
1968,  as  amended  through  January  14,  1969,  only  insofar  as 
it  refers  to  the  type  and  quantity  of  explosives  permitted  to 
be  stored,  so  that  as  amended  this  portion  of  the  resolu¬ 
tion  shall  read : 

“that  the  quantity  of  explosives  stored  shall  be  limited 
to  60  pieces  of  Navy  Model  EX107  Cartridge,  on  con¬ 
dition  that  other  than  as  herein  amended  the  resolution 
above  cited  shall  be  complied  with  in  all  respects.”  (Dept, 
of  Ports  and  Terminals  letter  dated  5/5/70) 


66-69-BZ 

APPLICANT — Lama  and  Vassalotti  for  H.  N.  F.  Realty 
Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  May  20,  1970 
and  amendment  of  resolution — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition,  under 
Section  11-412  of  the  Zoning  Resolution,  to  permit  in  a 
Cl-2  district,  the  enlargement  in  lot  area  and  floor  area 
of  an  existing  automotive  service  station  with  accessory 
uses  previously  before  the  Board. 

PREMISES  AFFECTED— 260-09  Nassau  Boulevard,  54-47 
to  54-67  Little  Neck  Parkway,  northeast  corner,  Block 
8274,  Lots  134  and  135,  Little  Neck.  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  time  to  com¬ 
plete  work  extended  and  resolution  amended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
May  20,  1969,  on  certain  conditions ;  and 

W hereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work  and  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  May  20, 
1969,  by  adding  thereto: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  May  20,  1970 ;  and  that  the  two  25  foot 
curb  cuts  on  Nassau  Boulevard  shall  conform  to  re¬ 
vised  drawing  of  proposed  conditions  marked  ‘Received 
May  26,  1970’,  one  sheet,  on  condition  that  a  copy  of  the 
original  resolution  as  amended,  and  a  certified  copy  of  the 
drawings  as  approved  by  the  Board  shall  be  perman¬ 
ently  posted  in  the  office  of  this  automotive  service  sta¬ 
tion  ;  and  that  other  than  as  herein  amended  the  resolu¬ 
tion  above  cited  shall  be  complied  with  in  all  respects.” 
(Alt.  18-69) 


83-69-BZ 

APPLICANT — Lawrence  W.  Larsen  for  Andrew  Russo, 
owner. 

SUBJECT — Application  February  26,  1969 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  in  an 
existing  two-story  building,  in  conjunction  with  the  con¬ 
version  of  the  first  floor  to  an  eating  and  drinking  estab¬ 
lishment,  the  change  in  use  of  the  second  floor  from  apart¬ 
ments  to  offices. 

PREMISES  AFFECTED — 132  Freemont  Avenue,  south 
side,  97.24  feet  east  of  South  Railroad  Avenue,  Block  3604, 
Lot  35,  Grant  City,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


79-69-BZ 

APPLICANT — Max  Siegel  Associates  for  17  Battery  Place 
Associates  (New  York  Life  Insurance  Company)  owner. 

SUBJECT — Application  for  consideration — reopening  to 
withdraw  at  the  request  to  reopen — decision  of  the  Borough 
Superintendent;  previously  granted  on  condition,  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a 
C5-5  district,  the  erection  of  a  twenty-story  office  building 
that  exceeds  the  permitted  floor  area  ratio  and  penetrates 
the  sky  exposure  plane. 

PREMISES  AFFECTED — 2-26  Washington  Street,  17 
Battery  Place,  northwest  corner,  1-14  West  Street,  Block 
15,  Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  John  M.  Hronec. 

ACTION  OF  BOARD — Application  to  reopen  and  extend 
time  to  complete  construction  withdrawn  at  the  request  of 
the  applicant.  (Photographs  submitted  by  the  applicant 
show  that  substantial  construction  has  been  completed  in 
compliance  with  the  terms  and  conditions  of  the  resolution.) 
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THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


429-67-BZ — Vol.  II 

APPLICANT — Leonard  F.  Rothkrug  for  Nicholson  Plumb¬ 
ing  and  Heating  Company,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  as 
Vol.  II  subject  to  regular  procedure — decision  of  the  Bor¬ 
ough  Superintendent ;  previously  denied,  under  Section 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  C8-2  dis¬ 
trict,  the  change  in  occupancy  of  an  existing  three  story 
building  from  store  and  two  family  dwelling  to  store  and 
four  family  dwelling  with  windows  that  encroach  on  the 
required  distance  to  a  lot  line. 

PREMISES  AFFECTED- — 626  Coney  Island  Avenue,  west 
side,  220  feet  6  inches  north  of  Avenue  C,  Block  5361,  Lot 
31,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  as  Vol.  II, 
subject  to  the  regular  procedure. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


430-67-A— Vol.  II 

APPLICANT — Leonard  F.  Rothkrug  for  Nicholson  Plumb¬ 
ing  and  Heating  Company,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  as 
Vol.  II  subject  to  regular  procedure — appeal  from  the 
Borough  Superintendent  re-  minimum  dimensions  of  yard 
or  courts ;  previously  withdrawn  at  request  of  applicant. 

PREMISES  AFFECTED — 626  Coney  Island  Avenue,  west 
side,  220  feet  6  inches  north  of  Avenue  C,  Block  5361,  Lot 
31,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — -Application  reopened  as  Vol.  II, 
subject  to  the  regular  procedure. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


39-69-BZ 

APPLICANT — Fred  W.  Raffo  for  Joseph  Darconte  and 
Richard  Hoick  d/b/a  Nelson  Terrace  Incorporated, 
owners. 

SUBJECT — Application  January  27,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-1  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  building  and  the 
extension  of  the  restaurant  into  the  adjoining  structure. 

PREMISES  AFFECTED — 23A  Nelson  Avenue,  north¬ 
west  corner  of  Locust  Place,  Block  5143,  Lots  1  and  6 
(tentatively  combined  to  1)  Great  Kills,  Borough  of  Rich¬ 
mond. 

APPEARANCES— 

For  Applicant :  Nicholas  J.  Salvadeo  and  Richard  Hoick. 
For  Opposition :  Victor  Saderholm,  Domenico  Ioque, 


Louise  R.  Genovese,  Nanette  E.  Free,  Frances  Watson, 
Peter  Muldoon  and  Robert  Ustaszewski. 

ACTION  OF  BOARD — Laid  over  to  June  16,  1970,  at 
10  A.M.  Applicant  to  submit  additional  information. 
Hearing  closed.  Previously  inspected. 


471-69-BZ 

APPLICANT — Andrew  Di  Camillo  for  Estate  of  Giusep- 
pina,  owner;  B.  &  B.  Iron  Works  (Lo  Bue  Corporation), 

lessee. 

SUBJECT — Application  August  7,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R5  district,  the 
maintenance  of  a  metal  products  shop  with  an  accessory 
storage  structure. 

PREMISES  AFFECTED- — 12  Bay  49th  Street,  west  side, 
105  feet  6%  inches  south  of  Stillwell  Avenue,  Block  6903, 
Lot  55,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Frank  Sellitto. 

For  Opposition:  Paul  J.  Sutera  and  Anthony  A.  La 
Torre,  Jr. 

ACTION  OF  BOARD — Laid  over  to  June  16,  1970,  at  10 
A.M.  Applicant  to  submit  photographs  showing  the  rear 
of  the  premises  and  additional  information.  Hearing  con¬ 
tinued.  Previously  inspected. 


549-69-BZ 

APPLICANT — Arthur  J.  McGee  for  9th  Street  Company, 
owner. 

SUBJECT — Application  September  23,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C6-1  and  R7-2  district,  the 
erection  of  a  28  story  multiple  dwelling  and  store  building 
that  exceeds  the  permitted  floor  area  ratio  and  lot  area 
per  room,  has  less  than  the  required  open  space  ratio  and 
accessory  parking  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 39-45  Third  Avenue,  east  side, 
from  East  9th  Street  to  East  10th  Street,  Block  465,  Lots 
1  to  8,  30,  32,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino,  Milton  Herman  and 
Helen  Barrera. 

For  Opposition:  None. 

For  Administration:  Mark  Levine,  City  Planning  Com¬ 
mission. 

ACTION  OF  BOARD — Laid  over  to  June  16,  1970,  at  10 
A.M.  at  the  reciuest  of  the  City  Planning  Commission  and 
the  applicant.  Hearing  continued.  Perviously  inspected. 

562-69-BZ 

APPLICANT — Atkin  and  Bassolino  for  Carlo  and  Yolanda 
Aprea,  owners. 

SUBJECT — Application  October  2,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  73-62  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  conversion 
of  an  existing  two  family  dwelling  to  a  three  family  dwell¬ 
ing  that  increases  the  degree  of  non-compliance  in  lot  area 
per  room. 

PREMISES  AFFECTED — 1774  Bussing  Avenue,  southeast 
corner  of  Gunther  Avenue,  Block  5008,  Lot  1,  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant :  Harry  Atkin. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  June  16,  1970,  at  10 
A.M.  for  decision;  applicant  to  file  additional  information, 
previously  inspected;  hearing  closed. 
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61-70-BZ 

APPLICANT— Kenneth  H.  Koons  for  Gelstone  Builders, 
Incorporated,  owner. 

SUBJECT— Application  January  27,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  construc¬ 
tion  and  maintenance  of  an  outdoor  automotive  sales 
establishment  for  a  temporary  term  of  years. 

PREMISES  AFFECTED— 2901  Colden  Avenue,  northwest 
corner  of  Arnow  Avenue,  Block  4553,  Lots  1  and  5,  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Kenneth  H.  Koons. 

For  Opposition:  Thomas  Valerio,  Samuel  Casale,  Gene 
Ocehuito  and  Leo  Cavatorta. 

ACTION  OF  BOARD— Laid  over  to  June  23,  1970,  at  10 
A.M.  at  the  request  of  the  applicant.  Hearing  continued. 
Previously  inspected. 


69-70-BZ 

APPLICANT — Alfonso  Duarte  for  107  East  38th  Incor¬ 
porated,  owner. 

SUBJECT— Application  January  28,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  R7-2  district,  in  an  existing  five 
story  building  and  basement,  the  change  in  occupancy 
from  residential  to  office  use. 

PREMISES  AFFECTED— 107  East  38th  Street,  north 
side,  155  feet  east  of  Park  Avenue,  Block  894,  Lot  8, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Alfonso  Duarte. 

For  Opposition:  Roger  M.  Levin. 

ACTION  OF  BOARD — Laid  over  to  June  16,  1970,  at 
10  A.M.  for  hearing;  previously  inspected. 


70-70-A 

APPLICANT— Alfonso  Duarte  for  107  East  38th  Incor¬ 
porated,  owner. 

SUBJECT — Application  January  28,  1970s — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  egress,  live 
load,  etc. 

PREMISES  AFFECTED— 107  East  38th  Street,  north 
side,  155  feet  east  of  Park  Avenue,  Block  894,  Lot  8,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Alfonso  Duarte. 

ACTION  OF  BOARD —  Laid  over  to  June  16,  1970,  at 
10  A.M.  for  hearing;  previously  inspected. 


75-70-BZ 

APPLICANT — Atkin  and  Bassolino  for  Luke  Corcione, 
owner. 

SUBJECT — Application  January  30,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  the  erection 
of  a  one  story  building  for  use  as  a  motor  vehicle  repair 
shop. 

PREMISES  AFFECTED— 3231  White  Plains  Road,  west 
side.  220.03  feet  north  of  Burke  Avenue,  Block  4595,  Lot 
40,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Harry  Atkin,  Luke  Corcione  and  John 
Corcione. 

For  Opposition:  None. 


ACTION  OF  BOARD — Laid  over  to  June  16,  1970,  at  10 
A.M.  for  decision;  applicant  to  file  revised  drawing  and 
affidavit;  previously  inspected;  hearing  closed. 


83-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Angelo  Zuero, 
owner;  Sanford  Box  Repair  Corporation,  lessee. 

SUBJECT — Application  February  5,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412,  72-21  and 
72-01  (b)  of  the  Zoning  Resolution,  to  permit  in  an  R6 
district,  in  an  existing  one  story  building  previously  before 
the  Board,  the  change  in  occupancy  from  repair  shop  and 
gas  station  to  a  woodworking  shop. 

PREMISES  AFFECTED — 505-507  Evergreen  Avenue, 
northeast  corner  of  Putnam  Avenue,  Block  3375,  Lot  9, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  June  16,  1970,  at  10 
A.M.  for  clarification  of  the  record  by  the  applicant,  and 
continued  hearing;  previously  inspected. 


134-70-BZ 

APPLICANT — A.  H.  Salkowitz  and  C.  Heimberger  for 
Allied  Jamaica  Corporation,  owner;  New  York  Telephone 
Company,  lessee. 

SLIBJECT — Application  March  12,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-44  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C4-2  district,  in  conjunc¬ 
tion  with  the  erection  of  a  ten  story  telephone  office  build¬ 
ing,  the  reduction  in  the  number  of  accessory  parking 
spaces. 

PREMISES  AFFECTED— 88-11  165th  Street,  southeast 
corner  of  88th  Avenue,  Block  9815,  Lot  56,  Jamaica,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Carl  Heimberger. 

For  Opposition:  None. 

For  Administration:  Stanley  Natkins,  Office  of  Jamaica 
Planning  and  Development  Board. 

ACTION  OF  BOARD — Laid  over  to  June  23,  1970,  at  10 
A.M.  at  the  request  of  the  applicant,  on  condition  that  the 
applicant  mail  notices  to  the  affected  _  property  owners 
today.  Hearing  continued.  Previously  inspected. 


148-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Ciampa  Properties, 
Incorporated,  owner. 

SUBJECT — Application  March  18,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Ml-1  and  R4  district,  the 
erection  of  a  one  story  enlargement  to  an  existing  factory 
and  warehouse  extending  into  the  residence  district. 

PREMISES  AFFECTED— 119-06  15th  Avenue.  15-11 
119th  Street,  southeast  corner,  Block  4073,  Lots  22  and  47, 
College  Point,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  June  16,  1970,  at 
10  A.M.  at  the  request  of  the  applicant.  Hearing  continued. 
Previously  inspected. 

213-70-BZ 

APPLICANT — Samuel  H.  Lindenbaum  for  Robro  Realty 
Corporation,  owner. 
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SUBJECT— Application  April  7,  1970— decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  C6-4  district,  the  erection  of  a  36 
story  office  and  store  building  that  exceeds  the  permitted 
floor  area  ratio  and  encroaches  on  the  required  rear  yard. 
PREMISES  AFFECTED— 237-245  East  40th  Street,  747- 
765  Second  Avenue,  north  west  corner,  242  East  41st 
Street,  Block  1314,  Lot  21,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum,  Richard  Roth 
Sr.,  Frederick  P.  Rose,  Bernard  Strassner  and  Kenneth 
Singer. 

For  Opposition:  None. 

For  Administration :  Mark  A.  Levine,  City  Planning 
Comm. 

ACTION  OF  BOARD— Laid  over  to  June  16,  1970,  at 
10  A.M.  Applicant  to  submit  additional  information. 
Hearing  continued.  Previously  inspected. 


86-70-BZ 


APPLICANT— Arthur  J.  McGee  for  Marcellina  Matos, 
Johnson  Chemical  Company,  Vincent  C.  Roman,  owners. 
SUBJECT— Application  February  9,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl -3  and  R6  district,  the 
erection  of  a  one  story  enlargement  to  an  existing  factory. 
PREMISES  AFFECTED— 225  to  233  Johnson  Avenue, 
north  side,  125  feet  west  of  Bushwick  Avenue,  Block 
3063,  Lots  24,  25,  26,  28,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  None. 

For  Administration:  Philip  Scott,  Dept,  of  Commerce. 
ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 

0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
June  2,  1970,  after  due  notice  by  publication  in  the  Bulletin; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  22,  1969,  acting  on  Alt.  Applic.  2074/1969, 
reads : 

“1.  Proposed  Enlargements  to  an  existing  Factory 
and  Storage  Building  (mixing  and  packaging  of  disin¬ 
fectants,  Use  Group  18A)  on  a  lot  located  partly  in  an 
R6  district  and  partly  in  a  Cl-3  district  is  contrary  to 
Sect.  22-00  and  Sec.  32-00  Zoning  Resolution. 

2.  Section  52-41  Z.R.  only  permits  enlargements  to 
non-conforming  buildings  when  loading  berths  or  park¬ 
ing  would  be  required  under  the  zoning  resolution,  since 
the  area  of  the  existing  building  does  not  require  unload¬ 
ing  space,  enlargement  is  not  permitted.  (See  Sec.  52-41, 
Par.  2,  Z.R.) 

“There  are  no  bulk  provisions  for  non-conforming 
uses  in  Residence  or  Commercial  Districts,  therefore 
refer  to  the  Board  of  Standards  and  Appeals  for  their 
determination.” 


and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 


cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a 
Cl-3  and  R6  district,  the  erection  of  a  one-story  enlargement 
to  an  existing  factory,  on  condition  that  all  work  shall  sub¬ 
stantially  conform  to  drawings  filed  with  this  application  and 
marked  “Received  January  22,  1970,”  4  sheets ;  that  all  other 
laws,  rules  and  regulations  applicable  shall  be  complied  with, 
and  that  substantial  construction  be  completed  within  one 
year  from  the  date  of  this  resolution. 


169-70-BZ 

APPLICANT — Lama  and  Vassalotti  for  Bonner  Realty  and 
Construction  Corporation,  owner. 

SUBJECT — Application  March  24,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-5  and  R10  district,  in  an 
existing  39  story  mixed  building,  the  conversion  of  the  store 
in  the  cellar  to  a  gymnasium  and  doctors’  offices  in  the 
cellar  to  offices. 

PREMISES  AFFECTED— 1006  to  1020  First  Avenue,  403 
to  409  East  55th  Street,  northeast  corner,  400  to  408  East 
56th  Street,  Block  1367,  Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  James  E.  Vassolotti. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
May  19,  1970,  after  due  notice  by  publication  in  the  Bulletin ; 
laid  over  to  June  2,  1970;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  18,  1970,  acting  on  Alt.  Applic.  276/1970,  reads : 
“Al.  Proposed  change  from  store  and  storage  to 
gymnasium  (Use  Group  #9)  in  the  cellar  located  in 
Cl-5  within  R-10  district  is  not  permitted  as  per  Sect. 
32-18  of  the  Zoning  Resolution. 

A2.  Proposed  change  from  Doctor’s  office  to  offices 
Use  Group  #6  in  cellar  and  1st  floor  located  partly  in 
in  Cl-5  within  R-10  and  R-10  district  is  not  permitted 
as  per  Sect.  22-10  of  the  Zoning  Resolution.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  bv  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  existing  39-story  mixed  building,  the  conversion  of  the 
store  in  the  cellar  to  a  gymnasium  and  the  doctors’  offices 
in  the  cellar  and  first  floor  to  offices,  on  condition  that 
all  work  shall  substantially  conform  to  work  filed  with  this 
application  and  marked  “Received,  March  24,  1970,  ’  ten 
sheets,  and  “May  28,  1970”  one  sheet;  and  on  further  con¬ 
dition  that  the  gymnasium  be  open  only  between  the  hours 
of  10  a.m.  and  10  p.m.  on  weekdays,  and  between  10  a.m. 
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and  6  p.m.  on  Saturdays  and  Sundays;  and  that  an  amended 
Certificate  of  Occupancy  be  obtained;  that  all  laws,  rules 
and  regulations  applicable  be  complied  with,  and  that  sub¬ 
stantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 


177-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Edward  T.  Green, 
owner;  Brooklyn  Union  Gas  Company,  optionee. 
SUBJECT — Application  March  26,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-3  district,  the  conversion 
of  an  existing  one  story  and  cellar  dwelling  from  a  store 
to  a  dwelling  that  creates  non-compliance  on  the  rear  yard 
requirements. 

PREMISES  AFFECTED — 77  Prospect  Place,  north  side, 
100  feet  east  of  Sixth  Avenue,  Block  936,  Lots  37  and  12, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug,  Jasper  Gardstein 
and  Frederic  H.  Rider. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition, 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  May  19,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  June  2,  1970;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  12,  1970,  acting  on  Alt.  Applic  232/1970,  reads: 

“1.  Rear  yard  is  less  than  30'  in  depth  and  there¬ 
fore  does  not  meet  the  minimum  requirements  of  Sec¬ 
tion  23-47  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  prac¬ 
tical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
a  C2-3  district,  the  conversion  of  an  existing  one-story  and 
cellar  building  from  a  store  to  a  dwelling  that  creates  non- 
compliance  on  the  rear  yard  requirement,  on  condition  that 
all  work  shall  substantially  conform  to  drawings  filed  with 
this  application  and  marked  “Received  March  26,  1970”,  7 
sheets ;  that  all  laws,  rules  and  regulations  applicable  shall 
be  complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


178-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Edward  T.  Green, 
owner ;  Brooklyn  Union  Gas  Company,  optionee. 

SUBJECT — Application  March  26,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-3  district,  the  conversion 
of  an  existing  one  story  and  cellar  building  from  a  store 
to  a  dwelling  that  creates  non-compliance  on  the  rear  yard 
requirements. 


PREMISES  AFFECTED — 81  Prospect  Place,  north  side, 
130  feet  east  of  Sixth  Avenue,  Block  936,  Lots  36  and  12, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug  and  Jasper  N. 
Gardstein. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a_  public  hearing  was  held  on  this  application 
on  May  19,  1970,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  June  2,  1970;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  12,  1970,  acting  on  Alt.  Applic.  231/1970, 
reads : 

“1.  Rear  yard  is  less  than  30'  in  depth  and  there¬ 
fore  does  not  meet  the  minimum  requirements  of  Section 
23-47  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
a  C2-3  district,  the  conversion  of  an  existing  one-story  and 
cellar  building  from  a  store  to  a  dwelling  that  creates  non- 
compliance  on  the  rear  yard  requirement,  on  condition  that 
all  work  shall  substantially  conform  to  drawings  filed  with 
this  application  and  marked  “Received  March  26,  1970”,  7 
sheets ;  that  all  laws,  rules  and  regulations  applicable  shall 
be  complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


179-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Edward  T.  Green, 
owner ;  Brooklyn  Union  Gas  Company,  optionee. 
SUBJECT — Application  March  26,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-3  district,  the  conversion 
of  an  existing  one  story  and  cellar  building  from  a  store 
to  a  dwelling  that  creates  non-compliance  on  the  rear  yard 
requirements. 

PREMISES  AFFECTED — 85  Prospect  Place,  north  side, 
157  feet  6  inches  east  of  Sixth  Avenue,  Block  936,  Lots 
35  and  12,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug,  Fenton  Book, 
Harold  Asen  and  Everett  H.  Ortner. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan .  5 

Negative:  .  0 


476 


MINUTES 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
May  19,  1970,  after  due  notice  by  publication  in  the  Bulletin ; 
laid  over  to  June  2,  1970;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  12,  1970,  acting  on  Alt.  230/1970,  reads : 

“1.  Rear  yard  is  less  than  30'  in  depth  and  there¬ 
fore  does  not  meet  the  minimum  requirements  of  Section 
23-47  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
a  C2-3  district,  the  conversion  of  an  existing  one-story  and 
cellar  building  from  a  store  to  a  dewelling  that  creates  non- 
compliance  on  the  rear  yard  requirement,  on  condition  that 
all  work  shall  substantially  conform  to  drawings  filed  with 
this  application  and  marked  “Received  March  26,  1970”,  7 
sheets;  that  all  laws,  rules  and  regulations  applicable  shall 
be  complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


203-70-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 
SUBJECT — Application  April  1,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-14  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of 
a  one  story  and  cellar  structure  for  use  as  a  telephone 
exchange  with  accessory  parking  in  the  open  area. 
PREMISES  AFFECTED— 154-18  Cross  Island  Parkway, 
southeast  corner  of  154th  Street,  Block  4723,  Lot  5, 
Whitestone,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  S.  C.  Imbergamo  and  William  A.  Rose, 

Jr. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
May  19,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  June  2,  1970;  and 
Whereas,  the  district  maps  accompanying  the  Zoning 
Resolution  show  that  the  site  is  in  an  R3-1  district;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  3,  1970,  acting  on  N.  B.  Applic.  53/1970,  reads : 
“1.  Use  as  a  telephone  exchange  requires  a  special 
permit  by  the  Board  of  Standards  and  Appeals  in  ac¬ 
cordance  with  Section  22-21  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 


the  record  supports  the  findings  required  to  be  made  under 
Section  73-14  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Section  73-14  of  the  Zoning  Resolution,  to  permit 
in  an  R3-1  district,  the  erection  of  a  one-story  and  cellar 
structure  for  use  as  a  telephone  exchange  with  accessory 
parking  in  the  open  area,  on  condition  that  all  work  shall 
substantially  conform  to  drawings  filed  with  this  application 
and  marked  “Received  April  1,  1970,”  one  sheet,  and  “May 
26,  1970,”  10  sheets ;  on  further  condition  that  the  terms, 
planting  and  screening  shown  on  the  drawings  be  main¬ 
tained  throughout  the  year ;  and  that  all  laws,  rules  and 
regulations  applicable  shall  be  complied  with,  and  that  sub¬ 
stantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 

Adjourned:  12:15  P.M. 

JAMES  P.  MULROY,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JUNE  2,  1970,  2  P.M. 

Present :  Chairman  Glass,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
Commisioner  Nolan. 

247-70-BCR 

APPLICANT — John  T.  O’Neill,  Commissioner,  Depart¬ 
ment  of  Buildings — letter  dated  April  22,  1970  and  filed 
April  24,  1970. 

AUTHORITY — C26-106.2(e)  Building  Code  of  the  City  of 
New  York. 

SUBJECT— Building  Code  Reference  Standard  RS  10-5.  To 
supersede  in  its  entirety  the  present  standard  designated 
AISC  1963  Specification  for  the  Design,  Fabrication  and 
Erection  of  Structural  Steel  for  Buildings,  including  modi¬ 
fications,  and  replace  it  with  one  designated  AISC  1969, 
as  modified. 

APPEARANCES— 

For  Applicant:  Irving  Minkin,  B.  D.,  Fred  DeFalco,  and 
E.  O.  Stephenson. 

ACTION  OF  BOARD — Reference  Standard  Adopted. 
THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  June  2,  1970  after 
due  notice;  and 

Whereas,  the  Board  has  determined  that  the  designated 
Reference  Standard  should  be  repealed  and  that  a  new 
Reference  Standard  be  adopted. 

Resolved,  that  the  Board  of  Standards  and  Appeals  acting 
under  the  authority  of  Sec.  C26-106.2(e)  Building  Code  of 
the  City  of  New  York  does  hereby  repeal  the  designated 
Reference  Standard  RS  10-5  as  adopted  by  Local  Laws  76- 
1968  in  its  entirety,  and  that  the  following  specifications  and 
modifications  thereto,  be  and  it  is  hereby,  adopted  as  Refer¬ 
ence  Standard  RS  10-5 : 

Reference  Standard  RS  10-5  AISC  1969  Specifications  for 
the  Design,  Fabrication  and  Erection  of  Structural  Steel  for 
Buildings. 

MODIFICATIONS — The  provisions  of  AISC  1969  spe¬ 
cification  for  the  design,  fabrication  and  erection. of  structural 
steel  for  buildings  shall  be  subject  to  the  following  modifica- 
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tions.  The  section  and  paragraph  numbers  are  from  that 
standard : 

Section  1.3  LOADS  AND  FORCES— 

Delete  this  text  and  substitute  the  following : 

“The  provisions  of  the  building  code  for  loads  shall 
apply.” 

Section  1.4  MATERIAL — 

Delete  this  text  and  substitute  the  following : 

1.4.1  Structural  steel 

1. 4.1.1  Material  conforming  to  one  of  the  following 
listings  is  approved  for  use  under  this  Specification: 

Structural  Steel,  ASTM  A36-69 
Welded  and  Seamless  Steel  Pipe,  ASTM  A53-69a, 
Grade  B 

High-Strength  Low-Alloy  Structural  Steel,  ASTM 
242-68 

High-Strength  Low-Alloy  Hot-Rolled  Steel  Sheet 
and  Strip,  ASTM  A375-64 
High-Strength  Structural  Steel,  ASTM  A440-66 
High-Strength  Low-Alloy  Structural  Manganese 
Structural  Steel,  ASTM  A441-68 
Cold-Formed  Welded  and  Seamless  Carbon  Steel 
Tubing  in  Rounds  and  Squares,  ASTM  A500-68 
Hot-Formed  Welded  Seamless  Carbon  Steel  Struc¬ 
tural  Tubing,  ASTM  A501-68A 
Structural  Steel  with  42,000  psi  minimum  yield, 
ASTM  A529-64 

Hot-Rolled  Carbon  Steel  Sheets  and  Strip,  Structural 
Quality,  ASTM  A570-66T,  Grades  D  and  E 
High  -  Strength  Low  -  Alloy  Columbium  -  Vanadium 
Steels  of  Structural  Quality  ASTM  A572-68 
High-Strength  Low-Alloy  Structural  Steel  with 
50,030  psi  minimum  yield  point  to  4  inches  thick, 
ASTM  A588-69 

High-Yield  Quenched  and  Tempered  Alloy  Steel 
Plate,  suitable  for  Welding,  ASTM  A514-69A. 
(Quenched  and  Tempered  Alloy  Steel  Structural 
Shapes  and  Seamless  Mechanical  Tubing  meeting 
all  the  Mechanical  and  Chemical  requirements  of 
A514  Steel,  except  that  the  specified  maximum  ten¬ 
sile  strength  may  be  140,000  psi  for  structural  shapes 
and  145,000  psi  for  Seamless  Mechanical  Tubing, 
shall  be  considered  a  A514  steel.) 

1.4.2  OTHER  METALS— 

Cast  steel  shall  conform  to  one  of  the  following  spe¬ 
cifications  : 

Mild-to-medium  Strength  Carbon-Steel  Castings  for 
General  Application,  ASTM  A27-65,  Grade  65-35 
High-Strength  Steel  Casting  for  Structural  Purposes, 
ASTM  A148-65,  Grade  80-50 
Steel  forgings  shall  conform  to  one  of  the  following 
specifications : 

Carbon  Steel  Forgings  for  General  Industrial  Use, 
ASTM  A235-67,  Class  Cl,  F  and  G.  (Class  Cl 
forgings  that  are  to  be  welded  shall  be  ordered  in 
accordance  with  supplemental  requirements  S5  of 
A325.) 

Alloy  Steel  Forgings  for  General  Industrial  Use, 
ASTM  A237-67,  Class  A 

1.4.3  RIVETS— 

Rivets  shall  conform  to  the  provisions  of  steel  struc¬ 
tural  rivets,  ASTM  A502-65,  Grade  1  or  Grade  2. 

1.4.4  BOLTS— 

Steel  bolts  shall  conform  to  one  of  the  following 
specifications : 

High  Strength  Bolts  for  Structural  Steel  Joints,  in¬ 
cluding  suitable  nuts  and  plain  hardened  washers 
ASTM  A325-68b. 


Quenched  and  Tempered  Steel  Bolts  and  Studs, 
ASTM  A449-68 

Quenched  and  Tempered  Alloy  Steel  Bolts  for  Struc¬ 
tural  Steel  Joints,  ASTM  A490-67 

Other  bolts  shall  conform  to  the  provisions  of  low- 
carbon  steel  externally  and  internally  threaded  standard 
fasteners,  ASTM  A307-68,  hereinafter  designated  as 
A307  bolts. 

1.4.5  FILLER  METAL  FOR  WELDING— 

Welding  electrodes  for  manual  shielded  metal-arc 
welding  shall  conform  to  the  following  specifications  of 
the  American  Welding  Society: 

Mild  Steel  Covered  Arc- Welding  Electrodes,  AWS 

A5.1-69 

Low-Alloy  Steel  Covered  Arc-Electrodes,  AWS  A5.5- 

69 

Bare  electrodes  and  granular  flux  used  in  the  sub¬ 
merged-arc  process  shall  conform  to  F16  or  F17  AWS- 
flux  classifications  of  bare  mild  steel  electrodes  and 
fluxes  for  submerged  arc  welding,  AWS  A5. 17-69  or 
the  provisions  of  Section  1.7.3. 

E60S  or  E70S  electrodes  used  in  gas-metal  arc  pro¬ 
cesses  shall  conform  to  the  provisions  of  mild  steel 
electrodes  for  gas  metal-arc  welding,  AWS  A5. 18-69,  or 
the  provisions  of  Section  1.17.3;  E60T  or  E70T  elec¬ 
trodes  used  in  the  flux-arc  process  shall  conform  to  the 
provisions  of  mild  steel  electrodes  for  fluxcored-arc 
welding,  AWS  A5.20-69,  or  the  provisions  of  Section 
1.17.3. 

1.4.6  STUDS— 

Studs  and  stud  welding  shall  conform  to  the  provisions 
of  the  American  Welding  Society  Code  for  welding  in 
building  construction,  AWS  D  1.0-69,  Part  6  Stud  Weld¬ 
ing  ;  and  Cold-finished  Carbon  Steel  Bars  and  Shafting, 
ASTM  A 108-69. 

1.4.6  SPECIAL  STEELS— 

Steels  other  than  those  listed  above  may  be  used  in 
accordance  with  the  provisions  of  this  reference  standard 
when  approved  for  such  use. 

Section  1.5  ALLOWABLE  STRESSES— 

1.5.5  Masonry  Bearings — 

Delete  this  text  and  substitute  the  following:  “The 
applicable  provisions  of  the  Building  Code  for  combina¬ 
tion  of  loads  shall  apply.” 

1.5.6  WIND  AND  SEISMIC  STRESSES— 

Delete  this  text  and  substitute  the  following:  “The 
provisions  of  the  Building  Code  for  combination  of  loads 
shall  apply.” 

Section  1.6  COMBINED  STRESSES— 

1.6.1  Axial  Compression  and  Bending — 

In  the  last  sentence  of  the  definition  of  Fe>  delete  the 
reference  to  “Sect.  1.5.6”  and  substitute,  “the  provisions 
of  the  Building  Code  for  wind  and  seismic  loads.” 

Section  1.7  MEMBERS  AND  CONNECTIONS  SUB¬ 
JECTED  TO  REPEATED  VARIATION  OF 
STRESS  (FATIGUE)  — 

The  provisions  of  this  section  shall  not  apply  to  the  design 
of  overhead  beams  for  elevators  and  hoisting  apparatus  nor 
to  their  immediate  supporting  framing. 

Section  1.10  PLATE  GIRDERS  AND  ROLLED 
BEAMS— 

1.10.9  Horizontal  Forces 

Delete  the  reference  to  Section  1.3.4  and  substitute, 
“Applicable  provisions  of  the  Building  Code  for  moving 
loads.” 


V 


478 


MINUTES 


Section  1.11  COMPOSITE  CONSTRUCTION— 

1.11.1  Definition 

Add  the  following:  “Concrete  materials  shall  meet  the 
applicable  requirements  of  the  Building  Code.  When 
concrete  having  a  unit  weight  less  than  130  lbs.  per  cubic 
ft.  is  used,  the  capacity  of  the  shear  connector  to  resist 
the  applied  load  under  the  proposed  conditions  of  use 
shall  be  investigated.  Composite  construction  used  for 
members  subjected  to  heavy  vehicle  loads,  as  defined  in 
the  Building  Code  for  moving  loads  (except  where  the 
applied  vehicle  is  limited  to  passenger  cars),  shall  be 
proportioned  in  accordance  with  requirements  of  refer¬ 
ence  standard  RS  9-3.” 

1.11.2  DESIGN  ASSUMPTIONS— 

1.11.2.1  Delete  the  last  sentence  and  substitute  the  fol¬ 
lowing  : 

“Alternatively,  the  steel  beam  alone  may  be  propor¬ 
tioned  to  resist  unassisted  the  positive  moment  produced 
by  all  loads,  live  and  dead,  using  a  bending  stress  equal 
to  0.76  Fy,  in  which  case  temporary  shoring  is  not 
required,  provided  the  encased  beam  is  A36  steel  not 
more  than  36"  in  depth  and  the  concrete  has  a  minimum 
compressive  strength  of  2,500  lbs.  per  sq.  in.  and  is  made 
with  A  STM  C33  aggregate. 

Section  1.13  DEFLECTIONS,  VIBRATIONS  AND 
PONDING 

1.13.3  Ponding 

Add  the  following  paragraph,  “In  roof  systems  where 
secondary  members  are  made  up  of  materials  other  than 
steel,  the  depth  of  beams  and  girders  supporting  flat 
roofs  shall  not  be  less  than  fb/600  times  their  span  length 
whether  designed  as  simple  or  continuous  spans. 

Section  1.15  CONNECTIONS- 

1.15.3  Placement  of  rivets,  bolts,  and  welds — At  the  end 
of  the  last  sentence  add  the  following:  “The  foregoing 
provisions  notwithstanding,  _  the  eccentricity  perpendicular 
to  the  plane  of  the  connection  shall  be  considered  in  pro¬ 
portioning  both  the  member  and  the  connection.” 

Section  1.17  WELDS — 

1.17.1  Welder,  tacker  and  welding  operator  qualifica¬ 
tions — 

Delete  this  section  and  substitute  the  following :  “The 
provisions  of  the  building  code  for  welding  operations 
shall  apply.” 

1.17.2  Qualification  of  weld  and  joint  details— Delete 
the  last  paragraph  and  add  the  following:  “Welding  of 
A440  steel  shall  not  be  permitted  without  special  approval 
of  the  Commissioner.” 

1.17.3  Submerged-arc,  gas  metal-arc  and  flux  cored-arc 
welding  of  high  strength  steel.  Add  the  following :  “Weld¬ 
ing  equipment  used  to  perform  these  types  of  welding 
shall  be  approved.” 

1.17.4  Electroslag  and  electrogas  welding — Add  the 
following:  “Welding  equipment  used  to  perform  these 
types  of  welding  shall  be  approved.” 

Section  1.20  EXPANSION— 

Delete  this  text  and  substitute  the  following:  “The  pro¬ 
visions  of  the  Building  Code  for  loads  due  to  thermal  forces 
shall  apply.” 

Section  1.24  PAINTING  OF  STRUCTURAL  STEEL 

a.  All  structural  steel,  except  as  provided  in  sub-section 
b  of  this  section,  shall  receive  one  coat  of  paint,  zinc  or 
bituminous  coating,  or  equivalent  metal  protection  before 
erection.  The  protection  shall  be  applied  throughly  and 


evenly  to  dry  surfaces  which  have  been  cleaned  of  loose 
mill  scale,  loose  rust,  weld  slag  flux  deposit,  dirt,  and  other 
foreign  matter.  Oil  and  grease  deposits  shall  be  removed. 
Surfaces  inaccessible  after  assembly  shall  be  treated  as  re¬ 
quired  above  prior  to  assembly. 

b.  Surfaces  of  structural  steel  shall  not  be  required  to 
receive  metal  protection  when  the  structural  steel  is  used 
under  the  conditions  listed  in  1  through  7  below.  However, 
these  surfaces  shall  be  cleaned  of  oil  and  grease  by  solvent 
cleaners  and  be  cleaned  of  dirt  and  other  foreign  material 
by  thorough  brushing  with  a  fiber  brush. 

1.  Structural  steel  that  is  encased  in  concrete  (other 
than  cinder  concrete)  or  surfaces  that  abut  concrete 
(other  than  cinder  concrete)  at  interior  locations. 

2.  Structural  steel  encased  in  non-corrosive  fire  re¬ 
sistive  materials  that  are  bonded  or  secured  to  the  steel 
surface  by  approved  means. 

3.  Surfaces  of  structural  steel  that  are  to  be  riveted, 
bolted,  or  welded  together. 

4.  Surfaces  of  structural  steel  within  2  in.  of  field 
welds  shall  be  free  of  protective  coatings  that  would  pre¬ 
vent  proper  welding  or  produce  objectionable  fumes  while 
welding  is  being  done. 

5.  Surfaces  of  structural  steel  that  have  been  machine 
finished. 

6.  Surfaces  of  types  of  structural  steel  that  have  been 
specifically  approved  for  use  without  metal  protection. 

7.  Structural  steel  members  that  are  completely  con¬ 
cealed  by  interior  finish  such  as  lath  and  plaster,  masonry, 
etc.,  need  not  be  painted  except  that  where  such  members 
are' adjacent  to  piping,  are  in  shower  or  steam  rooms,  are 
exposed  to  chemical  fumes,  or  are  exposed  to  other  con¬ 
ditions  of  potentially  aggressive  corrosion,  such  members 
shall  be  painted. 

c.  Parts  of  structural  members  left  unpainted  because  of 
welding,  bolting,  or  riveting  operations  not  exempted  from 
painting  by  the  provisions  of  sub-section  b.  above  shall  re¬ 
ceive  a  field  application  of  metal  protection  as  prescribed  in 
sub-section  a  above. 

d.  Structural  steel  that  will  remain  exposed  to  the  weather 
or  to  a  corrosive  atmosphere  shall  receive  an  additional 
coat  of  metal  protection  of  another  color  after  erection,  ex- 
cept  for  types  of  structural  steels  tha,t  ha.ve  been  specifically 
approved  for  use  under  exposure  to  the  weather  without 
metal  protection. 

e.  All  abrasions  to,  or  deterioration  of,  the  protective 
coating  shall  be  spot  painted.” 

Section  1.25  ERECTION — 

Delete  this  text  and  substitute  the  following: 

“1.25.5  Field  Connections — 

Field  connections  shall  meet  the  requirements  for  cor¬ 
responding  types  of  shop  connections  described  in  sec¬ 
tion  1.23.  No  holes,  copes,  or  cuts  of  any  type  shall  be 
made  to  facilitate  erection  unless  specifically  shown  on 
the  shop  drawings  or  authorized  in  writing  by  the  party 
or  parties  designated  for  inspection  of  said  work.” 

Add  new  section  1.25.6  to  read  as  follows: 

“1.25.6  Handling  and  storing  materials — 

All  steel  members  shall  be  shipped  and  handled  in  a 
manner  that  will  not  cause  injury  to  protective  coatings 
or  permanent  deformation  of  the  members.  Steel  mem¬ 
bers  shall  not  be  dropped,  thrown,  or  dragged.  Any 
bends,  crimps,  or  other  evidences  of  permanent  deforma¬ 
tions  shall  be  straightened  or  the  piece  shall  be  rejected. 
Materials  shall  be  stored  out  of  contact  with  the  ground, 
kept  clean,  and,  in  general,  protected  against  damage 
and  corrosion.” 
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Section  1.26  INSPECTION— 

Delete  this  section. 

Add  Section  as  follows : 

“Section  1.27  MINIMUM  THICKNESS  OF  METAL 
— All  exterior  members  of  structural  steel,  except  roofing 
and  siding,  that  are  exposed  to  the  weather  shall  have  a 
protective  coating  as  required  by  the  provisions  of  Sec¬ 
tion  1.24  and  shall  have  a  minimum  thickness  of  metal  of 
0.23  in.  Exception :  The  minimum  thickness  of  metal  need 
only  conform  to  the  requirements  for  stress  under  the 
following  conditions : 

(1)  Exterior  members  exposed  to  the  weather — An 
approved  type  of  atmospheric  corrosion  resistant  steel 
is  used  or  exposed  surfaces  are  zinc  coated  with  a 
minimum  weight  of  coating  of  approximately  0.6  ounces 
per  sq.  ft.  of  exposed  surface  and  covered  with  a  pro¬ 
tective  coating  as  required  by  section  1.24  or  exposed 
surfaces  are  protected  by  other  approved  means. 

(2)  Members  not  exposed  to  the  weather — All  mem¬ 
bers  except  that  members  located  where  they  would  be 
subject  to  accidental  impact  shall  be  stiffened  to  resist 
such  impact. 

(3)  Roofing  and  siding — All  members  provided  that 
surfaces  which  are  exposed  to  the  weather  shall  have 
a  protective  coating. 

(4)  Temporary  construction  that  will  be  in  place  for 
a  period  of  one  year,  or  less,  provided  that  all  surfaces 
which  are  exposed  to  the  weather  shall  have  a  protective 
coating. 

(5)  Joists  or  purlins  that  are  exposed  to  the  weather 
but  which  do  not  support  more  than  200  sq.  ft.  of  floor 
or  roof  area,  and  which  have  a  protective  coating  as 
required  by  section  1.24.” 

Section  2.1  SCOPE 

In  the  first  paragraph  following  the  words  “braced  multi¬ 
story  rigid  frames”  add  the  following,  “not  exceeding  eighty- 
five  feet  in  height  or  seven  stories.” 

Delete  the  first  sentence  of  the  last  paragraph  and  substi¬ 
tute  “crane  runways  shall  not  be  designed  continuous  over 
vertical  supports  on  the  basis  of  maximum  strength.” 
Section  2.2  STRUCTURAL  STEEL 

Add  the  date  of  adoption  following  the  ASTM  number 
designation  for  each  steel  material  as  follows : 

ASTM  A36  “1969” 

ASTM  A242  “1968” 

ASTM  A441  “1968” 

ASTM  AS29  “1964” 

ASTM  A572  “1968” 

ASTM  A588  “1969” 
and 

Be  it  further  resolved,  that  these  Reference  Standards  shall 
become  effective  June  22,  1970.  except  that  any  work  for 
which  an  application  is  filed  with  the  Department  of  Build¬ 
ings  not  later  than  December  22,  1970  may,  at  the  option 
of  the  applicant,  be  designed  and  constructed  in  its  entirety 
either  in  accordance  with  the  standards  hereby  repealed  or 
in  accordance  with  the  standards  hereby  adopted. 

248-70-BCR 

APPLICANT — John  T.  O’Neill,  Commissioner,  Depart¬ 
ment  of  Buildings— letter  dated  April  22,  1970  and  filed 
April  24,  1970. 

AUTHORITY — C26-106.2(e)  Building  Code  of  the  City  of 
New  York. 

SUBJECT— Building  Code  Reference  Standard  RS  10-6.  To 
supersede  in  its  entirety  the  present  standard  designated 
AISI  1962  Specification  for  the  Design  of  Light  Gage  Cold- 
Formed  Steel  Structural  Members,  including  modifications, 
and  replace  it  with  one  designated  AISI  1968  Specifica¬ 


tion  for  the  Design  of  Cold-Formed  Steel  Structural 
Members,  as  modified. 

APPEARANCES— 

For  Applicant:  Irving  Minkin,  B.  D.,  Fred  DeFalco,  and 
E.  O.  Stephenson. 

ACTION  OF  BOARD — Reference  Standard  Adopted. 
THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  June  2,  1970  after 
due  notice;  and 

Whereas,  the  Board  has  determined  that  the  designated 
Reference  Standard  should  be  repealed  and  that  a  new  Refer¬ 
ence  Standard  be  adopted. 

Resolved,  that  the  Board  of  Standards  and  Appeals  acting 
under  the  authority  of  Sec.  C26-106.2(e)  Building  Code  of 
the  City  of  New  York  does  hereby  repeal  the  designated  Ref¬ 
erence  Standard  RS  10-6  as  adopted  by  Local  Law  76-1968 
in  its  entirety,  and  that  the  following  specifications  and  modi¬ 
fications  thereto,  be  and  it  is  hereby,  adopted  as  Reference 
Standard  RS  10-6 : 

Reference  Standard  RS  10-6,  AISI  1968  Specification  for 
the  Design  of  Light  Gage  Cold-Formed  Steel  Structural 
Members. 

MODIFICATIONS — The  provisions  of  AISI  1968  spec¬ 
ification  for  the  design  of  cold-formed  steel  structural  mem¬ 
bers  shall  be  subject  to  the  following  modifications.  The  sec¬ 
tion  and  paragraph  numbers  are  from  that  standard. 

1.2  Material 

Add  the  date  of  adoption  following  the  ASTM  number 
designation  for  each  listed  steel  material  as  follows : 

ASTM  A24S  “1964” 

ASTM  A374  “1962T” 

ASTM  A375  “1964” 

ASTM  A 446  “1967” 

ASTM  A570  “1966T” 

Add  the  following  to  the  last  sentence  of  the  last  paragraph 
of  section  1.2,  “and  provided  it  is  approved  for  structural 
applications  in  accordance  with  RS  10-6  by  the  Board  of 
Standards  and  Appeals.” 

3.1  Basic  design  stress 

Add  the  following  as  the  opening  paragraph  of  section 
3.1,  “The  stresses  indicated  herein  are  applicable  only  in 
conjunction  with  the  other  requirements  contained  in  the 
following  subsections.” 

3.1.2  Wind,  earthquake  and  combined  forces — 

Delete  sections  3. 1.2.1  and  3. 1.2.2  and  substitute  the 
following :  “The  provisions  of  the  building  code  for  in¬ 
frequent  stress  conditions  shall  apply.” 

4.2  Welds— 

4.2.1  Fusion  welds — 

Add  the  following  to  the  last  sentence  of  the  footnote 
to  the  table,  “provided  the  materials,  processes,  and  pro¬ 
cedures  conform  to  the  requirements  of  AWS  Dl.0-1969 
or  are  approved  by  the  Board  of  Standards  and  Appeals.” 

In  the  last  paragraph  following  the  words  “code  for 
welding  in  building  construction”,  add  “AWS  D1.0 
1969.” 

6.1  General 

6.1(e)  Delete  and  substitute:  “Tests  shall  be  made  in 

accordance  with  the  provisions  of  the  Building  Code”. 
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6.1(f)  following  “ASTM  Designation  A370”  add  "1968". 

6.2  Evaluation  of  tests  for  determining  structural  per¬ 
formance. 

Delete  paragraph  6.2(b)  and  substitute  the  following: 

“The  provisions  of  the  building  code  for  load  tests  shall 

apply.” 

Add  the  following  section: 

Section  7.  FABRICATION,  ERECTION,  MINIMUM 
THICKNESS  OF  METAL  AND 
PAINTING— 

The  applicable  provisions  of  reference  standard  RS  10-5 
shall  apply  supplemented  as  follows  : 

7.1  Fabrication — 

(a)  Straightening  and  flattening — All  materials  shall  be 
clean  and  straight.  If  straightening  or  flattening  is  necessary, 
it  shall  be  done  by  a  suitable  process  or  method  and  in  a 
manner  that  will  not  injure  the  material. 

(b)  Profiles  used  structurally  shall  conform  to  the  speci¬ 
fied  dimension.  Care  shall  be  taken  not  to  stretch,  bend, 
or  otherwise  distort  parts  of  the  sections  unless  such  forming 
is  an  integral  part  of  the  design. 

(cj  Cutting  and  punching — Components  may  be  cut  by 
slitting,  shearing,  sawing,  or  flame  cutting.  All  punched 
holes  and  sheared  or  flame  cut  edges  of  material  in  mem¬ 
bers  subject  to  calculated  stress  shall  be  clean  and  free  from 
notches  and  burred  edges. 

(d)  Bolted  and  riveted  connections — Holes  for  bolts  or 
rivets  shall  be  1/16  in.  larger  than  the  nominal  diameter  of 
the  bolt  and  rivet  when  the  diameter  of  bolt  or  rivet  is  l/2  in. 
and  larger,  and  1/32  in.  larger  than  the  nominal  diameter 
of  the  bolt  or  rivet  when  the  diameter  is  less  than  in. 

7.2  Erection. — Care  shall  be  taken  to  avoid  damage  when 
loading,  unloading,  and  handling  members.” 

and 

Be  it  further  resolved  that  these  Reference  Standards  shall 
become  effective  June  22,  1970,  except  that  any  work  for 
which  an  application  is  filed  with  the  Department  of  Build¬ 
ings  not  later  than  December  22,  1970  may,  at  the  option  of 
the  applicant,  be  designed  and  constructed  in  its  entirety 
either  in  accordance  with  the  standards  hereby  repealed  or 
in  accordance  with  the  standards  hereby  adopted. 


249-70-BCR 

APPLICANT — John  T.  O’Neill,  Commissioner.  Department 
of  Buildings — letter  dated  April  22,  1970  and  filed  April 
24,  1970. 

AUTHORITY— C26-106.2(e)  Building  Code  of  the  City 
of  New  York. 

SUBJECT— Building  Code  Reference  Standard  RS  10--6A. 
To  issue  a  new  reference  standard,  including  modifications, 
designated  AISI  1968  Specification  for  the  Design  of  Light 
Gage  Cold-Formed  Stainless  Steel  Structural  Members. 

APPEARANCES— 

For  Applicant:  Irving  Minkin,  B.  D.,  Fred  DeFalco  and 
E.  D.  Stephenson. 

ACTION  OF  BOARD — Reference  Standard  adopted. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker. 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . . .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  June  2,  1970  after 
due  notice ;  and 

Whereas,  the  Board  has  determined  that  the  proposed  new 
reference  standard  should  be  adopted. 

Resolved,  that  the  Board  of  Standards  and  Appeals  acting 


under  the  authority  of  Sec.  C26-106.2(e)  Building  Code  of 
the  City  of  New  York  be  and  it  hereby  does  adopt  a  new 
reference  standard  to  the  Building  Code  to  be  designated 
"RS  10-6-A”  AISI  1968  Specification  for  the  Design  of 
Light  Gage  Cold-Formed  Stainless  Steel  Structural  Mem¬ 
bers,  with  modifications  as  follows : 

Reference  Standard  10-6A,  AISI  1968  Specification  for 
the  Design  of  Light  Gage  Cold  Formed  Stainless  Steel 
Structural  Members. 

MODIFICATIONS— The  provisions  of  AISI  1968  spec¬ 
ification  for  the  design  of  light  gage  cold  formed  stainless 
steel  structural  members  shall  be  subject  to  the  following 
modifications.  The  section  and  paragraph  numbers  are  from 
that  standard. 

3.1  Basis  design  stresses — 

Add  the  following  as  the  opening  paragraph  of  section 
3.1,  “The  allowable  stresses  indicated  herein  are  applicable 
only  in  conjunction  with  the  other  requirements  contained 
in  the  following  subsections.” 

3.9  Wind  or  earthquake  stresses — 

Delete  sections  3.9.1  and  3.9.2  and  substitute  the  following: 
“The  provisions  of  the  building  code  for  infrequent  stress 

conditions  shall  apply.” 

4.2.1  Fusion  welds — 

In  the  third  paragraph  following  the  words  “Code  for 
Welding  in  Building  Construction,  D1.0”  add  “1969”. 

6.2  Tests  for  special  cases — 

6.2.1  General 

6.2.1  (c)  Delete  and  substitute  the  following: 

“Tests  shall  be  made  in  conformance  with  the  provi¬ 
sions  of  the  Building  Code.  ” 

6.2.2  Tests  for  determining  structural  performance — 
Delete  paragraph  6.2.2(b)  and  substitute  the  following: 
“The  provisions  of  the  building  code  for  load  tests  shall 
apply.” 

Add  the  following  section: 

“Section  7.  FABRICATION  AND  ERECTION— 

The  applicable  provisions  of  reference  standard  RS  10-5 
shall  apply  supplemented  as  follows : 

7.1  Fabrication — 

(a)  Straightening  and  flattening — All  material  shall  be 
clean  and  straight.  If  straightening  or  flattening  is  necessary, 
it  shall  be  done  by  a  suitable  process  or  method  and  in  a 
manner  that  will  not  injure  the  material. 

(b)  Profiles  and  distortion — Profiles  used  structurally  shall 
conform  to  the  specified  dimension.  Care  shall  be  taken 
not  to  stretch,  bend,  or  otherwise  distort  parts  of  the  sections 
unless  such  forming  is  an  integral  part  of  the  design. 

(c)  Cutting  and  punching — Components  may  be  cut  by 
slitting,  shearing,  sawing,  or  flame  cutting.  All  punched 
holes  and  sheared  or  flame  cut  edges  of  material  in  members 
subject  to  calculated  stress  shall  be  clean  and  free  from 
notches  and  burred  edges. 

(d)  Bolted  and  riveted  connections — Holes  for  bolts  or 
rivets  shall  be  1/16  in.  larger  than  the  nominal  _  diameter  of 
the  bolt  and  rivet  when  the  diameter  of  bolt  or  rivet  is  V2  in. 
and  larger,  and  1/32  in.  larger  than  the  nominal  diameter  of 
the  bolt  or  rivet  when  the  diameter  is  less  than  y2  in. 

7.2  Erection — Care  shall  be  taken  to  avoid  damage  when 
loading,  unloading,  and  handling  members”. 

and 

Be  it  further  resolved  that  these  Reference  Standards  shall 
become  effective  June  22,  1970. 
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260-70-BCR 

APPLICANT — John  T.  O’Neill,  Commissioner,  Depart¬ 
ment  of  Buildings — letter  dated  April  22,  1970  and  filed 
April  29,  1970. 

AUTHORITY — C26-106.2(e)  Building  Code  of  the  City 
of  New  York. 

SUBJECT — To  amend  the  modification  to  Section  210.13 
Emergency  Controls  for  Fire  Department,  of  Building 
Code  Reference  Standard  RS  18-1  designated  USASI 
17.1  1965  USA  Standard  Safety  Code  for  Elevators, 
Dumbwaiters,  Escalators  and  Moving  Walks  including 
Supplement  A17.1a-1967. 

APPEARANCES— 

For  Applicant:  Samuel  Roberts,  Building  Dept.,  Irving 
Minkin,  B.  D.  and  William  Kish,  B.  D. 

ACTION  OF  BOARD — Reference  Standard  Amended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  June  2,  1970  after 
due  notice;  and 

Whereas,  the  Board  has  determined  that  the  proposed 
amendment  should  be  adopted. 

Resolved,  that  the  Board  of  Standards  and  Appeals  acting 
under  the  authority  of  Sec.  C26-106.2(e),  Building  Code  of 
the  City  of  New  York,  does  hereby  repeal  and  re-enact  the 
modifications  to  Section  210.13  “Emergency  Controls  for 
Fire  Department,”  of  Building  Code  Reference  Standard 
RS  18-1  to  read  as  follows : 

Section  210.13  Emergency  Controls  for  Fire  Department — 
Automatic  passenger  elevators  shall  conform  to  the  follow¬ 
ing  requirements : 

a.  A  two  position  keyed  switch  shall  be  provided  at  the 
main  floor  of  each  elevator  or  group  of  elevators  to  be  con¬ 
trolled.  When  the  switch  is  in  the  “on”  position,  the  eleva¬ 
tors  which  are  in  normal  service  and  controlled  by  that 
switch  shall  return  non-stop  to  the  main  floor.  After  the 
car  reaches  the  main  floor,  power  operated  car  and  hoistway 
doors  shall  open  and  then  reclose  after  a  lapse  of  not  less 
than  eight  (8)  seconds  nor  more  than  one  (1)  minute. 

1.  An  elevator  traveling  away  from  the  main  floor  shall 
reverse  at  the  next  available  floor  without  opening  its  doors 
and  proceed  non-stop  to  the  main  floor. 

2.  Door  reopening  devices  for  power  operated  doors  which 
may  be  affected  by  smoke  or  heat  so  as  to  prevent  door 
closure  shall  be  rendered  inoperative. 

3.  Elevators  equipped  with  power  operated  doors  and 
standing  at  a  floor  other  than  the  main  floor,  with  doors 
open  during  a  waiting  period,  shall  close  their  doors  without 
delay  and  return  non-stop  to  the  main  floor. 

4.  When  it  is  considered  safe  by  the  Fire  Department, 
the  switch  shall  be  returned  to  the  “off”  position  allowing 
all  the  elevators  not  in  emergency  service  to  return  to  normal 
operation. 

b.  A  keyed  switch  shall  be  provided  in  or  adjacent  to  an 
operating  panel  of  each  elevator  to  be  controlled.  The  switch, 
when  in  the  “on”  position  shall  put  the  elevator  on  emergency 
service,  and  void  the  conditions  set  up  by  the  firemen’s  key 
switch  at  the  main  floor. 

1.  When  on  emergency  service,  an  elevator  shall  be  oper¬ 
able  only  by  a  person  in  the  elevator. 

2.  Elevators  or  emergency  service  shall  not  respond  to 
elevator  landing  calls. 

3.  The  opening  of  power  operated  doors  shall  be  controlled 
by  continuous  pressure  “open”  buttons  or  switches.  If  the 
“open”  button  or  switch  is  released  during  the  “open”  mo¬ 
tion  the  doors  shall  automatically  reclose. 

4.  Door  reopening  devices  for  power  operated  doors  which 


may  be  affected  by  smoke  or  heat  so  as  to  prevent  door  clo¬ 
sure  shall  be  rendered  inoperative. 

c.  The  switches  required  by  a,  and  b,  above  shall  clearly 
indicate  their  “on”  and  “off”  positions,  and  shall  be  con¬ 
spicuously  and  permanently  marked  as  follows :  The  switch 
required  by  subdivision  a — “Elevator  Emergency  Use  for 
hire  Department  only”.  The  switch  required  by  subdivision 
b — “Emergency  or  Service”. 

Keys  for  these  switches  shall  be  kept  on  the  premises  by 
a  person  responsible  for  the  maintenance  and  operation  of 
the  elevators,  in  a  location  readily  accessible  to  authorized 
persons  in  an  emergency,  but  not  where  they  are  available  to 
the  public.  The  keys  shall  be  kept  in  a  locked  receptacle 
openable  by  a  Fire  Department  standard  key. 

d.  Elevators  operated  only  by  a  designated  operator  in 
the  car  shall  be  provided  with  a  signal  system  to  permit  sig¬ 
nalling  the  operator  from  the  main  floor  to  return  non-stop 
to  the  main  floor. 

Power  operated  doors  and  door  opening  devices  shall  con¬ 
form  to  subdivisions  a-2,  b-3  and  b-4. 

e.  Elevators  arranged  for  dual  operations  shall,  when  on 
automatic  operation,  conform  to  the  above  rules  for  auto¬ 
matic  elevators  and  when  on  manual  operation  to  the  rules 
for  manual  elevators. 

f.  All  elevator  safety  circuits  shall  remain  in  effect  during 
emergency  operation. 


256-69-A 


APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Trump  Construction  Co.,  owner. 
SUBJECT— Application  May  8,  1969— Application  for  Mod¬ 
ification  of  Certificate  of  Occupancy — dry  standpipe  system. 

PREMISES  AFFECTED — 655  Tysens  Lane,  northwest 
corner  of  Mill  Road,  Block  3983,  Lot  1,  New  Dorp, 
Borough  of  Richmond. 


APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.  and  Leonard  F. 
Rothkrug. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 


Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 

0 


THE  RESOLUTION— 

Whereas,  the  Fire  Commissioner  states  that  application 
is  hereby  made  to  the  Board  of  Standards  and  Appeals,  in 
accordance  with  the  provisions  of  Section  1804.4.C.6  of  the 
City  Charter,  to  modify  Certificate  of  Occupancy  in  relation 
to  the  following  building : 

“655  Tysens  Lane,  Staten  Island — Certificate  No.  31530.” 

1.  Install  an  approved  dry  standpipe  system  in  each 
of  two  (2)  stairways  located  in  the  following  building: 

“The  dry  standpipe  system  shall  be  equipped,  in¬ 
stalled  and  approved  in  accordance  with  the  provisions 
of  the  building  code”. 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be  granted 
under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  a  modification  of  the  Certificate  of  Occupancy  be  granted 
and  that  the  Certificate  of  Occupancy  be  modified  to  require 
the  installation  of  yard  hydrants,  and  that  the  yard  hydrants 
be  installed  substantially  in  accordance  with  the  drawings 
filed  with  this  application  marked  “Received,  April  23,  1970,” 
one  sheet ;  on  condition  that  the  water  lines  connecting  these 
hydrants  from  the  street  service  be  not  less  than  eight  inches 
in  diameter;  and  on  further  condition  that  all  laws,  rules 
and  regulations  governing  this  building  be  complied  with. 
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257-69-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Trump  Construction  Co., 
owner. 

SUBJECT— Application  May  8,  1969— Application  for 

Modification  of  Certificate  of  Occupancy— dry  standpipe 
system. 

PREMISES  AFFECTED— 285  Mill  Road,  northwest 
corner  of  Tysens  Lane,  Block  3983,  Lot  1,  New  Dorp, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.  D. 

For  Oposition :  I.  E.  Minkin,  B.  D.,  and  Leonard  F.  Roth- 
krug. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  Fire  Commissioner  states  that  application 
is  hereby  respectfully  made  to  the  Board  of  Standards  and 
Appeals,  in  accordance  with  the  provisions  of  Section 
1804.4.C.6  of  the  City  Charter,  to  modify  Certificate  of  Oc¬ 
cupancy  in  relation  to  the  following  buildings  : 

“285  Mill  Road,  Staten  Island — Certificate  No.  31608.” 

“1.  Install  an  approved  dry  standpipe  system  in 
each  of  two  (2)  stairways  located  in  the  following 
building” 

and  .  .  . 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be 
granted  under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  a  modification  of  the  Certificate  of  Occupancy  be  granted 
and  that  the  Certificate  of  Occupancy  be  modified  to  require 
the  installation  of  yard  hydrants,  and  that  the  yard  hydrants 
be  installed  substantially  in  accordance  with  the  drawings 
filed  with  this  application  marked  “Received,  April  23,  1970,” 
one  sheet,  on  condition  that  the  water  line  connecting,  these 
hydrants  from  the  street  service  be  not  less  than  eight  inches 
in  diameter:  and  on  further  condition  that  all  laws,  rules 
and  regulations  governing  this  building  be  complied  with. 


258-69-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Trump  Construction  Co. 
SUBJECT— Application  May  8,  1969— Application  for 

Modification  of  Certificate  of  Occupancy— dry  standpipe 
system. 

PREMISES  AFFECTED— 675  Tysens  Lane,  northwest 
corner  of  Mill  Road,  Block  3983,  Lot  1,  New  Dorp, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.,  and  Leonard  F.  Roth- 
krug. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  Fire  Commissioner  states  that  application 
is  hereby  respectfully  made  to  the  Board  of  Standards  and 


Appeals,  in  accordance  with  the  provisions  of  Section 
1804.4c.6  of  the  City  Charter,  to  modify  Certificate  of  Occu¬ 
pancy  in  relation  to  the  following  building : 

“675  Tysens  Lane,  Staten  Island — Certificate  No.  31528,” 
1.  Install  an  approved  dry  standpipe  system  in  each 
of  two  (2)  stairways  located  in  the  following  building; 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be 
granted  under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  a  modification  of  the  Certificate  of  Occupancy  be  granted 
and  that  the  Certificate  of  Occupancy  be  modified  to  require 
the  installation  of  yard  hydrants,  and  that  the  yard  hydrants 
be  installed  substantially  in  accordance  with  the  drawings  filed 
with  this  application  marked  “Received,  April  23,  1970,”  one 
sheet ;  on  condition  that  the  water  line  connecting  these  hy¬ 
drants  from  the  street  service  be  not  less  than  eight  inches 
in  diameter ;  and  on  further  condition  that  all  laws,  rules  and 
regulations  governing  this  building  be  complied  with. 

259-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Trump  Construction  Co.,  owner. 
SUBJECT — Application  May  8,  1969 — Application  for  Mod¬ 
ification  of  Certificate  of  Occupancy — dry  standpipe  system 
and  yard  hydrants. 

PREMISES  AFFECTED— 255  Mill  Road,  west  side,  326 
feet  south  of  Ebbitts  Avenue,  Block  3983,  Lot  45,  New 
Dorp,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition :  I.  E.  Minkin,  B.  D.  and  Leonard  F. 
Rothkrug. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  Fire  Commissioner  states  that  application 
is  hereby  respectfully  made,  to  the  Board  of  Standards  and 
Appeals  in  accordance  with  the  provisions  of  Section 
1804.4.C.6  of  the  City  Charter,  to  modify  Certificate  of  Occu¬ 
pancy  in  relation  to  the  following  building : 

“255  Mill  Road,  Staten  Island — Certificate  No.  34215.” 

“1.  Install  an  approved  dry  standipe  system  in  each 
of  the  two  (2)  stairways,  one  on  each  side  of  the  fire 
wall  that  divides  the  following  building  into  two  (2) 
separate  sections  from  the  second  floor  to  the  roof.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be 
granted  under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  a  modification  of  the  Certificate  of  Occupancy  be  granted 
and  that  the  Certificate  of  Occupancy  be  modified  to  require 
the  installation  of  yard  hydrants,  and  that  the  yard  hydrants 
be  installed  substantially  in  accordance  with  the  drawings 
filed  with  this  application  marked  “Received,  April  23,  1970,” 
one  sheet ;  on  condition  that  the  water  line  connecting  these 
hydrants  from  the  street  service  be  not  less  than  eight 
inches  in  diameter;  and  on  further  condition  that  all  laws, 
rules  and  regulations  governing  this  building  be  complied 
with. 

260-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Trump  Construction  Co., 
owner. 
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SUBJECT— Application  May  8,  1969 — Application  for 

Modification  of  Certificate  of  Occupancy — dry  standpipe 
system. 

PREMISES  AFI-ECTED — 245  Mill  Road,  west  side,  326 
feet  south  of  Ebbitts  Avenue,  Block  3983,  Lot  45,  New 
Dorp,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition :  I.  E.  Minkin,  B.  D.  and  Leonard  F.  Roth- 
krug. 

ACTION  OF  BOARD  Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and  Com¬ 


missioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  Fire  Commissioner,  states  that  application 
is  hereby  made,  to  the  Board  of  Standards  and  Appeals, 
in  accordance  with  the  provisions  of  Section  1804.4.C.6  of  the 
City  Charter,  to  modify  Certificate  of  Occupancy  in  relation 
to  the  following  building : 

“245  Mill  Road,  Staten  Island — Certificate  No. 
34118.” 

“1.  Install  an  approved  dry  standpipe  system  in  each 
of  the  two  (2)  stairways,  one  on  each  side  of  the  fire 
wall  that  divides  the  following  buildings  into  two  (2) 
separate  sections  from  the  second  floor  to  the  roof.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be 
granted  under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  a  modification  of  the  Certificate  of  Occupancy  be  granted 
and  that  the  Certificate  of  Occupancy  be  modified  to  require 
the  installation  of  yard  hydrants,  and  that  the  yard  hydrants 
be  installed  substantially  in  accordance  with  the  drawings 
filed  with  this  application  marked  “Received,  April  23, 
1970,”  one  sheet;  on  condition  that  the  water  line  connecting 
these  hydrants  from  the  street  service  be  not  less  than  eight 
inches  in  diameter ;  and  on  further  condition  that  all  laws, 
rules  and  regulations  governing  this  building  be  complied 
with. 


261-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Trump  Construction  Co., 
owner. 

SUBJECT — Application  May  8,  1969 — Application  for 

Modification  of  Certificate  of  Occupancy  re-  dry  standpipe 
system. 

PREMISES  AFFECTED — 265  Mill  Road,  west  side,  326 
feet  south  of  Ebbitts  Avenue,  Block  3983,  Lot  45,  New 
Dorp,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.  and  Leonard  F. 
Rothkrug. 

ACTION  OF  BOARD  Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  Fire  Commissioner  states  that  application 
is  hereby  respectfully  made  to  the  Board  of  Standards  and 
Appeals,  in  accordance  with  the  provisions  of  Section 


1804.4.C.6  of  the  City  Charter,  to  modify  Certificate  of  Occu¬ 
pancy  in  relation  to  the  following  building : 

“265  Mill  Road,  Staten  Island — Certificate  No. 

34287.” 

"1.  Install  an  approved  dry  standpipe  system  in 
each  of  the  two  (2)  stairways,  one  on  each  side  of  the 
fire  wall  that  divides  the  following  building  into  two  (2) 
separate  sections  from  the  second  floor  to  the  roof.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be 
granted  under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  a  modification  of  the  Certificate  of  Occupancy  be  granted 
and  that  the  Certificate  of  Occupancy  be  modified  to  require 
the  installation  of  yard  hydrants,  and  that  the  yard  hydrants 
be  installed  substantially  in  accordance  with  the  drawings 
filed  with  this  application  marked  “Received,  April  23,  1970,” 
one  sheet ;  on  condition  that  the  water  line  connecting  these 
hydrants  from  the  street  service  be  not  less  than  eight  inches 
in  diameter;  and  on  further  condition  that  all  laws,  rules 
and  regulations  governing  this  building  be  complied  with. 

390-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Snyder  Realty  Corporation. 
SUBJECT— Application  July  3,  1969— Application  for 

Modification  of  Certificate  of  Occupancy,  re-  sprinkler 
system. 

PREMISES  AFFECTED — 3809  to  3815  13th  Avenue,  east 
side,  56  feet  north  of  39th  Street,  1311  39th  Street,  Block 
5299,  Lots  4,  5,  6  and  69,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition :  I.  E.  Minkin,  B.  D. 

ACTION  OF  BOARD  Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  q 


THE  RESOLUTION— 

Whereas,  the  application  of  the  Fire  Commissioner,  dated 
Julv  3.  1969,  reads : 

“Application  is  hereby  respectfully  made  to  the  Board  of 
Standards  and  Appeals,  in  accordance  with  the  provi¬ 
sions  of  1804.4.C.6  of  the  City  Charter,  to  modify  Cer¬ 
tificate  of  Occupancy  in  relation  to  the  following  build¬ 
ing: 

3809/15  13th  Avenue,  Brooklyn]  ^  ,.r  ,  ,T 

1311  39th  Street,  Brooklyn  _  f  Certificate  No.  163744.” 

“Install  an  approved  automatic  sprinkler  system  through¬ 
out  the  building,  arranged  and  equipped  as  per  Chapter 
26,  Article  17,  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be 
granted  under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  modification  of  the  Certificate  of  Occupancy  be  and  it 
hereby  is  granted,  and  that  the  Certificate  of  Occupancy  be 
modified  to  require  the  installation  of  an  automatic  sprinkler 
system  throughout  the  building,  in  addition  to  all  other  re¬ 
quirements  of  law  governing  this  occupancy. 


516-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Flushing  Plumbing  Supply 
Company  Incorporated. 
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SUBJECT— Application  September  3,  1969— Application  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED— 37-19  Lawrence  Street,  east 
side,  100.05  feet  south  of  37th  Avenue,  Block  4972,  Lot  10, 
Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.  and  Edwin  Storch. 
ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  application  of  the  Fire  Commissioner,  dated 
September  3,  1969,  reads : 

“Application  is  hereby  respectfully  made  to  the  Board 
of  Standards  and  Appeals,  in  accordance  with  the  pro¬ 
visions  of  1804.4.C.6  of  the  City  Charter,  to  modify  Cer¬ 
tificate  of  Occupancy  in  relation  to  the  following  build¬ 
ing  : 

37-19  Lawrence  Street,  Queens — Certificate  No. 

163094.” 

“1.  Install  an  approved  automatic  sprinkler  sys¬ 
tem  throughout  the  building,  arranged  and  equipped  as 
per  Chapter  26,  Article  17,  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be 
granted  under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  a  modification  of  the  Certificate  of  Occupancy  be  and  it 
hereby  is  granted,  and  that  the  Certificate  of  Occupancy  be 
and  it  hereby  is  modified  to  require  the  installation  of  an 
automatic  sprinkler  system  throughout  the  premises,  in  addi¬ 
tion  to  all  other  requirements  of  law. 


518-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Calisto  De  Simplicus. 
SUBJECT — Application  September  3,  1969— Application  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED — 145-44  Farmers  Boulevard, 
west  side,  106.20  feet  south  of  145th  Road,  Block  13313, 
Lot  33,  Springfield  Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition :  I.  E.  Minkin,  B.  D. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  application  of  the  Fire  Commissioner,  dated 
September  3,  1969,  reads : 

“Application  is  hereby  respectfully  made  to  the  Board 
of  Standards  and  Appeals,  in  accordance  with  the  pro¬ 
visions  of  1804.4.C.6  of  the  City  Charter,  to  modify  Cer¬ 
tificate  of  Occupancy  in  relation  to  the  following  build¬ 
ing  : 

145-44  Farmers  Boulevard,  Queens — Certificate  No. 

118508.” 


“1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  building,  arranged  and  equipped  as  per 
Chapter  26,  Article  17,  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be 
granted  under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  modification  of  the  Certificate  of  Occupancy  be  and  it 
hereby  is  granted,  and  that  the  Certificate  of  Occupancy  be 
modified  to  require  the  installation  of  a  non-automatic  sprin¬ 
kler  system  and  an  automatic  fire  alarm  system  with  central 
office  connection  in  the  cellar;  and  that  all  other  laws,  rules 
and  regulations  applicable  shall  be  complied  with. 

574- 69-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Peter  Gluck. 

SUBJECT— Application  October  7,  1969— Application  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED— 219-10  South  Conduit  Avenue, 
southwest  corner  of  221st  Street,  Block  13490,  Lot  24, 
Laurelton,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.,  and  S.  J.  Murphy. 
ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 

Whereas,  the  application  of  the  Fire  Commissioner,  dated 
October  6,  1969,  reads : 

“Application  is  hereby  respectfully  made  to  the  Board 
of  Standards  and  Appeals,  in  accordance  with  the  pro¬ 
visions  of  1804.4.C.6  of  the  City  Charter,  to  modify  Cer¬ 
tificate  of  Occupancy  in  relation  to  the  following  build¬ 
ing  : 

219-10  South  Conduit  Avenue,  Queens — Certificate  No 
171684.” 

“1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  supermarket  portion  of  building,  ar¬ 
ranged  and  equipped  as  per  Chapter  26,  Article  17,  Ad¬ 
ministrative  Code.” 

and  _  . 

Whereas,  the  premises  were  inspected  by  a  commitee  of 
the  Board  which  recommended  that  the  application  be  denied ; 

and 

Whereas,  the  committee  of  the  Board  finds  that  an  auto¬ 
matic  sprinkler  system  has  been  installed  in  the  cellar. 

Resolved,  that  the  application  be  denied  on  condition  that 
the  automatic  sprinkler  system  be  inspected  and  approved 
by  the  Borough  Superintendent. 

575- 69-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Canapal  Realty  Corporation. 
SUBJECT— Application  October  7,  1969— Application  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED— 67-12  to  67-26  Myrtle  Avenue, 
southwest  corner  of  67th  Place,  Block  3701,  Lot  28,  Glen¬ 
dale,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.  and  Victor  Palermo. 
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ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
October  6,  1969,  reads : 

“Application  is  hereby  respectfully  made  to  the  Board 
of  Standards  and  Appeals  in  accordance  with  the  pro¬ 
visions  of  1804.4.C.6  of  the  City  Charter,  to  modify  Cer¬ 
tificate  of  Occupancy  in  relation  to  the  following  build¬ 
ing  : 

67-12/26  Myrtle  Avenue,  Queens — Certificate  No. 

142384.” 

“1.  Install  an  approved  automatic  sprinkler  sys¬ 
tem  throughout  the  cellar,  and  throughout  the  kitchen, 
dish  room,  garbage  rooms  and  passageways  on  the  first 
floor  arranged  and  equipped  as  per  Chapter  26,  Article 
17,  Administrative  Code.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be 
granted  under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  modification  of  the  Certificate  of  Occupancy  be  and  it 
hereby  is  granted,  and  that  the  Certificate  of  Occupany  be 
modified  to  require  the  installation  of  an  automatic  sprinkler 
system  in  the  cellar,  and  in  the  kitchen,  dish  room,  garbage 
rooms  and  passageways  on  the  first  floor,  in  addition  to  all 
other  requirements  of  law. 

672-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES :  Domar  Equities  Corporation. 
SUBJECT — Application  November  13,  1969 — Application  for 

Modification  of  Certificate  of  Occupancy  re-  sprinkler 

system. 

PREMISES  AFFECTED — 112-15  Northern  Boulevard, 

north  side,  5  feet  west  of  112th  Place,  Block  1706,  Lots 

25,  27.  29,  East  Elmhurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition :  I.  E.  Minkin,  B.  D. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  application  of  the  Fire  Commissioner,  dated 
November  13.  1969,  reads: 

“Application  is  hereby  respectfully  made  to  the  Board 
of  Standards  and  Appeals,  in  accordance  with  the  pro¬ 
visions  of  1804.4.C.6  of  the  City  Charter,  to  modify  Cer¬ 
tificate  of  Occupancy  in  relation  to  the  following  build¬ 
ing: 

112-15  Northern  Boulevard,  Queens — Certificate 
No.  159090.” 
and 

“1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  cellar,  arranged  and  equipped  as  per 
Chapter  26.  Article  17,  Administrative  Code.” 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  b" 
granted  under  certain  conditions. 


Resolved,  that  the  application  of  the  Fire  Commissioner 
for  a  modification  of  the  Certificate  of  Occupancy  be  and 
it  hereby  is  granted,  and  that  the  Certificate  of  Occupancy 
be  modified  to  require  the  installation  of  a  non-automatic 
sprinkler  system  and  an  automatic  fire  alarm  system  with 
central  office  connection  throughout  the  cellar,  in  addition 
to  all  other  laws  governing  these  premises. 


673-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — B  &  D  Realty  Corporation 
c/o  Irving  Schneider. 

SUBJECT — Application  November  13,  1969 — Application  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED— 2775-2779  Coney  Island  Ave¬ 
nue,  east  side,  160  feet  south  of  Avenue  Y,  Block  7430, 
Lot  65,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition :  I.  E.  Minkin,  B.  D.  and  Irving  Schneider. 
ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 

November  13,  1969,  reads : 

“Apnlication  is  hereby  respectfully  made  to  the  Board 
of  Standards  and  Appeals,  in  accordance  with  the  pro¬ 
visions  of  1804.4.C.6  of  the  City  Charter,  to  modify  Cer¬ 
tificate  of  Occupancy  in  relation  to  the  following  build¬ 
ings: 

2775-2779  Coney  Island  Avenue,  Brooklyn — Certif¬ 
icate  No.  201907.” 

“1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  building,  arranged  and  equipped  as  per 
Ch.  26,  Article  17,  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be 
granted  under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  a  modification  of  the  Certificate  of  Occupancy  be  and 
herebv  is  granted,  and  that  the  Certificate  of  Occupancy  be 
modified  to  require  the  installation  of  an  automatic  sprinkler 
system,  throughout  the  premises,  in  addition  to  all  other  laws 
governing  these  premises. 


123-70-A 

APPLICANT — Miracle  Adhesives  Corporation,  owner. 
SUBJECT — Application  March  2,  1970 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of  flam¬ 
mable  mixture  known  as  Ply  Gem  Wall  Panel  Adhesive  in 
1/10  gallon  fibreboard  cartridges  (containers  not  in  ac¬ 
cordance  with  Administrative  Code  requirements). 

APPEARANCES— 

For  Applicant:  Kenneth  Beldert. 

For  Administration:  Lt.  J.  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 
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THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
February  27,  1970  on  Folder  #122-3737,  reads: 

“We  regret  to  inform  you  that  your  application  to  reg¬ 
ister  your  product  Ply  Gem  Wall  Panel  Adhesive  in 
containers  as  follows:  1/10  gal.  Fibreboard  cartridges 
is  Disapproved.  Such  containers  are  not  in  compliance 
with  our  regulations  to  wit ;  C19.59.0.C  Adm.  Code  of 
NYC  requires  that  Flammable  Mixtures  (1/10  gal.)  be 
packaged  in  metal  containers  with  replaceable  tops  or 
caps.” 

and 

Whereas,  the  drawings  submitted  with  this  application 
were  considered  by  the  Board,  and  it  was  determined  that 
the  Appeal  should  be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  February  27,  1970,  acting  on  Folder  #122-3737,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  container  comply 
with  the  drawing  filed  with  this  application  marked  “Re¬ 
ceived  May  25,  1970,”  one  sheet;  on  further  condition  that 
the  labeling  on  the  container  be  in  such  style  and  wording 
as  is  satisfactory  to  the  Fire  Commissioner ;  and  that  in  all 
other  respects  all  laws,  rules  and  regulations  applicable 
shall  be  complied  with. 


180-70-A 

APPLICANT — M.  Martin  Elkind  for  Callos  Contracting, 
Company,  owner. 

SUBJECT — Application  March  27,  1970 — filed  pursuant  to 
Section  36,  Article  3  General  City  Law  re-  proposed 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED— 100-12  Spruce  Street,  south 
side,  24.29  feet  south  of  Roosevelt  Avenue,  Block  1609, 
Lot  19,  Corona,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  M.  Martin  Elkind. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  18,  1970  on  N.B.  Applic.  59-70,  reads : 

“1.  Proposed  building  not  facing  a  mapped  street 
is  contrary  to  Gen.  City  Law,  Art.  3,  Sec.  36”. 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  March  18,  1970  acting  on  59-70,  Objection  No;  1  be 
and  it  hereby  is  modified  under  the  powers  vested  in  the 
Board  by  Section  36  of  the  General  City  Law,  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
sidewalk,  curb,  curb  cut  and  pavement  to  the  middle  ot  the 
street  shall  be  in  accordance  with  the  standards  of  the  De¬ 
partment  of  Highways,  and  that  street  trees  be  planted  along 
the  street  in  front  of  these  premises  in  accordance  with  the 
regulations  of  the  Department  of  Parks,  and  that  a  Certifi¬ 
cate  of  Occupancy  may  be  issued  when  the  buildings  are 
completed  substantially  as  shown  on  drawings  marked  “Re¬ 
ceived,  March  27,  1970,”  two  sheets,  to  the  satisfaction  of 
the  Borough  Superintendent,  and  that  all  other,  applicable 
laws,  rules  and  regulations  shall  be  complied  with. 


181-70-A 

APPLICANT — M.  Martin  Elkind  for  Callos  Contracting 
Company,  owner. 

SUBJECT — Application  March  27,  1970 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  proposed 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED— 100-14  Spruce  Street,  south 
side,  24.29  feet  south  of  Roosevelt  Avenue,  Block  1609,  Lot 
20,  Corona,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  M.  Martin  Elkind. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  18,  1970  on  N.B.  Applic.  60-70,  reads : 

“1.  Proposed  building  not  facing  a  mapped  street 
is  contrary  to  Gen.  City  Law  Art.  3,  Sec.  36.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  March  18,  1970  acting  on  59-70,  Objection  No.  1  be 
and  it  hereby  is  modified  under  the  powers  vested  in  the 
Board  by  Section  36  of  the  General  City  Law,  and  that  the 
appeal  be  and  it  hereby  is  granted,  on  condition  that  the 
sidewalk,  curb,  curb  cut  and  pavement  to  the  middle  of  the 
street  shall  be  in  accordance  with  the  standards  of  the  De¬ 
partment  of  Highways,  and  that  street  trees  be  planted 
along  the  street  front  of  these  premises  in  accordance  with 
the  regulations  of  the  Department  of  Parks,  and  that  a 
Certificate  of  Occupancy  may  be  issued  when  the  buildings 
are  completed  substantially  as  shown  on  drawings  marked 
“Received,  March  27,  1970,”  two  sheets,  to  the  satisfaction 
of  the  Borough  Superintendent,  and  that  all  other  applicable 
laws,  rules  and  regulations  shall  be  complied  with. 


182-70-A 

APPLICANT — M.  Martin  Elkind  for  Callos  Contracting 
Company,  owner. 

SUBJECT — Application  March  27,  1970— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  proposed 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED— 100-16  Spruce  Street,  south 
side,  24.29  feet  south  of  Roosevelt  Avenue,  Block  1609,  Lot 
21,  Corona,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  M.  Martin  Elkind. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  3 

Negative:  .  0 

THE  RESOLUTION — 

W hereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  18,  1970  on  N.B.  Applic.  61-70,  reads: 

“1.  Proposed  building  not  facing  a  mapped  street 
is  contrary  to  Gen.  City  Law,  Art.  3,  Sec.  36.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
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the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  March  18,  1970  acting  on  59-70,  Objection  No.  1  be 
and  it  hereby  is  modified  under  the  powers  vested  in  the 
Board  by  Section  36  of  the  General  City  Law,  and  that  the 
appeal  be  and  it  hereby  is  granted ,  on  condition  that  the 
sidewalk,  curb,  curb  cut  and  pavement  to  the  middle  of  the 
street  shall  be  in  accordance  with  the  standards  of  the  De¬ 
partment  of  Highways,  and  that  street  trees  be  planled 
along  the  street  front  of  these  premises  in  accordance  with 
the  regulations  of  the  Department  of  Parks,  and  that  a 
Certificate  of  Occupancy  may  be  issued  when  the  buildings 
are  completed  substantially  as  shown  on  drawings  marked 
“Received,  March  27,  1970,”  two  sheets,  to  the  satisfaction 
of  the  Borough  Superintendent,  and  that  all  other  appli¬ 
cable  laws,  rules  and  regulations  shall  be  complied  with. 


218-70-A 

APPLICANT — E.  E.  LaRue  for  Siloo  Incorporated,  owner. 
SUBJECT — Application  April  8,  1970 — Appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  Packaging  of  com¬ 
bustible  mixture  known  as  Siloo  in  16  ounce  (pull  tab 
top)  and  32  ounce  sealed  metal  cans  not  in  compliance 
with  regulations  of  the  Administrative  Code  of  New  York 
City. 

APPEARANCES— 

For  Applicant:  E.  E.  LaRue. 

For  Administration:  Lt.  J.  P.  Manfredi,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
April  2,  1970  on  Folder  No.  122-3142,  reads: 

“We  regret  to  inform  you  that  your  application  to  regis¬ 
ter  your  product  Siloo  (an  oil  additive)  a  combustible 
mixture,  flash  point  131  degrees  F.  in  containers  as 
follows:  16  oz.  and  32  oz.  sealed  metal  cans  (with 
sealed  metal  pull  tab  lids  on  16  oz.  can  only)  is  Dis¬ 
approved.  Such  containers  are  not  in  compliance  with 
our  regulations  to  wit:  Section  C19-62.0.b  which  spe¬ 
cifies  tight  fitting,  replaceable  tops  or  caps.” 

and 

Whereas,  the  drawings  and  sample  of  the  container  were 
reviewed  by  the  Board,  and  it  was  found  that  the  appeal 
should  be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  April  2,  1970,  acting  on  Folder  No.  122-3142,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  containers  substantially  comply 
with  drawings  filed  “April  8,  1970,”  2  sheets ;  that  the  labels 
on  these  containers  have  prominently  displayed  instructions 
that  the  entire  contents  are  to  be  emptied  on  initial  opening 
and  that  the  labels  be  in  such  style  as  is  satisfactory  to  the 
Fire  Commissioner;  and  that  in  all  other  respects,  all  applic¬ 
able  laws,  rules  and  regulations  be  complied  with. 


296-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Herman  Scheiner. 

SUBTECT — Application  May  23,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 


PREMISES  AFFECTED — 763  8th  Avenue,  west  side,  50 
feet  south  of  West  47th  Street,  Block  1037,  Lot  34,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Aoolicant:  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.  and  William  Kil- 

gannon. 

ACTION  OF  BOARD — Laid  over  to  June  30,  1970,  at 
2  P.M.  for  continued  hearing. 


340-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Clifford  and  Dorothy  Force. 
SUBJECT — Application  June  11,  1969 — Appeal  for  Modifi¬ 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 8742  25th  Avenue,  west  side, 
480  feet  south  of  Benson  Avenue,  Block  6878,  Lot  73, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D. 

ACTION  OF  BOARD — Laid  over  to  June  23,  1970,  at  2 
P.M.  for  continued  hearing;  Department  of  Buildings  to 
report  on  the  disposition  of  the  court  case. 

493-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  RECORD — Rose  Diamond. 

SUBJECT — Application  August  26,  1969 — Appeal  for  Modi¬ 
fication  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 1504  Macombe  Road,  east  side, 
234  feet  south  of  Goble  Place,  Block  2865,  Lot  15,  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.  and  Harry  B. 
Schneider. 

ACTION  OF  BOARD — Laid  over  to  July  7,  1970,  at  2 
P.M.  for  continued  hearing. 


669-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Pierre  Associates  Incor¬ 
porated,  c/o  B.  Harrison  Frankel. 

SUBJECT— Application  November  13,  1969 — Appeal  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler  sys¬ 
tem. 

PREMISES  AFFECTED — 29-33  Maiden  Lane,  56  Nassau 
Street,  northeast  corner,  Block  67,  Lot  23,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.  and  B.  Harrison 
Frankel. 

ACTION  OF  BOARD — Laid  over  to  June  30,  1970,  at  2 
P.M.  at  the  request  of  the  owner.  Previously  inspected. 


670-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Jackson  Heights  Shopping  Cen¬ 
ter  Incorporated. 

SUBJECT — Application  November  13,  1969 — Appeal  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 
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PREMISES  AFFECTED— 75-01  to  75-15  31st  Avenue, 
northeast  corner  of  75th  Street,  Block  1124,  Lot  1,  Jack- 
son  Heights,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.  and  Hyman  Muss. 

ACTION  OF  BOARD — Laid  over  to  September  9,  1970,  at 
2  P.M.  at  the  request  of  the  owner.  Previously  inspected. 


671-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES :  Albert  A.  Hochman. 
SUBJECT — Application  November  13,  1969 — Appeal  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED— 91-14  to  91-16  144th  Place, 
west  side,  100  feet  north  of  Archer  Avenue,  Block  9984, 
Lot  11,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.  and  Robert  S.  Field. 


ACTION  OF  BOARD — Laid  over  to  June  16,  1970.  at 
2  P.  M.  at  the  request  of  the  owner.  Previously  inspected. 


42-70-A 

APPLICANT — Barry  A.  Russell  for  Blue  Fox  Industries, 
Incorporated,  owner. 

SUBJECT — Application  January  19,  1970 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  a 
combustible  mixture  known  as  Blue  Fox  Windshield 
Washer  Fluid  in  32  ounce  polyethylene  with  metal  cap 
and  1  gallon  and  gallon  polyethylene  with  screw  cap 
containers  not  in  compliance  with  NYC  Administrative 
Code. 

APPEARANCES— 

For  Applicant:  Barry  Russell. 

For  Administration:  Lt.  J.  P.  Manfredi,  F.  D. 

ACTION  OF  BOARD— Laid  over  to  June  16,  1970,  at  2 
P.M.  for  applicant  to  submit  revised  drawings.  Hearing 
continued. 

Adjourned:  3:35  P.M. 

James  P.  Mulroy,  Secretary 
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NOTICE 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  repre¬ 
sentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the  hearing 
can  be  entertained  in  view  of  this  publication  and  of  the 
posting  of  the  calendars  on  the  bulletin  board  in  the  offices 
of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  negiect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will  be 
held  in  abeyance  by  reason  of  failure  of  the  appellant  or 
applicant  to  file  necessary  data,  or  by  any  other  method  of 
delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  convenience 
in  notifying  property  owners,  they  may  obtain  such  copies 
at  the  office  of  the  Board  of  Standards  and  Appeals,  80 
Lafayette  Street,  9th  floor,  Manhattan,  at  five  cents  each- 
add  postage  payment  if  the  forms  are  forwarded  by  mail. 
Purchase  payment  by  postage  stamps  NOT  ACCEPTABLE. 
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Office — 80  Lafayette  Street,  9th  Floor,  Manhattan,  New 
York,  N.  Y.  10013. 

Telephone — 566-5174. 


CALENDAR  NUMBERS  265-68-A  AND  375-68-A 
COURT  DECISIONS 

Matter  of  Bystrom  vs.  Glass: — On  June  11,  1968,  the  Board 
denied  the  appeal  from  the  decision  of  the  Building  Commissioner 
who  refused  to  revoke  Certificate  of  Occupancy  #38557;  Calendar 
Number  265-68-A;  Premises  27  Fordham  Street,  north  side,  155.59 
feet  west  of  William  Avenue,  Block  5631,  Lot  50,  Borough  of  The 
Bronx;  and  on  July  23,  1968,  the  Board  dismissed  the  application  to 
revoke  Certificate  of  Occupancy  for  lack  of  jurisdiction  in  that  the 
application  is  not  and  was  not  a  tenant  of  the  premises  at  the  time  of 
filing  the  application  and  thus  was  not  an  aggrieved  party;  Calendar 
Number  375-68-A;  Premises  98  Earley  Street,  south  side,  100  feet 
west  of  City  Island  Avenue,  Block  5626,  Lot  282,  Borough  of  The 
Bronx. 

At  New  York  County,  Supreme  Court,  Special  Term,  Part  I,  Mr. 
Justice  Gold  rendered  the  following  decision: 

“  ...  It  is  evident  therefore  that  petitioners’  standing  is  not 
based  on  any  claim  of  real  property  interest  within  or  around 
the  respective  areas  of  the  subject  premises  but  upon  a  claim  of 
a  former  tenancy.  Such  is  not  the  interest  required  by  the 
statute  to  give  petitioner  the  standing  of  an  aggrieved  person 


1464-39-GR 

298-69-A 

576-69-A 

38-47-SM 

569-69-A 

666-69-A 

367-59-SA 

571-69-A 

667-69-A 

299-62-SM 

578-69-A 

674-69-A 

373-64-SM 

668-69-A 

709-69-A 

307-69-SM 

675-69-A 

7 10-69- A 

373-69-SA 

711-69-A 

224-70-A 

101-70-SA 

40-70-A 

225-70-A 

171-70-SM 

151-70-A 

254-70-A 

387-69-A 

297-69-A 

Minutes  of  Special  Meeting,  Wednesday  Morning,  June 
10,  1970,  Affecting  Calendar  Number — 310-70-SR. 


for  the  purposes  of  a  review  (section  668e-1.0  of  the  Adminis¬ 
trative  Code).  The  court  finds  that  the  respondents  acted  prop¬ 
erly  in  the  proceedings  before  them  and  the  petitions  are  accord¬ 
ingly  dismissed  ...” 

(N.  Y.  Law  Journal,  December  13,  1968,  page  14). 

At  Appellate  Division,  First  Judicial  Department,  By  Capozzoli, 
J.  P.;  Tilzer,  McGivern,  Nunez  and  McNalley,  J J. ,  the  following 
decision  was  rendered: 

“Motion  granted  only  in  so  far  as  to  consolidate  the  appeals  for 
purposes  of  argument  and  to  permit  the  consolidated  appeals  to 
be  heard  on  the  original  records  ...” 

(N.  Y.  Law  Journal,  June  6,  1969,  page  2). 

At  Appellate  Division,  First  Judicial  Department,  By  Capozzoli, 
J.  P.;  Nunez,  McNally,  Steuer  and  Tilzer,  JJ.,  the  Board  was  affirmed 
in  the  following  proceedings: 

“2215.  Matter  of  Bystrom,  pet.-ap.  (Glass,  res. -res.) — Judgment 
unanimously  affirmed,  and  that  respondents  recover  of  appellant 
$50  costs  and  disbursements  of  the  appeal.  No  opinion.  Order 
filed. 

2216.  Matter  of  Bystrom,  pet.-ap.  (Glass,  res. -res.) — Judgment 
unanimously  affirmed  without  costs  and  without  disbursements. 
No  opinion.  Order  filed.” 

(N.  Y.  Law  Journal,  June  12,  1970,  page  2). 
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DOCKET 

New  Cases  Filed  Up  to  June  9,  1970 

Cal.  N o.  Dept.  Premises  A ffected 

332-70- A — B.Bx. — 2202  Loring  Place,  east  side,  136  feet 
9  inches  north  of  Hall  of  Fame  Terrace,  Block  3224,  Lot 
9,  Borough  of  The  Bronx,  Alt.  611-69,  re-  Change  of 
use  of  a  frame  building,  Administrative  Code. 


333-70-A — B.R. — Bilbyrne  Corporation,  Waterfront 
Property,  Block  1835,  Lot  50,  Gulfport,  Pralls  River, 
Borough  of  Richmond,  F.D.  Letter,  Smoking  within  the 
confines  of  the  entire  building,  Administrative  Code. 


334-70-A — B.R. — Bilbyrne  Corporation,  Waterfront 
Property,  Block  1835,  Lot  50,  Gulfport,  Pralls  River, 
Borough  of  Richmond,  F.D.  Letter,  LNG  pumps  for 
liquefied  natural  gas  plant,  Administrative  Code. 


335-70- A — F.D. — Packaging  of  Combustible  Mixtures, 
having  a  flash  point  of  250°F.  known  as  “Kendall  Per¬ 
manent  Anti-Freeze  and  Summer  Coolant”  in  one  quart 
and  one  gallon  metal  sealed  cans.  Screw  caps  not  in 
accordance  with  the  Administrative  Code. 


336-70-BZ — B.R. — 35-45  Forest  Road,  west  side,  210.10 
feet  north  of  Richmond  Road,  Block  870,  Lot  12,  Don- 
gan  Hills,  Borough  of  Richmond,  N.B.  90-91-69,  re- 
Senior  Citizens  Home,  Districts  CI-1,  RI-2,  RI-1. 


337-70-A — B.M. — 371  East  10th  Street,  north  side,  303 
feet  west  of  Avenue  C,  Block  393,  Lot  49,  Borough  of 
Manhattan,  Alt.  111-70,  re-  Area  and  height  Class  II  B 
building,  Administrative  Code. 


338-70-SM — Walworth  Company,  Lubricated  Plug 
Valves,  Models  1700,  1700F,  1707F,  1718F,  1949F,  1754F, 
1769.  Manufactured  by  Walworth  Company,  Material. 


339-70-A — B.M. — 228  to  232  East  18th  Street,  south  side, 
190  feet  west  of  Second  Avenue,  Block  898,  Lots  39,  40, 
41,  Borough  of  Manhattan,  Alt.  220-69,  re-  Fire  Escapes, 
Multiple  Dwelling  Law. 


340-70-BZ — B.Q. — 85-21  217th  Street,  east  side,  182  feet 
south  of  85th  Street,  Block  7821,  Lot  12,  Hollis  Hills, 
Borough  of  Queens,  Alt.  231-70,  re-  Rear  Yard  required 
in  an  R2  Zoning  District. 


341-70-BZ — B.R. — 1430  Richmond  Avenue,  northwest 
corner  of  Lander  Avenue,  Block  1594,  Lot  10,  Granite- 
ville,  Borough  of  Richmond,  Alt.  91-69,  re-  Trailer  sales, 
open  or  enclosed,  Agriculture  C2-1  and  R3-2  Districts. 


342-70-SM — United  States  Gypsum  Company,  3  hour 
column  protection,  y2"  Sheetrock  F/C  “C”— 14WF228 
column,  Manufactured  by  United  States  Gypsum  Com¬ 
pany,  Material. 


DESIGNATIONS;  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M.— Department  of  Buildings,  Manhattan; 
PV- TJepartment  of  Buildings,  Queens;  B.R. — Department  of  Build- 
i?gs?  ,  ^chmond :  B.Bx.— Department  of  Buildings,  Bronx;  H.D  — 
Health  Department;  F.D. — Fire  Department. 


JULY  7,  1970,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning  July  7.  1970,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters ; 

221-60-BZ 

APPLICANT— Frederick  A.  Ketcher  for  Louis  Fayne, 
owner. 


SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  June  22,  1970 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  storage 
of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 214-216  Bennett  Avenue,  west 
side,  819  feet  north  of  West  187th  Street,  Block  2180,  Lot 
543,  Borough  of  Manhattan. 

218-59-BZ 

APPLICANT — Albert  Melniker  for  Huttar’s  Garden  Cen¬ 
ter,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  December 
22,  1969 — decision  of  the  Borough  Superintendent ;  pre¬ 
viously  granted  on  condition,  under  Sections  21  and  7h  of 
the  Zoning  Resolution,  permitting  in  a  residence  use  dis¬ 
trict,  the  construction  and  maintenance  of  a  customer 
parking  lot  for  52  cars. 

PREMISES  AFFECTED — 3631  Richmond  Road,  north 
side,  320  feet  west  of  Lighthouse  Avenue  and  400  Mace 
Street,  Block  2290,  Lot  17,  Richmond  Town,  Borough  of 
Richmond. 


378-47-BZ 

APPLICANT — Lama  and  Vassalotti  for  Rose  Sempliner, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  June  8,  1970 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  parking 
and  storage  of  motor  vehicles. 

PREMISES  AFFECTED — 2863-2873  West  31st  Street, 
east  side,  100  feet  north  of  Mermaid  Avenue,  Block  7009, 
Lots  54,  56  and  58,  Borough  of  Brooklyn. 

689-69-BZ 

APPLICANT — Thomas  P.  Crinnion  for  Michael  J.  Pru- 
dcnti,  owner ;  Brennan  and  Fallon,  lessee. 

SUBJECT — Application  November  25,  1969 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R6  district,  in  an  exist¬ 
ing  two  story  building,  the  addition  to  the  use  of  the  first 
floor  restaurant  to  include  cabaret. 

PREMISES  AFFECTED — 30-89  31st  Street  east  side, 
80.08  feet  north  of  31st  Avenue,  Block  615,  Lot  83,  Astoria, 
Borough  of  Queens. 


103-70-BZ 

APPLICANT— Stephen  B.  Jacobs  for  203  East  74th  Street 
Realty  Corporation,  owner. 

SUBJECT— Application  February  19,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-9  district,  the  erection  of  a 
16  story  mixed  building  that  exceeds  the  permitted  floor 
area  ratio,  encroaches  on  the  required  rear  yard  and  rear 
setback  above  125  feet,  and  has  less  than  the  minimum  area 
for  a  plaza. 

PREMISES  AFFECTED — 203  East  74th  Street,  north  side, 
71  feet  west  of  Third  Avenue,  Block  1429,  Lot  103,  Bor¬ 
ough  of  Manhattan. 


104-70-A 

APPLICANT— Stephen  B.  Jacobs  for  203  East  74th  Street 
Realty  Corporation,  owner. 
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SUBJECT — Application  February  19,  1970 — filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  re-  rear 
yard. 

PREMISES  AFFECTED — 203  East  74th  Street,  north  side, 
71  feet  west  of  Third  Avenue,  Block  1429,  Lot  103,  Bor¬ 
ough  of  Manhattan. 


140-70-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Mid-City  Associates,  long-term  lessee. 

SUBJECT — Application  March  17,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-482  of  the 
Zoning  Resolution,  to  permit  in  a  C6-4  district,  in  conjunc¬ 
tion  with  the  erection  of  a  57  story  office  building,  the 
increase  in  size  of  the  accessory  parking  facility  to  exceed 
the  maximum  number  of  spaces. 

PREMISES  AFFECTED — 206  to  262  West  34th  Street, 
southwest  corner  of  Seventh  Avenue,  Block  783,  Part  of 
1,  Borough  of  Manhattan. 


220-70-BZ 

APPLICANT — Atkin  &  Bassolino  for  Mikandy  Food  In¬ 
corporated,  owner. 

SUBJECT — Application  April  10,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-63 
of  the  Zoning  Resolution,  to  permit  in  an  R4  district,  the 
reconstruction  and  enlargement  in  area  of  a  retail  store. 

PREMISES  AFFECTED — 3581  Laconia  Avenue,  northeast 
corner  of  East  213th  Street,  Block  4695,  Lot  64,  Borough 
of  The  Bronx. 


280-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Idleport  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  May  8,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-211  and  73-212  of 
the  Zoning  Resolution,  to  permit  in  a  C2-2  district,  the 
erection  and  maintenance  of  an  automotive  service  station 
with  accessory  uses. 

PREMISES  AFFECTED — 149-05  Rockaway  Boulevard, 
northwest  corner  of  Sutphin  Boulevard,  Block  12051,  Lot 
50,  South  Ozone  Park,  Borough  of  Queens. 


287-70-BZ 

APPLICANT — Charles  A.  Brown  for  Rogers,  Butler  and 
Burgun  for  Lenox  Hill  Hospital,  owner. 

SUBJECT — Application  May  11,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-21  and  73-641  of 
the  Zoning  Resolution,  to  permit  in  an  R8,  R10  and  Cl-9 
district,  the  erection  of  a  12  story  hospital  structure  that 
exceeds  the  permitted  lot  coverage  and  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED — 112  East  77th  Street,  south  side, 
from  Park  Avenue  to  Lexington  Avenue,  101  to  133  East 
76th  Street,  841  Park  Avenue,  1090  Lexington  Avenue, 
Block  1411,  Lot  1,  Borough  of  Manhattan. 

M.  MILTON  GLASS,  Chairman 


JULY  7,  1970,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  July  7,  1970,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

217-21-SR 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 


SUBJECT — Application  to  amend  Section  14.7  of  the 
RULES  COVERING  THE  INSTALLATION  AND 
USE  OF  OIL  BURNING  EQUIPMENT  AND  STOR¬ 
AGE  OF  OILS  USED  IN  CONNECTION  THERE¬ 
WITH. 

Matter  shown  in  [  ]  to  be  deleted. 

New  matter  shown  in  italics. 

Rule  14.  Fire  Protection. 

14.7  Near  each  boiler,  furnace  or  suspended  fuel  oil  burn¬ 
ing  unit  there  shall  be  immediately  available  one  (1)  ap¬ 
proved  [hand]  type  fire  extinguisher  of  [not  less  than  two 
(2)  quart]  at  least  five  (5)  pounds  dry  chemical  capacity  or 
ten  (10)  pounds  carbon  dioxide  capacity  or  two  (2)  rounded 
bottom  pails  filled  with  sand. 


129-68-SA 

APPLICANT — McNeil  Akron  McNeil  Corporation,  owner 
— for  heating  and  mechanically  processing  thermoplastic 
materials. 


913-68-SA 

APPLICANT — H.  J.  Jessor  for  Warren  Automatic  Con¬ 
trols  Corporation,  owner — pressure  reducing  valve. 


736-69-SA 

APPLICANT — Dominick  Salvati  and  Son  for  Space-O- 
Matic  International  Corp.,  owner — device  for  parking 
motor  vehicles  one  above  the  other. 


602-69-SA 

APPLICANT — A.  Y.  McDonald  Manufacturing  Company, 
owner — automatic  nozzle  to  control  delivery  of  gasoline 
into  tanks  of  motor  vehicles. 


686-69-A 

APPLICANT — Allen  A.  Sylvane  for  Bess  Kane,  owner; 
Rubin  Engelson,  lessee. 

SUBJECT — Application  November  20,  1969 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 137  Hudson  Street,  west  side, 
28  feet  north  of  Beach  Street,  Block  214,  Lot  24,  Borough 
of  Manhattan. 


493-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES— Rose  Diamond. 

SUBJECT — Application  August  26,  1969 — Application  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED — 1504  Macombe  Road,  east  side, 
234  feet  south  of  Goble  Place,  Block  2865,  Lot  15,  Borough 
of  The  Bronx. 


576-69- A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES— 280  8th  Avenue  Company,  c/o 
Joseph  Howard  Katz,  owner. 

SUBJECT — Application  October  7,  1969 — Application  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED — 284  Eighth  Avenue,  northeast 
corner  of  West  24th  Street,  Block  774,  Lots  1,  2,  3  and  5, 
Borough  of  Manhattan. 
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16-70-A 

APPLICANT — Robert  0.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Deering  Milliken  Incorporated. 
SUBJECT — Application  January  5,  1970 — Application  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED— 240  Church  Street,  56-60 
Leonard  Street,  southwest  corner,  Block  176,  Lots  26,  27, 
28  and  29,  Borough  of  Manhattan. 


17-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Stapjax  Realty  Corporation. 
SUBJECT — Application  January  5,  1970 — Application  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED — 3960  Third  Avenue,  east  side, 
75.5  feet  south  of  East  173rd  Street,  Block  2929,  Lot  58, 
Borough  of  The  Bronx. 


293-70-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Robert  Kaufman  and  Max  D.  Spitzer,  owners. 

SUBJECT — Application  May  13,  1970 — Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  Exterior  open¬ 
ings  along  lot  line. 

PREMISES  AFFECTED— 32  to  38  Fulton  Street,  184  to 
194  Water  Street,  southwest  corner,  125  to  131  John 
Street,  240  to  256  Pearl  Street,  Block  75,  Lots  1,  7,  10,  11, 
15,  17  and  19,  Borough  of  Manhattan. 


300-70-A 

APPLICANT — Leonard  F.  Rothkrug  for  Phoenix  House 
Foundation  Inc.,  owner. 

SUBJECT — Application  May  19,  1970 — Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  Proposed  altera¬ 
tion  of  an  existing  Class  III  Building. 

PREMISES  AFFECTED — 565  Saratoga  Avenue,  east  side, 
267.11  feet  north  of  Sutter  Avenue,  Block  3515,  Lot  8, 
Borough  of  Brooklyn. 


320-70-A 

APPLICANT — Leonard  F.  Rothkrug  for  Peter  Galasso, 
owner. 

SUBJECT — Application  May  26,  1970 — filed  pursuant  to 
Article  3,  General  City  Law,  re-  Erection  of  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED — 451  Smith  Street,  northeast 
corner  of  Huntington  Street,  Block  475,  Lot  1,  Borough 
of  Brooklyn. 


323-70-A 

APPLICANT — Atkin  and  Bassolino  for  Angelo  Capalbo, 
owner. 

SUBJECT — Application  May  26,  1970 — Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  Extension  of 
residential  use  in  Class  IV  building. 

PREMISES  AFFECTED — 3567  McOwen  Avenue,  west 
side,  200  feet  south  of  Boston  Post  Road,  Block  5655,  Lot 
126,  Borough  of  The  Bronx. 

M.  MILTON  GLASS,  Chairman 


July  14,  1970,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning  July  14,  1970,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters. 

878-49-BZ 

APPLICANT — Rose  G.  Galler,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  June  28,  1970 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  erection 
and  maintenance  of  a  garage  for  eight  motor  vehicles. 
PREMISES  AFFECTED — 24  Lenox  Road,  south  side, 
160  feet  5V2  inches  east  of  Flatbush  Avenue  and  2153-2155 
Caton  Avenue,  Block  5083,  Lot  22,  Borough  of  Brooklyn. 


77-65-BZ 

APPLICANT — Joseph  P.  Morsellino  and  Arthur  J.  McGee 
for  Russell  C.  Seibert,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  April  27, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  Cl -2  and  R3-2  district,  the 
maintenance  of  a  used  car  sales  and  display  lot  to  be  used 
in  conjunction  with  the  existing  automotive  establishment 
across  the  street. 

PREMISES  AFFECTED — 222-25  Jamaica  Avenue,  north 
side,  180.03  feet  east  of  22 2nd  Street,  Block  10741,  Lot  48, 
Queens  Village,  Borough  of  Queens. 


410-59-BZ 

APPLICANT — Ludwig  P.  Bono  for  Frank  and  Nicholas 
Moccio,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
request  to  waive  the  rules  of  procedure  and  extension  of 
term  of  variance  which  expired  January  5,  1970 — decision 
of  the  Borough  Superintendent;  previously  granted  on 
condition,  under  Section  7h  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  residence  use  district,  the  maintenance  of  a 
parking  lot  for  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED — 3121  Villa  Avenue,  northwest 
corner  of  East  204th  Street,  Block  3322,  Lot  57,  Borough 
of  The  Bronx. 


429-67-BZ — Vol.  II 

APPLICANT — Leonard  F.  Rothkrug  for  Nicholson  Plumb¬ 
ing  and  Heating  Company,  Inc.,  owner. 

SUBJECT — Application  reopened  June  2,  1970  as  Volume 
II,  decision  of  the  Borough  Superintendent,  under  Sections 
72-21  and  73-62  of  the  Zoning  Resolution,  to  permit  in  a 
C2-3  and  R5  district,  the  conversion  of  an  existing  three 
story  building  from  store  and  two  family  dwelling  to  store 
and  one  family  dwelling  that  creates  non  compliance  in 
lot  area  per  room. 

PREMISES  AFFECTED — 626  Coney  Island  Avenue,  west- 
side,  220  feet,  6  inches  north  of  Avenue  C,  Block  5361, 
Lot  31,  Borough  of  Brooklyn. 


430-67-A— Vol.  II 

APPLICANT — Leonard  F.  Rothkrug  for  Nicholson  Plumb¬ 
ing  and  Heating  Company,  Inc.,  owner. 

SUBJECT— Application  reopened  June  2,  1970  as  Volume 
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II — Appeal  from  a  decision  of  the  Borough  Superintendent, 
re-  legal  yard. 

PREMISES  AFFECTED— 626  Coney  Island  Avenue,  west- 
side,  220  feet,  6  inches  north  of  Avenue  C,  Block  5361,  Lot 
31,  Borough  of  Brooklyn. 


172-70-BZ 

APPLICANT— Kenneth  H.  Koons  for  Bolmike,  Incor¬ 
porated,  owner. 

SUBJECT— Application  March  25,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-1  district,  in  an  existing 
one  story  building,  the  addition  to  the  restaurant  use  to 
include  Cabaret. 

PREMISES  AFFECTED— 4027  to  4029  East  Tremont 
Avenue,  southeast  corner  of  Gerber  Place,  Block  5445, 
Lot  7,  Borough  of  The  Bronx. 


208-70-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  340  East  57th  Street  Corporation,  long  term 
lessee. 

SUBJECT— Application  April  1,  1970— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  60(3)  of  the.  Multiple 
Dwelling  Law,  to  permit  in  an  R8  and  R10  district,  on. an 
accessory  parking  lot  to  a  multiple  dwelling,  the  addition 
of  transient  parking  for  the  unused  and  surplus  tenant 
spaces. 

PREMISES  AFFECTED— 325  to  343  East  56th  Street, 
north  side,  139  feet  west  of  First  Avenue,  Block  1349,  Lots 
14,  15,  17,  19  and  20,  Borough  of  Manhattan. 


209-70-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  340  East  57th  Street  Corporation,  long  term 
lessee. 

SUBJECT— Application  April  1,  1970— filed  pursuant  to 
Section  60  of  the  Multiple  Dwelling  Law  re-  proposed 
transient  parking  on  an  existing  accessory  outdoor  parking 
area  by  persons  other  than  the  occupants. 

PREMISES  AFFECTED— 325  to  343  East  56th  Street, 
north  side,  139  feet  west  of  First  Avenue,  Block  1349, 
Lots  14,  15,  17,  19  and  20,  Borough  of  Manhattan. 


214-70-BZ 

APPLICANT— Robert  Gottlieb  for  L.  F.  Play,  Incorpo¬ 
rated,  owner. 

SUBJECT — Application  April  7,  1970— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R7-2  district  on  a  plot  with  6 
individual  garages,  the  use  of  the  open  area  as  a  non¬ 
transient  parking  lot. 

PREMISES  AFFECTED— 311  East  178th  Street,  north 
side,  90  feet  east  of  Anthony  Avenue,  Block  2814,  Lot  94, 
Borough  of  The  Bronx. 


246-70-BZ 

APPLICANT— Thomas  P.  Crinnion  for  Kal  Mar  Realty 
Corporation,  owner. 


SUBJECT — Application  April  24,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R8  district,  in  an  existing  six 
story  building,  the  addition  to  the  use  of  the  restaurant 
on  the  first  floor  to  include  Cabaret. 

PREMISES  AFFECTED— 233  to  237  East  84th  Street, 
north  side,  201  feet  8  inches  west  of  Second  Avenue,  Block 
1530,  Lot  15,  Borough  of  Manhattan. 


252-70-BZ 

APPLICANT— Atkin  and  Bassolino  for  1001  Castle  Hill 
Holding  Corporation,  owner;  Joe  &  Joe  Inc.,  lessee. 

SUBJECT — Application  April  23,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  11-412  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  Cl-2  district,  the 
erection  of  a  one  story  enlargement  to  an  existing  restau¬ 
rant  and  cabaret  establishment  previously  before  the  Board. 

PREMISES  AFFECTED — 2169  Bruckner  Boulevard  and 
1001  Castle  Hill  Avenue,  northwest  corner,  Block  3806, 
Lot  47,  Borough  of  The  Bronx. 


282-70-BZ 

APPLICATION — Larry  Meltzer  for  Roclu  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  May  8,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections.  73-11  (g)  and  . 73-211 
of  the  Zoning  Resolution,  to  permit  in  a  C2-2  district,  the 
reconstruction  of  an  automotive  service  station  with  acces¬ 
sory  uses. 

PREMISES  AFFECTED— 4102-4114  Avenue  U  and  2201- 
2211  Coleman  Street,  southeast  corner,  Block  8558,  Lot  36, 
Borough  of  Brooklyn. 


294-70-BZ 

APPLICANT — Charles  F.  Murphy  for  Rose  Segal,  owner. 

SUBJECT— Application  May  14,  1970— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an.  R4  district,  the  structural 
alteration  and  rearrangement  in  area  of  a  machine  shop. 

PREMISES  AFFECTED— 14-10  123rd  Street,  west  side, 
69.10  feet,  north  of  15th  Avenue,  and  122-13  15th  Avenue, 
Block  4085,  Lot  36,  College  Point,  Borough  of  Queens. 


317-70-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  The  Dalton  School,  contract  vendee. 

SUBJECT — Application  May  26,  1970 — decision  of  the  Bor¬ 
ough  Superintendent  under  Section  666  of  the  New  York 
City  Charter  and  Section  73-19  of  the  Zoning  Resolution, 
to  permit  in  an  Ml-4  district,  the  conversion  of  an  existing 
4  story  and  basement  building,  to  an  accessory  gymnasium 
and  physical  education  facility  for  an  existing  school. 

PREMISES  AFFECTED— 215  East  94th  Street,  north 
side,  230  feet  east  of  Third  Avenue,  Block  1540,  Lot  10, 
Borough  of  Manhattan. 

M.  MILTON  GLASS,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  JUNE  9,  1970,  10  A.M. 

Present :  Chairman  Glass,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 


752-29-BZ — Vol.  IV 

APPLICANT — Leonard  F.  Rothkrug  for  Walbell  Real 
Estate  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  15, 
1970 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Sections  7f,  7i  and  21  of  the 
Zoning  Resolution,  permitting  partly  in  a  business  use  and 
partly  in  manufacturing  use,  C  area  district,  the  exten- 
tion  of  the  accessory  motor  vehicle  repair  shop  building, 
hand  tools  only,  no  welding  or  spraying,  using  more  than 
the  permitted  area,  and  the  maintenance  of  the  gasoline 
service  station  all  for  a  temporary  term  of  ten  (10)  years. 

PREMISES  AFFECTED — 8801-8809  4th  Avenue,  south¬ 
east  corner  of  88th  Street,  Block  6065,  Lot  6,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  IV,  on  March  3,  1959,  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  June  9,  1970,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  20,  1949,  as  amended  through  March  13,  1962,  only  as 
to  the  term  of  the  variance,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  March  15,  1970, 
to  permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects  ;  and  that  a  new  Certificate  of  Occupancy  shall  be 
obtained.”  (Alt.  1103-58) 


672-54-BZ 

APPLICANT— Murray  Rudman  for  Lobster  Box  Restau¬ 
rant  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  May  4,  1970 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  the  proposed  extension  of  the  parking 
area  into  the  residence  use  district. 

PREMISES  AFFECTED— 26-34  City  Island  Avenue, 
northeast  corner  of  Belden  Street,  Block  5637,  Lots  61,' 
72,  75  and  139,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Murray  Rudman. 

ACTION  OF  BOARD — Application  reopened  and  term 
of  variance  extended. 


TPIE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
May  4,  1965,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  June  9,  1970,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  May  24, 
1955,  as  amended  through  May  4,  1965,  only  as  to  the  term 
of  the  variance,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read : 

“granted  for  a  term  of  five  years  from  May  4,  1970,  to 
permit  .  .  .  ;  that  other  than  as  herein  amended  the  reso¬ 
lution  above  cited  shall  be  complied  with  in  all  respects ; 
and  that  a  new  Certificate  of  Occupancy  shall  be  ob¬ 
tained.”  (Alt.  742-54) 


582-55-BZ 


APPLICANT — Lama  and  Vassalotti  for  B.  P.  Oil  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition,  under  Sections 
7f,  7i  and  7 A  of  the  Zoning  Resolution,  permitting  in  a 
business  use  district,  the  erection  and  maintenance  of  a 
gasoline  service  station,  lubritorium,  auto  laundry,  non¬ 
automatic,  minor  auto  repairs,  hand  tools  only  and  parking 
of  motor  vehicles  awaiting  service  with  show  windows, 
signs  and  curb  cuts  within  75  feet  of  the  residence  use 
district. 

PREMISES  AFFECTED — 1881-1889  Utica  Avenue,  east 
side,  from  Flatlands  Avenue  to  Avenue  K,  Block  7798,  Lot 
9,  (formerly  Lots  6,  8  and  9),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 


THE VOTE— 


Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan,  and 

Commissioner  Nolan  . 

Negative:  . 


5 

0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  26,  1956,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  26, 
1956,  by  adding  thereto: 

“that  the  premises  shall  conform  to  revised  drawing  of 
proposed  conditions  marked  ‘Received  May  21,  1970’,  one 
sheet,  on  condition  that. a  copy  of  the  original  resolution, 
as  amended,  and  a  certified  copy  of  the  drawings  as  ap¬ 
proved  by  the  Board  shall  be  permanently  posted  in  the 
office  of  this  automotive  service  station;  and  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 
be  complied  with  in  all  respects.”  (B.N  1335-70) 


192-56-BZ— Vol.  Ill 

APPLICANT— Charles  M.  Spindler  for  Shell  Oil  Com¬ 
pany,  long  term  lessee;  Michael  Zachero,  owner. 
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SUBJECT — Application  for  consideration— reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition,  under  Sections 
73-211  and  73-212  of  the  Zoning  Resolution,  to  permit  in  a 
C2-2  district  mapped  in  an  R5  district,  the  erection  and 
maintenance  of  an  automotive  service  station,  lubritorium, 
minor  auto  repairs  (hand  tools  only)  non-automatic  car¬ 
wash,  office,  sales,  loading  and  unloading,  parking  of  cars 
awaiting  service  and  a  ground  sign. 

PREMISES  AFFECTED— 3902-3912  Church  Avenue  and 
249-259  East  39th  Street,  southeast  corner,  Block  4893, 
Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  Ill,  on  February  5,  1963,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  February 
5,  1963,  by  adding  thereto: 

“that  the  gasoline  pumps  shall  conform  to  revised  draw¬ 
ing  of  proposed  conditions  marked  ‘Received  May  15, 
1970’,  one  sheet ;  and  that  the  underground  gasoline  stor¬ 
age  tanks  shall  be  limited  as  to  number,  capacity  and 
location  in  accordance  with  the  requirements  of  the  Ad¬ 
ministrative  Code,  on  condition  that  a  copy  of  the  orig¬ 
inal  resolution,  as  amended,  and  a  certified  copy  of  the 
drawings  as  approved  by  the  Board  shall  be  permanently 
posted  in  the  office  of  this  automotive  service  station; 
and  that  other  than  as  herein  amended  the  resolution 
above  cited  shall  be  complied  with  in  all  respects.”  (Misc. 
354-70) 


741-59-BZ 

APPLICANT — Charles  M.  Spindler  for  Shell  Oil  Company, 
long  term  lessee ;  Stafac  Ind.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition,  under  Sections 
7f,  7e  and  7i  of  the  Zoning  Resolution,  to  permit  in  a  busi¬ 
ness  use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium,  minor  auto  repairs,  car  wash¬ 
ing,  office,  sales  and  storage  and  parking  of  motor  vehicles, 
for  a  stated  term  of  fifteen  (15)  years. 

PREMISES  AFFECTED— 112-118  Atlantic  Avenue  and 
321-327  Henry  Street,  southeast  corner,  Block  285,  Lots  6, 
7,  8,  and  9,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  B.  J.  Amato. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
March  22,  1960,  on  certain  conditions ;  and 


Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  December  5,  1961 ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March  22, 
1960,  as  amended  through  December  5,  1961  by  adding 
thereto : 

“that  the  gasoline  pumps  shall  conform  to  revised  draw¬ 
ing  of  proposed  conditions  marked  ‘Received  May  15, 
1970’,  one  sheet ;  and  that  the  underground  gasoline  stor¬ 
age  tanks  shall  be  limited  as  to  number,  capacity  and 
location  in  accordance  with  the  requirements  of  the  Ad¬ 
ministrative  Code,  on  condition  that  a  copy  of  the  original 
resolution,  as  amended,  and  a  certified  copy  of  the  draw¬ 
ings  as  approved  by  the  Board  shall  be  permanently 
posted  in  the  office  of  this  automotive  service  station ;  and 
that  other  than  as  herein  amended  the  resolution  above 
cited  shall  be  complied  with  in  all  respects.”  (Misc. 
305-70) 


378-65-BZ 

APPLICANT — Charles  M.  Spindler  for  Shell  Oil  Company, 
long  term  lessee ;  Florence  Fazio,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition,  under  Section 
11-412  of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  dis¬ 
trict,  the  rehabilitation  of  an  existing  public  garage,  repair 
shop  and  automotive  service  station  for  use  as  an  automo¬ 
tive  service  station  with  accessory  uses. 

PREMISES  AFFECTED— 445  Beach  129th  Street,  west 
side,  140  feet  south  of  Cronston  Avenue,  Block  16211,  Lot 
18,  (formerly  lots  14,  18,  20)  Rockaway,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
June  15,  1965,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  15, 
1965,  by  adding  thereto : 

“that  the  gasoline  pumps  shall  conform  to  revised  draw¬ 
ing  of  proposed  conditions  marked  ‘Received  May  15, 
1970’,  one  sheet ;  and  that  the  underground  gasoline  stor¬ 
age  tanks  shall  be  limited  as  to  number,  capacity  and 
location  in  accordance  with  the  requirements  of  the  Ad¬ 
ministrative  Code,  on  condition  that  a  copy  of  the  original 
resolution,  as  amended,  and  a  certified  copy  of  the  draw¬ 
ings  as  approved  by  the  Board  shall  be  permanently 
posted  in  the  office  of  this  automotive  service  station;  and 
that  other  than  as  herein  amended  the  resolution  above 
cited  shall  be  complied  with  in  all  respects.”  (Misc.  267- 
70) 


457-65-BZ 

APPLICANT — Albert  Melniker  for  Milton  Jaeger,  owner. 
SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super- 


499 


MINUTES 


intendent;  previously  granted  on  condition,  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  an  R3-2 
district,  the  erection  of  a  one  story  and  cellar  building  for 
use  as  a  retail  store  with  accessory  open  parking  and  with 
business  entrances  within  SO  feet  of  intersecting  streets. 

PREMISES  AFFECTED— 4360  Hylan  Boulevard,  north¬ 
east  corner  of  Richmond  Avenue,  Block  5322,  Lot  1,  Elting- 
ville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  20,  1965,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  20, 
1965,  as  amended  through  November  5,  1969,  by  adding 
thereto : 

“that  signs  shall  be  limited  to  those  permitted  in  a  Cl-1 
district,  as  shown  on  revised  drawing  of  proposed  con¬ 
ditions  marked  ‘Received  May  12,  1970’,  one  sheet,  on 
condition  that  other  than  as  herein  amended  the  resolu¬ 
tion  above  cited  shall  be  complied  with  in  all  respects.” 
(N.  B.  145-65  and  E.  S.  88-70) 


411-66-BZ 

APPLICANT — Charles  M.  Spindler  for  Shell  Oil  Company, 
long  term  lessee;  Tulla  Service,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition,  under  Section 
11-412  of  the  Zoning  Resolution,  to  permit  in  a  C2-3  dis¬ 
trict,  the  enlargement  in  area  of  a  plot  previously  before 
the  Board  and  the  change  in  occupancy  from  garage  and 
automotive  service  station  to  an  automotive  service  sta¬ 
tion  with  accessory  uses  and  with  a  business  sign. 

PREMISES  AFFECTED— 1103-1107  DeKalb  Avenue, 
northeast  corner  of  Reid  Avenue,  Block  1600,  Lots  1  and 
28,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  12,  1966,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  12 
1966,  by  adding  thereto : 

“that  the  gasoline  pumps  shall  conform  to  revised  draw- 
ins?  of  proposed  conditions  marked  ‘Received  May  19, 
1970’,  one  sheet;  and  that  the  underground  gasoline 
storage  tanks  shall  be  limited  as  to  number,  capacity  and 


location  in  accordance  with  the  requirements  of  the 
Administrative  Code,  on  condition  that  a  copy  of  the 
original  resolution,  as  amended,  and  a  certified  copy  of 
the  drawings  as  approved  by  the  Board  shall  be  per¬ 
manently  posted  in  the  office  of  this  automotive  service 
station ;  and  that  other  than  as  herein  amended  the  reso¬ 
lution  above  cited  shall  be  complied  with  in  all  respects.” 
(Misc.  304-70) 


417-67-BZ 

APPLICANT — Charles  M.  Spindler  for  Shell  Oil  Com¬ 
pany,  long  term  lessee;  Bernard  Rosenberg,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Sections 
73-211  and  73-212  of  the  Zoning  Resolution,  to  permit  in 
a  C2-2  district,  the  reconstruction  of  an  automotive  service 
station  with  accessory  uses. 

PREMISES  AFFECTED — 2705-2715  Nostrand  Avenue, 
east  side,  340  feet  south  of  Avenue  M,  Block  7666,  Lot  24, 
Borough  of  Brooklyn. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  q 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  18,  1967,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  18 
1967,  by  adding  thereto: 

“that  the  gasoline  pumps  shall  conform  to  revised  draw¬ 
ing  of  proposed  conditions  marked  ‘Received  May  15, 
1970’,  one  sheet;  and  that  the  underground  gasoline 
storage  tanks  shall  be  limited  as  to  number,  capacity  and 
location  in  _  accordance  with  the  requirements  of  the 
Administrative  Code,  on  condition  that  a  copy  of  the 
original  resolution,  as  amended,  and  a  certified  copy  of 
the  drawings  as  approved  by  the  Board  shall  be  per¬ 
manently  posted  in  the  office  of  this  automotive  service 
station ;  and  that  other  than  as  herein  amended  the  reso¬ 
lution  above  cited  shall  be  complied  with  in  all  respects.” 
(Misc.  303-70) 


211-69-BZ 

APPLICANT  Charles  M.  Spindler  for  Shell  Oil  Company, 
long  term  lessee;  John  Sutter,  Victor  Sutter,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition,  under  Section 
11-412  of  the  Zoning  Resolution,  to  permit  in  a  C2-4  dis¬ 
trict,  the  erection  of  a  one  story  enlargement  to  an  existing 
automotive  service  station,  previously  before  the  Board. 

PREMISES  AFFECTED — 2472  Knapp  Street,  northwest 
corner  of  Avenue  Y,  Block  7429,  Lot  36,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
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Commissioner  Klein,  Commissioner  Madigan  and 


r* 

Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  1,  1969,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  1, 
1969,  by  adding  thereto: 

“that  the  gasoline  pumps  shall  conform  to  revised 
drawing  of  proposed  conditions  marked  ‘Received  May 
19,  1970’,  one  sheet;  and  that  the  underground  gasoline 
storage  tanks  shall  be  limited  as  to  number,  capacity 
and  location  in  accordance  with  the  requirements  of  the 
Administrative  Code,  on  condition  that  a  copy  of  the 
original  resolution,  as  amended,  and  a  certified  copy  of 
the  drawings  as  approved  by  the  Board  shall  be  per¬ 
manently  posted  in  the  office  of  this  automotive  service 
station;  and  that  other  than  as  herein  amended  the  reso¬ 
lution  above  cited  shall  be  complied  with  in  all  respects.” 
(Misc.  291-70) 


221-69-BZ 

APPLICANT — Charles  M.  Spindler  for  Shell  Oil  Company, 
long  term  lessee;  Stanley  and  Harvey  Frischling,  Natalie 
Wolff,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution— decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section 
11-412  of  the  Zoning  Resolution,  to  permit  in  a  C8-2 
district,  the  erection  of  a  one  story  enlargement  to  an 
existing  automotive  service  station  building,  previously 
before  the  Board,  that  encroaches  on  the  required  yard 
along  a  district  boundary. 

PREMISES  AFFECTED— 1504-1526  Coney  Island  Avenue, 
west  side,  100  feet  north  of  Avenue  L,  Block  6536,  Lots 
30  and  34,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
September  30,  1969,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Septem¬ 
ber  30,  1969,  by  adding  thereto: 

“that  a  six  foot  high  aluminum  louvered  fence  may  be 
substituted  for  the  fence  wall  heretofore  required  along 
the  rear  lot  line,  and  there  may  be  three  gasoline  pumps 
on  each  of  the  two  pump  islands,  as  shown  on  revised 
drawing  of  proposed  conditions  marked  ‘Received  May 
15,  1970’,  one  sheet;  and  that  the  underground  gasoline 
storage  tanks  shall  be  limited  as  to  number,  capacity 
and  location  in  accordance  with  the  requirements  of  the 
Administrative  Code,  on  condition  that  a  copy  of  the 
original  resolution,  as  amended,  and  a  certified  copy  of 
the  drawings  as  approved  by  the  Board  shall  be  per¬ 
manently  posted  in  the  office  of  this  automotive  service 
station ;  and  that  other  than  as  herein  amended  the 


resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (Alt.  178-69  and  Misc.  290-70) 


322-69-BZ 

APPLICANT — Charles  M.  Spindler  for  Shell  Oil  Company, 
long  term  lessee ;  Samuel  Rabinowitz,  Phyllis  Robbins, 
owners. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition,  under  Section 
73-211  of  the  Zoning  Resolution,  to  permit  in  a  C2-2 
district,  the  erection  of  a  one  story  enlargement  and  the 
rehabilitation  of  an  existing  automotive  service  station. 

PREMISES  AFFECTED — 65-35  Woodhaven  Boulevard, 
east  side,  from  65th  Drive  to  65th  Road,  Block  3138,  Lot  1, 
Forest  Hills,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
September  16,  1969,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Septem¬ 
ber  16,  1969,  by  adding  thereto: 

“that  the  gasoline  pumps  shall  conform  to  revised  draw¬ 
ing  of  proposed  conditions  marked  ‘Received  May  19, 
1970’,  one  sheet;  and  that  the  underground  gasoline 
storage  tanks  shall  be  limited  as  to  number,  capacity  and 
location  in  accordance  with  the  requirements  of  the 
Administrative  Code,  on  condition  that  a  copy  of  the 
original  resolution,  as  amended,  and  a  certified  copy  of 
the  drawings  as  approved  by  the  Board  shall  be  per¬ 
manently  posted  in  the  office  of  this  automotive  service 
station;  and  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects.  (Misc.  266-79) 


1865-61-BZ 

APPLICANT— Albert  Melniker  for  Catherine  Costa,  owner. 

SUBJECT — Application  for  consideration— reopening  for 
extension  of  time  to  complete  which  expired  January  10, 
1970— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7c  and  21  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  residence  use  district,  the 
maintenance  of  the  premises  for  accessory  patron  parking 
to  the  proposed  retail  stores  located  in  the  retail  district. 

PREMISES  AFFECTED— 2160  Hylan  Boulevard,  east  side, 
block  from  between  Midland  Avenue  and  Zwicky  Avenue, 
Block  3691,  Lot  1,  Grant  City,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

For  Opposition:  Patsy  J.  Demeo,  John  P.  DiBernardo, 
Anthony  DeVito,  Vincent  A.  Ricci,  Patrick  La  Salle, 
Frank  Deheato,  Anthony  F.  Conti,  Anthony  Feola. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
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Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  VOTER  TO  REOPEN  AND  RECONSIDER— 
Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 


ACTION  OF  BOARD — Laid  over  from  June  9,  1970  to 
June  30,  1970,  at  10  A.  M.  for  report  from  the  Building 
Department  and  inspection  by  the  Board. 


758-68-BZ 

APPLICANT — Sharf,  Hellenbrand  and  Tuohy  for  Long 
Island  Railroad  Company,  owner;  Pan-American  Van 
Lines,  Incorporated,  lessee. 

SUBJECT — Application  September  30,  1968 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  C8-1  and  R4  district,  in  conjunc¬ 
tion  with  the  construction  of  an  off-site  accessory  parking 
facility  for  a  moving  van  establishment,  the  expansion  in 
area  into  the  R4  district. 

PREMISES  AFFECTED — 88-16  Little  Neck  Parkway, 
west  side,  48.76  feet  north  of  Jamaica  Avenue,  Block  8668, 
Part  of  Lot  195,  Bellerose,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Morton  S.  Cahn. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  June  23,  1970,  at  10 
A.M.  at  the  request  of  the  applicant.  Previously  in¬ 
spected. 

839-68-BZ 

APPLICANT — Andrew  Di  Camille  for  Endy  Anderson, 
owner. 

SUBJECT — Application  November  1,  1968 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C4-2  district,  the  erection  of 
a  six  story  office  and  storage  building  that  exceeds  the  per¬ 
mitted  floor  area  ratio  and  provides  less  than  the  required 
accessory  parking  spaces. 

PREMISES  AFFECTED — 409-425  89th  Street,  north  side, 
53  feet  3  inches  east  of  4th  Avenue,  Block  6065,  Lots  43, 
46,  47,  49,  50,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Frank  Sellitto  and  John  Scablette. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  June  16,  1970,  at  10 
A.  M.  for  decision ;  applicant  to  submit  clarification  of  finan¬ 
cial  statement  and  additional  information ;  hearing  closed. 


535-69-BZ 

APPLICANT — Abraham  Grossman  for  Bridget  Belton, 
owner. 

SUBJECT — Application  September  5,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R7-2  district,  in  an  existing 
four  story  building  previously  before  the  Board,  the  exten¬ 
sion  of  the  commercial  occupancy  to  include  the  fourth 
floor. 

PREMISES  AFFECTED — 114  West  Houston  Street,  north 
side,  110  feet  east  of  Sullivan  Street,  Block  525,  Lot  28 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Abraham  Grossman  and  John  P.  Belton. 
For  Opposition:  None. 


ACTION  OF  BOARD— Laid  over  to  June  23,  1970,  at 
10  A.M.,  for  decision ;  applicant  to  file  revised  drawings ; 
previously  inspected;  hearing  continued. 


536-69-A 

APPLICANT — Abraham  Grossman  for  Bridget  Belton, 
owner. 

SUBJECT — Application  September  5,  1969 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Class  3 
building,  occupancy  of  4th  floor  for  filter  storage  and 
office. 

PREMISES  AFFECTED— 114  West  Houston  Street, 
north  side,  100  feet  east  of  Sullivan  Street,  Block  525,  Lot 
28,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Abraham  Grossman  and  John  P.  Belton. 

ACTION  OF  BOARD — Laid  over  to  June  23,  1970,  at 
10  A.M.,  for  decision  in  conjunction  with  Calendar  Num¬ 
ber  535-69-BZ ;  hearing  continued. 


633-69-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Canarsie  Lots 
Corporation  and  Ellar  Estates  Corporation,  owners. 

SUBJECT — Application  October  23,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-44 
of  the  Zoning  Resolution,  to  permit  in  a  C2-1  and  R4  dis¬ 
trict  in  conjunction  with  the  erection  of  a  two  story  store 
and  office  building,  the  reduction  in  the  number  of  accessory 
parking  spaces  and  the  extension  of  the  parking  area  into 
the  residence  district. 

PREMISES  AFFECTED — 9512  to  9514  Avenue  L,  south 
side,  82  ft.  8y$  inches  east  of  95th  Street,  1423-1425  East 
95th  Street,  Block  8270,  Lot  38,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  Giacomo  Castronovo,  Blanche  Goldberg, 
Mary  Meyerowitz,  Margarita  I.  Gordon,  Anna  Peterson 
and  Lillian  Anello. 

ACTION  OF  BOARD — Laid  over  to  June  30,  1970,  at 
10  A.M.  for  decision;  applicant  to  file  revised  drawings 
and  further  information;  hearing  closed. 

680-69-BZ  ' 

APPLICANT — Arthur  J.  McGee  for  Seymour  S.  Traiger, 
owner. 

SUBJECT — Application  November  14,  1969 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R4  district,  the  erection 
of  a  one  story  building  for  use  as  retail  stores  with 
accessory  parking  in  the  open  area. 

PREMISES  AFFECTED — 41-07  Beach  Channel  Drive, 
southwest  corner  of  Beach  41st  Street,  Block  15831,  Lots 
32,  35  and  37,  Far  Rockaway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition :  Michael  Abbene  and  Anthony  J.  Krizel. 

ACTION  OF  BOARD — Laid  over  to  June  23,  1970,  at 
10  A.M.  for  continued  hearing;  applicant  to  reconsider 
proposal. 

72-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Milton  and  Lil¬ 
lian  Spinner,  Dorf  Management  Company  (owner  under 
contract). 

SUBJECT — Application  January  28,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon- 
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ing  Resolution,  to  permit  in  an  R4  district,  the  erection 
of  a  one  story  building  for  use  as  a  factory  and  ware¬ 
house. 

PREMISES  AFFECTED— 106-20  180th  Street,  177-49  to 
177-73  106th  Road,  northwest  corner,  Block  10334,  Lot  36, 
Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  June  23,  1970,  at  10 
A.M.  at  the  request  of  the  applicant.  Previously  inspected. 

77-70-BZ 

APPLICANT — Aaron  Halpern  for  W.  T.  Jackson  Com¬ 
pany,  owner. 

SUBJECT — Application  February  2,  1970 — -decision  of  the 
Borough  Superintendent  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  on  a  plot  with 
a  multiple  dwelling,  the  installation  of  an  outdoor  acces¬ 
sory  swimming  pool  that  encroaches  on  the  minimum  dis¬ 
tance  to  a  lot  line. 

PREMISES  AFFECTED — 1820  Everdell  Street,  northwest 
corner  of  Greenport  Road,  Block  15563,  Lot  56,  Far  Rock- 
away,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Alphonse  J.  Russo  and  Abraham  Green- 
berg. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  June  16,  1970,  at  10 
A.M.  for  decision;  applicant  to  file  revised  drawings  and 
additional  information ;  hearing  closed. 


105-70-BZ 

APPLICANT — Atkin  and  Bassolino  for  Bronx  Third  Av¬ 
enue  Realty  Company,  owner. 

SUBJECT — Application  February  19,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  erection 
of  a  one  story  building  for  use  as  a  wholesale  establishment 
with  accessory  storage. 

PREMISES  AFFECTED— 535  East  167th  Street,  north¬ 
west  corner  of  Fulton  Avenue,  Block  2609,  Lot  58,  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Harry  Atkin  and  Lawrence  Schur. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  June  16,  1970,  at  10 
A.M.,  for  decision;  previously  inspected;  hearing  closed. 


106-70-BZ 

APPLICANT — Albert  Melniker  for  Jerome  Campo,  owner. 

SUBJECT — Application  February  19,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  and  73-125 
of  the  Zoning  Resolution,  to  permit  in  an  R2  district,  the 
erection  of  a  two  story  building  to  be  occupied  with  offices 
on  the  first  floor  and  medical  offices  on  the  second  floor 
with  accessory  parking  in  the  open  area. 

PREMISES  AFFECTED — 1497  Richmond  Road,  north¬ 
west  corner  of  Forest  Road,  Block  869,  Lot  377,  Dongan 
Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

For  Opposition:  Louis  Correard. 

ACTION  OF  BOARD — Laid  over  to  June  30,  1970,  at  10 
A.M.,  for  decision ;  applicant  to  file  additional  information ; 
previously  inspected;  hearing  closed. 


125-70-BZ 

APPLICANT — Stanley  A.  Applebaum  for  St.  Charles 
Church,  owner. 

SUBJECT — Application  March  3,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-452  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-1  district,  the  construc¬ 
tion  of  an  off-site  accessory  parking  facility  for  a  church. 

PREMISES  AFFECTED — Penn  Avenue,  northwest  corner 
of  Hylan  Boulevard,  Block  4278,  Lot  5,  New  Dorp,  Bor¬ 
ough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Stanley  A.  Applebaum. 

For  Opposition:  Christina  Failla  and  John  Failla. 

ACTION  OF  BOARD— Laid  over  to  June  23,  1970,  at  10 
A.M.  for  decision.  The  applicant  to  submit  revised  draw¬ 
ings  and  furnish  additional  information.  Hearing  closed. 
Previously  inspected. 


131-70-BZ 

APPLICANT — Stroock  and  Stroock  and  Lavan  for  Doro¬ 
thy  Livingston,  owner;  Volkswagen  Bristol  Motors,  In¬ 
corporated,  lessee. 

SUBJECT — Application  March  10,  1970— decision  of  the 
Borough  Superintendent,  under  Section  73-49  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Ml -4  and  R10  district,  the 
use  of  the  roof  over  the  two  story  portion  of  a  four  story 
automobile  sales  and  service  establishment  for  accessory 
parking. 

PREMISES  AFFECTED— 502  to  512  East  76th  Street, 
south  side,  98  feet  east  of  York  Avenue,  Block  1487,  Lots 
43,  44,  47  and  48,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Charles  Moerdler,  Fred  Nichols,  David 
Prosky  and  Richard  Siegler. 

For  Opposition :  Sol  W.  Aronson. 

ACTION  OF  BOARD— Laid  over  to  June  23,  1970,  at  10 
A.M.  for  continued  hearing.  The  applicant  to  consider 
revising  his  application.  Previously  inspected. 


894-68-BZ — Vol.  II 

APPLICANT — Frederick  A.  Ketcher  for  Jack  Starr,  owner. 
SUBJECT — Application  reopened  January  20,  1970  as  Vol¬ 
ume  II — Decision  of  the  Borough  Superintendent,  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
R6  district,  the  erection  of  a  retail  store  with  accessory 
parking  in  the  open  area. 

PREMISES  AFFECTED— 2477  Crotona  Avenue,  710  East 
189th  Street,  southwest  corner,  Block  3105,  Lot  26,  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Frederick  A.  Ketcher. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
May  26,  1970,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  June  9,  1970;  and 
Whereas,  the  district,  maps  accompanying  the  Zoning 
Resolution  show  the  site  is  in  an  R6  district;  and 
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Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  31,  1970,  acting  on  N.  B.  Applic  454/1968, 
reads : 

“1.  Erection  of  a  retail  grocery  store  U.  G.  6  lo¬ 
cated  in  an  R6  district  is  contrary  to  Section  22-10  of 
Z.  R. 

2.  Location  of  curb  cut  within  50'  of  a  corner  is 
contrary  to  Section  25-63  of  Z.  R.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R6  district  for  a  term  of  ten  (10)  years,  the  erection  of 
a  retail  store  with  accessory  parking  in  the  open  area,  on 
condition  that  all  work  shall  substantially  conform  to  draw¬ 
ings  filed  with  this  application  and  marked  “Received  De¬ 
cember  18,  1969”,  2  sheets,  and  “June  2,  1970”,  3  sheets  ex¬ 
cept  that  the  fencing  shall  be  6'-0"  high ;  that  all  laws,  rules 
and  regulations  applicable  shall  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


124-70-BZ 

APPLICANT — Charles  A.  Magrino  for  Andolino  and 
D’Amico  Baking  Company,  Incorporated,  owner. 
SUBJECT — Application  March  3,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  in  an  existing 
two  story  building,  the  enlargement  in  area  of  the  bakery 
production  that  exceeds  the  floor  area  limitation  and 
encroaches  on  the  required  front  and  side  yards. 
PREMISES  AFFECTED — 651  Liberty  Avenue,  northwest 
corner  of  Ashford  Street,  Block  3967,  Lots  37  and  38, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Charles  A.  Magrino. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commission  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  June  9,  1970,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  24,  1970,  acting  on  Alt.  Applic.  2135/1969, 
reads : 

“1.  In  an  R5  District,  the  proposed  relocation  of 
food  products  processing  (Use  Group  17B)  from  cellar 
to  first  floor  &  accessory  bldgs,  in  an  extension  of  a 
non-conforming  use  and  is  not  permitted  as  of  right  as 
per  Sec.  22-10  Z.  R.  &  52-40  of  Z.  R. 

2.  Proposed  structural  alteration  in  the  bldg,  occu¬ 
pied  by  a  non-conforming  use  is  contrary  to  Sec.  52-22 
Z.  R. 

3.  Concrete  block  wall  remaining  in  side  &  front 
yards  to  a  height  of  more  than  eight  feet  is  contrary  to 
Section  23-44  Z.  R. 

4.  Since  there  are  no  bulk,  parking  or  loading  re¬ 


quirements  for  a  non-conforming  use,  these  matters  are 
referred  to  the  Board  for  consideration.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R5  district,  in  an  existing  two-story  building,  the  enlarge¬ 
ment  in  area  of  the  bakery  production  that  exceeds  the  floor 
area  limitation  and  encroaches  on  the  required  front  and 
side  yard,  on  condition  that  all  work  shall  substantially  con¬ 
form  to  drawings  filed  with  this  application  and  marked  “Re¬ 
ceived  March  3,  1970,”  10  sheets ;  that  all  laws,  rules  and 
regulations  applicable  shall  be  complied  with,  and  that  sub¬ 
stantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 


153-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Elsa  Krauss,  owner. 

SUBJECT — Application  March  24,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the 
erection  of  a  three  story,  2  family  dwelling  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room  and  penetrates  the 
sky  exposure  plane. 

PREMISES  AFFECTED— 42-29  202nd  Street,  east  side, 
240  feet  north  of  43rd  Avenue,  Block  6260,  Lot  51,  Bay- 
side,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commission  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


154-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Elsa  Krauss,  owner. 

SUBJECT — Application  March  24,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the 
erection  of  a  three  story,  2  family  dwelling  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room  and  penetrates  the 
sky  exposure  plane. 

PREMISES  AFFECTED— 42-19  202nd  Street,  east  side, 
180  feet  south  of  42nd  Avenue,  Block  6260,  Lot  56,  Bay- 
side,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


V 


504 


MINUTES 


155-70-BZ 

APPLICANT— Arthur  J.  McGee  for  Elsa  Krauss,  owner. 

SUBJECT— Application  March  24,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the 
erection  of  a  three  story,  2  family  dwelling  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room  and  penetrates  the 
sky  exposure  plane. 

PREMISES  AFFECTED— 42-21  202nd  Street,  east  side, 
210  feet  south  of  42nd  Avenue,  Block  6260,  Lot  55,  Bay- 
side,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 


156-70-BZ 

APPLICANT— Arthur  J.  McGee  for  Elsa  Krauss,  owner. 

SUBJECT — Application  March  24,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the 
erection  of  a  three  story,  2  family  dwelling  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room  and  penetrates 
the  sky  exposure  plane. 

PREMISES  AFFECTED— 42-25  202nd  Street,  east  side, 
230  feet  south  of  42nd  Avenue,  Block  6260,  Lot  54,  Bay- 
side,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


-  -------  i  — • 

Commissioner  Nolan  .  5 

Negative :  .  0 


157-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Elsa  Krauss,  owner. 

SUBJECT — Application  March  24,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the 
erection  of  a  three  story,  2  family  dwelling  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room  and  penetrates 
the  sky  exposure  plane. 

PREMISES  AFFECTED— 42-27  202nd  Street,  east  side, 
250  feet  south  of  42nd  Avenue,  Block  6260,  Lot  52,  Bay- 
side,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino 
For  Opposition :  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 


THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


168-70-BZ 

APPLICANT — Lama  &  Vassalotti  for  Mark  Cassuto, 
owner. 

SUBJECT — Application  March  24,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  two  story  and  cellar  enlargement  to  a  one  family 
dwelling  that  increases  the  degree  of  non-compliance  in 
floor  area  ratio  and  open  space  ratio. 

PREMISES  AFFECTED— 1744  East  27th  Street,  west 
side,  350  feet  south  of  Quentin  Road,  Block  6809,  Lot  29, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  Miriam  Meyerson,  Shirley  Lehrer  and 
Sidney  Lehrer. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
May  26,  1970,  after  due  notice  by  publication  in  the  Bulletin ; 
laid  over  to  June  9,  1970;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  23,  1970,  acting  on  Alt.  Applic.  342/1970,  reads: 

“1.  Proposed  enlargement  of  a  residence  building 
into  the  30'  required  rear  yard  in  an  R3-2  district  is 
contrary  to  Sect.  23-47  and  Sect.  23-44  of  the  Zoning 
Resolution. 

2.  Proposed  enlargement  of  a  residence  in  an  R3-2 
district  increases  the  degree  of  non-compliance  with 
respect  to  required  open  space  and  maximum  floor  area 
ratio  and  is  contrary  to  Sect.  23-141  and  Sect.  54-31  of 
the  Zoning  Resolution.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R3-2  district,  the  erection  of  a  two-story  and  cellar  en¬ 
largement  to  a  one-family  dwelling  that  increases  the  degree 
of  non-compliance  in  floor  area  ratio  and  open  space  ratio, 
on  condition  that  all  work  shall  substantially  conform  to 
drawings  filed  with  this  application  and  marked  “Received 
March  24,  1970”,  4  sheets,  and  “June  3,  1970”,  4  sheets ; 
that  all  laws,  rules  and  regulations  applicable  shall  be  com¬ 
plied  with,  and  that  substantial  construction .  be  completed 
within  one  year  from  the  date  of  this  resolution. 


Adjourned:  12:50  P.M. 

James  P.  Mulroy,  Secretary 
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REGULAR  MEETING 

TUESDAY  AFTERNOON,  JUNE  9,  1970,  2  P.M. 

Present :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 


1464-39-GR 

APPLICANT — Mr.  Frank  Eichhorn. 

APPEARANCES— 

For  Applicant:  Frank  R.  Eichhorn. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  . q 

THE  RESOLUTION— 

1  Whereas,  the  report  of  a  Committee  on  Test  reads: 
1464-39-GR— Amendment  to  resolution  as  to  additional  in¬ 
spection  agency  namely  Frank  Eichhorn. 

Air.  Frank  Eichhorn,  27-21  165th  Street,  Flushing,  New 
York,  filed  a  request  for  consideration  as  an  approved  in¬ 
spection  agency  under  the  Rules  of  the  Board  for  Inspection 
of  Opening  Protective  Assemblies.  He  proposes  that  the 
work  of  inspection  will  be  personally  performed  by  him. 

The  Committee  on  Test  has  reviewed  the  qualifications  of 
the  applicant  and  on  that  basis  recommends  that  Mr.  Frank 
Eichhorn,  Flushing,  New  York,  be  approved  as  an  inspec¬ 
tion  agency  under  the  provisions  of  the  Rules  of  the  Board 
of  .standards,  and  Appeals  on  Inspection  of  Opening  Protec- 
tive  Assemblies  and  that  such  approval  shall  remain  in  force 
until  rescinded  by  the  Board  and  that  all  inspections  shall 
be  made  personally  by  the  applicant. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


38-47-SM 

APPLICANT— Bergen  Building  Block,  Inc.,  Concrete  In- 
clustnes  Division,  owner. 

APPEARANCES— 

For  Applicant:  Charles  H.  Colwell,  Jr. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  c 

Negative :  . .!!!!!!*.".”] .  q 

THE  RESOLUTION— 

™THcATAS\the  r,eport  of  a  Committee  on  Test  reads : 
38-47-SM— Amendment  to  resolution  as  to  change  of  loca¬ 
tion  of  block  plant. 

Bergen  Building  Block,  Inc.,  Concrete  Industries  Division 
Ken vi  1  New  Jersey,  requested  that  the  resolution  adopted 
July  13,  1948  as  amended  at  various  times  through  October 


17,  1967  under  Calendar  Number  38-47-SM  be  reopened  and 
amended  so  as  to  include  an  additional  plant  and  to  delete 
one  of  the  plants  that  was  included  in  the  original  resolution. 
PROPOSED  USE:  Masonry  units. 

DESCRIP  1  ION :  There  has  been  no  change  in  the  materials 
used  in  the  manufacture  of  the  blocks  but  the  equipment  is  of 
modern  design. 

Under  the  original  approval  the  main  plant  was  located 
at  Ridgefield  Park,  New  Jersey.  The  operation  at  this  plant 
has  been  discontinued  and  all  operations  have  been  trans¬ 
ferred  to  the  new  plant  located  at  Kenvil,  New  Jersey  and 
the  plant  is  known  as  Bergen  Building  Block,  Inc.,  Con¬ 
crete  Industries  Division. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  13,  1948  as  amended 
at  various^  times  through  October  17,  1967  under  Calendar 
Number  38-47-SM  be  reopened  and  amended  so  as  to  extend 
the  approval  to  blocks  manufactured  at  the  applicant’s  new 
plant  located  at  Kenvil,  New  Jersey  and  known  as  Bergen 
Building  Block,  Inc.,  Concrete  Industries  Division,  on  con¬ 
dition  that  the  requirements  of  the  resolution  adopted  July 
13,  1948  as  amended  at  various  times  through  October  17, 
1967  under  Calendar  Number  38-47-SM  be  complied  with.’ 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Num¬ 
ber.  Failure  to  notify  the  Board  of  change  of  ownership, 
change  of  address  or  to  submit  the  annual  affidavit  will  be 
cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

_  Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
herebv  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


367-59-SA 

APPLICANT — Automatic  Burner  Corporation,  owner. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  . 0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
367-59-SA— Amendment  to  resolution  as  to  additional  trade 
name. 

Automatic  Burner  Corporation,  Chicago,  Illinois  requested 
that  the  resolution  adopted  November  10,  1959  as  amended 
through  February  25,  1970  under  Cal.  No.  367-59-SA  be 
reopened  and  amended  so  as  to  permit  the  approved  burner 
to  be  marketed  under  an  additional  trade  name. 
PROPOSED  USE:  Oil  burner. 

DESCRIPTION :  There  has  been  no  change  in  the  materials 
used  nor  in  the  method  of  manufacture.  The  request  is 
P?rmit  the  approved  Model  S  to  be  marketed  by  The 
Williamson  Company  under  the  model  designation  William¬ 
son  Oil  Burner,  Models  02-369  and  02-370. 
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RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  10,  1959,  as 
amended  through  February  25,  1970  under  Calendar  Number 
367-59-SA  be  reopened  and  amended  so  as  to  permit  the 
approved  Model  S  oil  burner  to  be  marketed  by  the  William¬ 
son  Company  as  the  Williamson  Oil  Burner,  Model  02-369 
and  02-370,  on  condition  that  the  requirements  of  the  reso¬ 
lution  adopted  November  10,  1959  as  amended  through  Feb¬ 
ruary  25,  1970  under  Calendar  Number  367-59-SA  be  com¬ 
plied  with. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


299-62-SM 

APPLICANT— Desco  Vitro  Glaze  Company  of  New  York 
Incorporated,  for  Desco  Chemical  Company,  Inc.,  owner. 

APPEARANCES— 

For  Applicant:  Robert  R.  Campbell. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
299-62-SM — Desco  Vitro  Glaze  Company  of  N.  Y.,  Inc.,  for 
Desco  Chemical  Company,  Inc.,  Buffalo,  N.  Y.,  filed  for 
approval  of  the  material  known  as  Desco  Glazetite  under  the 
provisions  of  C26-191.0  Administrative  Building  Code. 
PROPOSED  USE:  Interior  finish. 

DESCRIPTION:  The  material  is  an  inorganic  coating  that 
is  spray-applied  to  an  incombustible  surface. 

A  base  coat  is  applied  followed  by  a  glaze  coat  which  pro¬ 
vides  a  hard  finish  similar  to  an  interior  paint. 
INSPECTION  AND  TEST :  The  applicant  has  submitted 
a  report  of  test  conducted  by  Underwriters’  Laboratories  of 
Canada  which  shows  that  the  material  has  a  flame  spread 
rating  of  0  and  a  smoke  development  of  10. 
RECOMMENDATION :  Although  the  applicant  filed 

under  the  provisions  of  C26-191.0  Administrative  Building 
Code,  the  Committee  on  Test  recommends  the  approval  of 
the  material  Desco  Glazetite  under  the  provisions  of  C26- 
106.2  Building  Code  of  the  City  of  New  York  for  use  as 
an  interior  finish  under  the  provisions  of  C26-504.10  and 
Table  5-4  Building  Code  of  the  City  of  New  York,  on  con¬ 
dition  that  the  material  shall  be  installed  on  an  incombustible 
backing,  that  the  use  of  this  material  shall  not  be  considered 
as  adding  to  the  fire-resistive  rating  of  the  construction,  that 
coverage  shall  be  based  on  120  sq.  ft./gallon  for  the  base  coat 
and  300  sq.  ft./gallon  for  the  glaze  coat.  Each  container  in 
which  the  material  is  marketed  shall  be  labeled  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  299-62-SM”. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval.  Failure  to  notify  the  Board  of  change  of 


ownership,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


373-64-SM 

APPLICANT — Aram  Metal  Products,  Ltd.,  owner. 

APPEARANCES— 

For  Applicant:  Richard  I.  Pezenik. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
373-64-SM — Amendment  to  resolution  as  to  change  of  own¬ 
er-manufacturer. 

Aram  Metal  Products,  Ltd.,  Weehawken,  New  Jersey,  re¬ 
quested  that  the  resolution  adopted  July  14,  1964  under  Cal¬ 
endar  Number  373-64-SM  be  reopened  and  amended  so  as 
to  show  a  change  of  owner-manufacturer. 

PROPOSED  USE:  One  and  one-half  hour  opening  pro¬ 
tective  assembly. 

DESCRIPTION :  There  has  been  no  change  in  the  mate¬ 
rials  used  nor  in  the  method  of  manufacture  of  the  door. 
The  request  is  to  show  a  change  in  owner-manufacturer. 

Aram  Metal  Products,  Ltd.,  has  submitted  an  affidavit 
showing  that  they  have  purchased  all  rights,  title  and  inter¬ 
est  in  the  approval  granted  this  Calendar  Number  from  City 
Steel  Door  Corporation  and  City  Steel  Door  Corporation 
has  also  submitted  an  affidavit  showing  that  they  sold  all 
rights,  title  and  interest  in  the  approval  granted  under  this 
Calendar  Number  to  Aram  Metal  Products,  Ltd. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  14,  1964  under  Cal¬ 
endar  Number  373-64-SM  be  reopened  and  amended  so  as 
to  show  a  change  of  owner-manufacturer,  new  owner-manu¬ 
facturer  being  Aram  Metal  Products,  Ltd.,  on  condition 
that  the  requirements  of  the  resolution  adopted  July  14,  1964 
under  Calendar  Number  373-64-SM  be  complied  with. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


307-69-SM 

APPLICANT — National  Gypsum  Company,  owner;  John 
K.  Hovind,  agent. 

APPEARANCES— 

For  Applicant:  John  K.  Hovind. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 
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THE  VOTE— 


Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


S 

0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
307-69-SM — National  Gypsum  Company,  Buffalo,  N.  Y., 
filed  for  approval  of  the  Gold  Bond  Metaledge  Corewall 
Partition  System  under  the  provisions  of  C26-501.1,  C26- 
504.6  and  Table  3-4  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Two-hour  fire  resistive  shaft  en¬ 
closure  wall  (non-load  bearing). 

DESCRIPTION :  The  assembly  consists  of  a  prelaminated 
2  inch  thick  gypsum  coreboard  panels  with  galvanized  steel 
channel  edge  reinforcement  and  J4  inch  thick  gypsum  wall 
board  on  one  face. 

The  core  board  panel  is  either  16  or  24  inches  in  width 
and  consists  of  two  layers  of  1"  gypsum  board  laminated  by 
means  of  %  inch  beads,  spaced  2  inches  on  center  of  Gold 
Bond  joint  compound.  The  long  edges  of  each  board  are 
clad  with  “U”  channels  fabricated  of  24  gauge  steel.  The 
laminations  form  a  ship-lap  panel. 

The  erection  of  the  system  is  as  follows:  Floor  and  ceil- 

m8iitjaC^S’  ^  x  ^  x  18  gauge  steel,  are  first  in¬ 
stalled,  the  first  prelaminated  panel  is  then  installed  and 
fastened  to  the  floor  and  ceiling  track  by  means  of  one  2H 
inch  long  metal  screw  driven  through  the  panel  into  the 
floor  and  ceiling  track.  The  remaining  panels  are  then  in¬ 
stalled  and  are  secured  with  two  screws  at  the  floor  and 
ceiling  track.  In  addition,  each  panel  was  secured  to  the 
adjacent  panel  at  each  ship  lap  joint  by  means  of  1%  inch 
screws  spaced  24  inches  on  centers  and  are  driven  from  the 
unexposed  side  of  the  panel  into  the  “U”  channel  of  the 
adjacent  panel. 

The  final  layer  of  V2  inch  gypsum  board  is  then  attached 

.  e  core  board  panels  by  means  of  1  inch  screws,  spaced 
12  inches  on  centers,  that  are  screwed  into  the  “U”  channels. 

The  construction  is  in  accordance  with  Dwg.  F-614  as 
contained  in  Factory  Mutual  Report  Serial  No.  16738.64 
which  is  on  file  with  the  record. 


NSPECTION  AND  TEST :  A  panel,  constructed  as 
herein  described,  was  tested  by  Factory  Mutual  in  accord¬ 
ance  with  the  requirements  of  RS5-2  Building  Code  of  the 
Uty  of  New  York  and  successfully  met  the  fire  and  hose 
stream  requirement;;  of  a  two-hour  fire  resistive  construc¬ 
tion.  1  he  complete  Factory  Mutual  Report  Serial  16738.64 
is  on  file  with  the  record. 


RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Gold  Bond  Metaledge  Corewall 
Partition  under  the  provisions  of  C26-501.1  Building  Code 
of  the  City  of  New  York  for  use  as  a  non-bearing  shaft 
enclosure  wall  under  the  provisions  of  C26-504.6  and  Table 
3-4  of  the  Building  Code  of  the  City  of  New  York  in  Group 
1  Construction  only,  on  condition  that  the  construction  shall 
comply  with  Dwgs.  F-614  and  WP-156  as  contained  in  Fac- 
orv  Mutual  Report  Serial  16738.64  which  is  on  file  with  the 
record.  All  plans  submitted  to  the  Department  of  Buildings 
showing  the  proposed  use  of  this  construction  shall  be  labeled 
.  AP»r°ved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar  Number  307-69-SM” 
and  also  the  applicant  shall  submit  the  drawings  herein  re¬ 
ferred  to. 


(Sgd.)  Solomon  Sheer,  P.E., 

'Director, 
John  A.  Darts, 

Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  doe 
report"  a^r0Ve  ^1S  mater*a^  in  accordance  with  the  abov 


373-69-SA 


APPLICANT — Cockle  Ventilator  Company,  owner. 
APPEARANCES— 

For  Applicant:  Robert  Slavin. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

N egati ve :  . ...............  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
j,,.  6?-S A— Cockle  Ventilator  Company,  Inc.,  Wheeling, 
Illinois,  filed  for  approval  of  the  appliance  known  as  Van¬ 
guard  under  the  provisions  of  RS13-3  Building  Code  of  the 
City  of  New  York. 

PROPOSED  USE:  Grease  extractor. 

DESCRIP  I  ION:  The  extractor  is  designed  to  be  mounted 
over  commercial  cooking  equipment  and  its  function  is  to 
1  emove  heat  from  the  kitchen  and  extract  grease  from  the 
exhaust  air. 

The  \arious  models  incorporate  the  same  basic  design; 
grease-extraction  section,  damper,  control  and  wash  section 
The  extractor  terminates  at  an  outlet  collar  into  which 
the  duct  riser  is  attached. 

The  extractor  is  constructed  of  a  minimum  of  18  gauge 
stainless  steel  and  the  fire  damper  assembly  which  is  elec¬ 
trically  activated,  spring  powered,  is  constructed  of  16  gauge 
stainless  steel. 

The  extractor  consists  of  primary  and  secondary  hori¬ 
zontal  and  vertical  baffle  type  extractors  which  remove  the 
grease  from  the  exhaust  air  by  centrifugal  action.  The 
baffles  are  also  designed  to  restrict  the  passage  of  flames 
into  the  duct  work. 

The  wash  system  is  designed  to  release  water  into  the  hood 
in  the  event  that  excessive  heat  (250°F)  or  fire  conditions 
occur. 


INS  RECTI  ON  AND  TEST:  The  appliance  has  been  ap¬ 
proved  by  Underwriters’  Laboratories  under  MH8753.  The 
complete  report  is  on  file  with  and  is  part  of  the  record. 
RECOMMENDATION :  The  Committee  on  Test  recom- 
wuc  of  the  Vanguard  Models  VH,  VH-1, 

VHS  VW-11,  VF,  VC-1  and  VC-11,  for  use  in  New 
York  City  as  a  grease  extractor  when  installed  in  accordance 
with  the  requirements  of  RS13-3  Building  Code  of  the  City 
of  New  York  on  condition  that  the  water  supply  line  be  pro¬ 
tected  with  an  approved  vacuum  breaker  and  check  valve  so 
as  to  prevent  any  back-syphonage  from  the  detergent  tank 
and  the  further  condition  that  all  requirements  of  the  code 
relative  to  fire  extinguishing  shall  be  complied  with.  Each 
extractor  shall  bear  a  label,  permanently  affixed,  reading 
•  Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City,  under  Calendar  Number  373-69-SA”. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu- 
acturer,  familiar  with  the  materials,  processes  and  controls 
"15  Product  manufactured,  shall  be  filed  annually  with 
this  Board  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
tins  approval.  Failure  to  notify  the  Board  of  change  of 
°~IJe. c tange  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 


(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 
Committee  on  Test. 


Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
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101-70-SA 

APPLICANT — Standard  Electric  Time  Corporation, 
owner. 

APPEARANCES— 

For  Applicant:  Allen  L.  Reis  and  Edward  Bembenek. 
ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committtee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
101-70-SA — Standard  Electric  Time  Corporation,  Spring- 
field,  Massachusetts,  filed  for  approval  of  Standard  Electric 
Time  Corporation  Interior  Fire  Alarm  System  under  the 
provisions  of  Sub-Article  1704.0  Building  Code  of  the  City 
of  New  York. 

PROPOSED  USE:  Interior  fire  alarm  system. 
DESCRIPTION :  The  system  consists  of  various  places  of 
equipment  referred  to  by  various  numbers,  which  are  de¬ 
scribed  below  under  Inspection  and  Test. 

INSPECTION  AND  TEST :  The  system  was  inspected  by 
the  Fire  Department.  A  report  dated  April  29,  1970  has 
been  submitted  recommending  acceptance  of  the  following 
equipment : 


Catalog 

Catalog 

Catalog 

Catalog 

Catalog 

Boxes 


Catalog 


Catalog 


Catalog 

Catalog 

Catalog 

Catalog 


Catalog  206-421  System  consisting  of: 

207200-2C — 4  Box  Circuit  Module  Control  Board 
207201-2C — 4  Gong  Circuit  Module  Control  Board — Board  1 
207201-4C — 4  Gong  Circuit  Module  Control  Board — Board  2 
207201-5C — 4  Gong  Circuit  Module  Control  Board — Board  3 
207201-6C — 4  Gong  Circuit  Module  Control  Board — Board  4 
207202-2C — Double  Supervisory  Module  Control  Board 
207203-2C — Four  Circuit  Pre-Signal  Box  Module  Control  Board 
207-204-2C — Sprinkler  Alarm  Module  Control  Board  with  Transmitter — Dual  Code 
207-205-2C — Sprinkler  Supervisory  Control  Board  Module 
207-206-2C — Punch  Register  Control  Board 
207-569  — Time  Delay  Module  Control  Board 

207-570  — Twelve  Lamp  Annunciator 

003-072  — Single  Action,  Plain  Code,  Normally  Closed  Coding  Contacts 

003-073  — Single  Action,  Pre-Signal  Plain  Code,  Normally  Closed  Coding  Contacts 

003-074  — Double  Action,  Plain  Code,  Normally  Closed  Coding  Contacts 

003-075  — Double  Action  Pre-Signal,  Plain  Code,  Normally  Closed  Coding  Contacts 

003-076  — Double  Action  Dual  Code,  Normally  Closed  Coding  Contacts 

003-077  — Double  Action,  Pre-Signal,  Dual  Code,  Normally  Closed  Coding  Contacts 

003-168  — Alarm  Box,  same  as  003-072  Box,  but  with  Annunciator  Contact 

003-169  — Alarm  Box,  same  as  003-073  Box,  but  with  Annunciator  Contact 

003-170  — Alarm  Box,  same  as  003-074  Box,  but  with  Annunciator  Contact 

003-171  — Alarm  Box,  same  as  003-075  Box,  but  with  Annunciator  Contact 

207-574  — Time  Delay  Control  Board  in  separate  enclosure 

207-575  — Twelve-Lamp  Annunciator.  Same  as  Catalog  207-570,  except  contains  interface  equipment 

between  the  existing  alarm  boxes  and  existing  fire  alarm  control  board. 

207-576  — Twenty-four  Lamp  Annunciator 

207-577  — Thirty-six  Lamp  Annunciator 

207-578  — Forty-eight  Lamp  Annunciator 

207-579  — Program  Mechanisms  to  bypass  delay  of  alarm  during  hours  it  is  desired  to  have  instant  alarm 


RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Standard  Electric  Time  Corpora¬ 
tion  Interior  Fire  Alarm  System  consisting  of  the  equip¬ 
ment  as  listed  under  “Inspection  &  Test”  for  use  in  New 
York  City  under  the  provisions  of  Sub-Article  1704.0  Build¬ 
ing  Code  of  the  City  of  New  York,  on  condition  that  each 
piece  of  equipment  bear  a  manufacturer’s  plate  with  the 
words:  “Approved  by  the  Board  of  Standards  and  Appeals 
under  Calendar  Number  101-70-SA”,  together  with  any 
electrical  data  that  the  Fire  Commissioner  may  require  and 
further,  that  the  Interior  Fire  Alarm  Boxes  be  properly 
labeled,  that  Test  Key  Operation  be  available  from  the 
front  of  the  box.  that  the  code  wheels  be  factory  cut  and 
that  the  Time  Delay  Equipment  be  installed  under  Rule 
4.7  to  be  subject  to  the  prior  approval  of  the  Commissioner. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 


facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval.  Failure  to  notify  the  Board  of  change  of 
ownership,  change  of  address  or  to  submit  the  annual  affi¬ 
davit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 
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171-70-SM 

APPLICANT— J.  Rayll  &  R.  Ryan  for  Rayll  Plastics  Co., 
owner. 

APPEARANCES— 

For  Applicant:  J.  A.  Rayll. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
171-70-SM — Rayll  Plastics  Company,  Brooklyn,  New  York, 
filed  for  approval  of  the  material  known  as  X-O-Lite  Exit 
Sign  under  the  provisions  of  Sub-Articles  605.0  and  606.0 
Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Exit  sign. 

DESCRIPTION :  A  phosphorescent  compound,  known  as 
Helecon  #2330,  as  manufactured  by  U.  S.  Radium  Corpora¬ 
tion  is  silk  screened  onto  fire  retardant  clear  acrylic. 

The  letters  “Exit”  are  silk  screened,  in  opaque  red,  onto 
the  acrylic.  The  phosphorescent  background  is  translucent, 
permitting  light  to  pass  through  and  the  letters  are  indicated 
by  the  opaque  lettering. 

INSPECTION  AND  TEST:  The  applicant  has  submitted 
reports  of  tests  conducted  by  Public  Service  Testing  Labora¬ 
tories,  Inc.,  New  York,  showing  that  the  material  is  self¬ 
extinguishing  and  that  the  sign  remained  visible  in  total 
darkness  for  a  period  of  eight  hours  at  a  distance  of  lOO'-O". 

The  applicant  has  also  submitted  a  report  of  test  conducted 
by  United  States  Testing  Company,  Inc.  showing  that  the 
phosphorescent  material  is  non-irritating  and  non-toxic. 

A  letter  from  United  States  Radium  Corporation  states 
that  the  material  Helecon  #2330  has  a  zinc-sulphide  copper 
activated  compound  which  contains  no  measurable  radio¬ 
activity  and  that  no  radioactivity  is  included  in  the  manu¬ 
facture  of  the  material. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  X-O-Lite  Exit  Sign  as  manu¬ 
factured  by  Rayll  Plastics  Company  for  use  in  New  York 
City  under  the  provisions  of  Sub-Articles  606.0  and  607.0 
Building  Code  of  the  City  of  New  York,  on  condition  that 
each  sign  shall  be  labeled  “Approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  171-70-SM”. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of.  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval.  Failure  to  notify  the  Board  of  change  of 
ownership,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

.  Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


387-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — 60-19  Roosevelt  Avenue  Cor¬ 
poration. 


SUBJECT — Application  July  3,  1969 — Application  for  Modi¬ 
fication  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 60-01  to  60-29  Roosevelt  Ave¬ 
nue,  northeast  corner  of  60th  Street,  Block  1229,  Lot  122, 
Woodside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.  and  Larry  Meltzer. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


298-69-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — H.  Moskowitz  c/o  Morris 
Moskowitz. 

SUBJECT — Application  May  23,  1969 — Application  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED — 153  Mercer  Street,  west  side, 
150  feet  north  of  Prince  Street,  Block  513,  Lot  36,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.  and  Joseph  A.  Gelb- 


man. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Commissioner  Madigan  .  1 

Negative:  Chairman  Glass,  Vice  Chairman  Becker  and 

Commissioner  Nolan  .  3 

Not  Voting:  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  letter  of  the  Fire  Commissioner,  states 
that  “application  is  hereby  respectfully  made  to  the  Board  of 
Standards  and  Appeals,  in  accordance  with  the  provisions 
of  Section  1804.4.C.6  of  the  City  Charter,  to  modify  Certifi¬ 
cate  of  Occupancy  in  relation  to  the  following  building : 

153  Mercer  Street,  Manhattan — Certificate  No.  8334.” 

“1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  building,  arranged  and  equipped  as  per 
Ch.  26-Art.  17,  Adm.  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  Committee 
of  the  Board  which  recommended  that  the  application  should 
be  denied  under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  a  modification  of  the  Certificate  of  Occupancy  be  denied 
on  condition  that  the  applicant  proceed  forthwith  with  the 
work  covered  by  the  permit  issued  under  Building  Notice 
1591-70  filed  April  10,  1970. 


569-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Far  Rockway  Development 
Corporation. 

SUBJECT — Application  October  7,  1969 — Application  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED — 21-02  Mott  Avenue,  northeast 
corner  of  Redfern  Avenue,  Block  15537,  Lot  1,  Far  Rock- 
away,  Borough  of  Queens. 


510 


MINUTES 


APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.  and  Fred  Stark. 
ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 

Whereas,  the  letter  of  the  Fire  Commissioner,  dated 
October  6,  1969,  reads : 

“Application  is  hereby  respectfully  made  to  the  Board 
of  Standards  and  Appeals,  in  accordance  with  the  pro¬ 
visions  of  1804.4.C.6  of  the  City  Charter,  to  modify  Cer¬ 
tificate  of  Occupancy  in  relation  to  the  following 
building : 

“21-02  Mott  Avenue,  Queens — Certificate  No. 

172633.” 

“1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  cellar  of  Retail  Drug  Store  arranged 
and  equipped  as  per  Chapter  26,  Article  17,  Administra¬ 
tive  Code.” 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board;  and 

Whereas,  the  Board  has  determined  that  the  application 
of  the  Fire  Commissioner  for  a  modification  of  the  Certificate 
of  Occupancy  is  not  warranted  in  this  case 

Resolved,  that  the  application  of  the  Fire  Commissioner, 
dated  October  6,  1969  be  and  it  hereby  is  denied. 


571-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Far  Rockaway  Development 
Corporation. 

SUBJECT — Application  October  7,  1969 — Application  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED — 20-80  Mott  Avenue,  northeast 
corner  of  Redfern  Avenue,  Block  15537,  Lot  1,  Far  Rocka¬ 
way,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.  and  Fred  Stark. 
ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative:  .  0 

Negative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 


Whereas,  the  letter  of  the  Fire  Commissioner,  dated 
October  6,  1969,  reads : 

“Application  is  hereby  respectfully  made  to  the  Board 
•  of  Standards  and  Appeals,  in  accordance  with  the  pro¬ 
visions  of  1804.4.C.6  of  the  City  Charter,  to  modify  Cer¬ 
tificate  of  Occupancy  in  relation  to  the  following  build¬ 
ing: 

“20-80  Mott  Avenue,  Queens — Certificate  No. 

172633.” 

1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  cellar  of  Retail  Paint  Store,  arranged 
and  equipped  as  per  Chapter  26,  Article  17,  Administra¬ 
tive  Code. 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  and 


Whereas,  the  Board  has  determined  that  the  application 
of  the  Fire  Commissioner  for  a  modification  of  the  Certifi¬ 
cate  of  Occupancy  is  not  warranted  in  this  case. 

Resolved,  that  the  application  of  the  Fire  Commissioner, 
dated  October  6,  1969  be  and  it  hereby  is  denied. 


578-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — 136-11  38th  Avenue,  Realty 
Corporation,  owner. 

SUBJECT- — Application  October  7,  1969 — Application  for 
modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED — 136-11  38th  Avenue,  north  side, 
96.59  feet  east  of  Main  Street,  Block  4978,  Lot  78,  Flush¬ 
ing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition :  I.  E.  Minkin,  B.  D.  and  Henry  Lohenc. 
AC  IION  OF  BOARD — Application  .  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commission  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  letter  of  the  Fire  Commissioner,  dated  Oc¬ 
tober  6,  1969,  reads : 

“Application  is  hereby  respectfully  made  to  the  Board  of 
Standards  and  Appeals,  in  accordance  with  the  provi¬ 
sions  of  1804.4.C.6  of  the  City  Charter,  to  modify  Cer¬ 
tificate  of  Occupancy  in  relation  to  the  following  build¬ 
ing: 

136-11  38th  Avenue,  Queens — Certificate  No.  154243.” 

“1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  building,  arranged  and  equipped  as  per 
Chapter  26,  Article  17,  Administrative  Code. 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be  granted 
under  certain  conditions ;  and 

Whereas,  the  Board  has  determined  that  their  exists  a 
high  fire  load,  inaccessibility  for  fire  fighting  and  inadequate 
ventilation. 

Resolved,  that  the  application  of  the  Fire  Commissioner  for 
modification  of  the  Certificate  of  Occupancy  be  and  it  hereby 
is  granted,  and  that  the  Certificate  of  Occupancy  is  hereby 
modified  to  require  the  installation  of  an  approved  automatic 
sprinkler  system  throughout  the  building,  in  addition  to  all 
other  requirements  of  law. 


668-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Humbert  Malara. 

SUBJECT — Application  November  13,  1969— Application 
for  modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED — 76-78  Court  Street,  68-76 
Livingston  Street,  southwest  corner,  Block  268,  Lot  46, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.,  Salvatore  Malara 
and  Herman  Weinstein. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 


511 


MINUTES 


Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  letter  of  the  Fire  Commissioner,  dated  No¬ 
vember  13,  1969,  reads : 

“Application  is  hereby  respectfully  made  to  the  Board 
of  Standards  and  Appeals,  in  accordance  with  the  pro¬ 
visions  of  1804.4.C.6  of  the  City  Charter,  to  modify  Cer¬ 
tificate  of  Occupancy  in  relation  to  the  following  build¬ 
ing: 

76-78  Court  Street,  Brooklyn — Certificate  No.  137572.” 

1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  sub-cellar  arranged  and  equipped  as  per 
Chapter  26,  Article  17,  Administrative  Code. 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be 
granted  under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner  for 
modification  of  the  Certificate  of  Occupancy  be  and  it  hereby 
is  granted,  and  that  the  Certificate  of  Occupancy  be  modified 
to  require  the  enclosing  of  the  boiler  in  the  subcellar  by  one- 
hour  masonry  construction;  and  that  the  existing  sprinkler 
system  in  the  cellar  be  maintained  to  the  satisfaction  of  the 
Fire  Commissioner,  in  addition  to  all  other  requirements  of 
law. 


675-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES:  Jacques  De  Fronce,  Incorpo¬ 
rated. 

SUBJECT — Application  November  13,  1969 — Application 
for  modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED — 2425  Harway  Avenue,  north¬ 
east  corner  of  Bay  37th  Street,  Block  6892,  Lot  7,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.  D.  and  I.  E. 
Minkin,  B.  D. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
November  13,  1969,  reads : 

“Application  is  hereby  respectfully  made  to  the  Board  of 
Standards  and  Appeals,  in  accordance  with  the  provi¬ 
sions  of  1804.4.C.6  of  the  City  Charter,  to  modify  Cer¬ 
tificate  of  Occupancy  in  relation  to  the  following  build¬ 
ing: 

2425  Harway  Avenue,  Brooklyn — Certificate  No. 
201665.” 

“1.  Install  an  approved  sprinkler  system  through¬ 
out  the. building,  arranged  and  equipped  as  per  Chapter 
26,  Article  17,  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be  granted 
under  certain  conditions ;  and 

Whereas,  the  committee  has  found  that  a  sprinkler  sys¬ 
tem  has  been  installed  without  the  filing  of  plans  and  the 
obtaining  of  a  permit. 

Resolved,  that  the  application  of  the  Fire  Commissioner 


for  a  modification  of  the  Certificate  of  Occupancy  be  granted, 
and  that  the  Certificate  of  Occupancy  be  modified  to  require 
the  installation  of  an  approved  automatic  sprinkler  system, 
in  addition  to  all  other  requirements  of  law. 


711-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Empire  Housewares,  Inc. 
SUBJECT — Application  December  11,  1969 — Application 
for  modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED— 2329-2351  Nostrand  Avenue, 
east  side,  200  feet  north  of  Avenue  J,  Block  7594,  Lot  16, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  letter  of  the  Fire  Commissioner,  dated 
December  11,  1969,  reads: 

“Application  is  hereby  respectfully  made  to  the  Board 
of  Standards  and  Appeals,  in  accordance  with  the  provi¬ 
sions  of  1804.4.C.6  of  the  City  Charter,  to  modify  Certi¬ 
ficate  of  Occupancy  in  relation  to  the  following  building : 

2329-51  Nostrand  Avenue — Brooklyn — Certificate  No. 
149237.” 

and 

“1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  building,  arranged  and  equipped  as  per 
Chapter  26,  Article  17,  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be  granted 
under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  a  modification  of  the  Certificate  of  Occupancy  be  and  it 
hereby  is  granted,  and  that  the  Certificate  of  Occupancy  be 
and  it  hereby  is  modified  to  require  the  installation  of  an 
automatic  fire  alarm  system  with  a  central  office  connection 
throughout  the  premises,  on  condition  that  the  existing  occu¬ 
pancy  shall  be  examined  and  approved  under  all  applicable 
laws  by  the  Building  Department;  on  further  condition  that 
all  applicable  laws,  rules  regulations  be  complied  with. 


40-70-A 

APPLICANT — Zecol,  Incorporated,  owner. 

SUBJECT — Application  January  15,  1970 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  inflam¬ 
mable  mixture  known  as  Zecol  Windshield  Washer 
Solvent  in  6  ounce  plastic  round  containers  not  in  com¬ 
pliance  with  regulation  requirements  of  NYC  Adminis¬ 
trative  Code. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lt.  J.  P.  Manfredi,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  o 


MINUTES 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
December  9,  1969  on  Folder  No.  122-1283  I.  M.,  reads: 

“We  regret  to  inform  you  that  your  application  to  regis¬ 
ter  your  product  Zecol  Windshield  Washer  Solvent  an 
inflammable  mixture,  flash  point — 85  degrees  F.  in  con¬ 
tainers  as  follows :  6  oz.  plastic  is  Disapproved.  Such 
containers  are  not  in  compliance  with  our  regulations  to 
wit :  Sec.  C19-59.0  (c)  Adm.  Code  which  specifies  metal 
containers.” 

and 

Whereas,  the  sample  and  drawings  for  this  container 
were  examined  by  the  Board,  and  it  was  determined  that  the 
appeal  should  be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner  dated 
December  9,  1969,  acting  on  Folder  No.  122-1283  I.  M.  be 
and  it  hereby  is  granted,  on  condition  that  the  container  sub¬ 
stantially  comply  with  drawing  filed  “February  17,  1970”, 
one  sheet,  and  that  the  container  be  labeled  in  such  styling 
and  wording  as  is  satisfactory  to  the  Fire  Commissioner, 
and  that  all  other  laws,  rules  and  regulations  applicable  be 
complied  with. 


151-70-A 

APPLICANT — A.  J.  Neumaier  for  Atlas  Supply  Company, 
owner. 

SUBJECT — Application  March  23,  1970 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of  com¬ 
bustible  mixture  known  as  Atlas  Windshield  Washer 
Fluid  Ready  Mixed  in  one  quart  polyethlene  bottles, 
not  in  compliance  with  regulations  of  the  Administrative 
Code  of  New  York  City. 

APPEARANCES— 

For  Applicant :  A.  J.  Neumaier. 

For  Administration :  Lt.  J.  P.  Manfredi,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
February  24,  1970  on  Folder  No.  122-1608- A,  reads : 

“We  regret  to  inform  you  that  your  application  to  regis¬ 
ter  your  product  ‘Atlas  Windshield  Washer  Fluid 
Ready  Mixed’  in  containers  as  follows:  one  (1)  Quart 
Polyethylene  bottle  is  Disapproved.  Such  containers  are 
not  in  compliance  with  our  regulations  to  wit :  Sec¬ 
tion  C19-62.0.b  NYC  Adm.  Code  requires  that  one  (1) 
quart  containers  for  packaging  a  Combustible  Mixture 
be  of  metal  or  glass.” 

and 

Whereas,  the  sample  and  drawings  of  this  container  were 
examined  by  the  Board,  and  it  was  determined  that  the 
appeal  should  be  granted  under  certain  conditions. 

Resolved ,  that  the  decision  of  the  Fire  Commissioner,  dated 
February  24,  1970,  acting  on  Folder  No.  122-1608-A,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  container  shall  substantially 
conform  to  drawings  filed  with  this  application,  dated  “March 
23,  1970”,  2  sheets;  on  further  condition  that  the  minimum 
thickness  of  the  wall  of  the  container  be  .038  inches  and  the 
maximum  be  .048  inches;  and  that  the  container  be  labeled 
in.  such  style  and  wording  as  is  satisfactory  to  the  Fire  Com¬ 
missioner. 


297-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 


OWNER  OF  PREMISES — Sutton  Associates  Incorpo¬ 
rated  c/o  Sol  Goldman. 

SUBJECT — Application  May  23,  1969 — Application  for 
modification  of  Certificate  of  Occupancy  re-  sprinkler  sys¬ 
tem. 

PREMISES  AFFECTED — 10  Fort  Washington  Avenue, 
southeast  corner  of  West  160th  Street,  Block  2137,  Lot  70, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition :  I.  E.  Minkin,  B.  D.  and  Larry  Meltzer. 
ACTION  OF  BOARD— Laid  over  to  June  16,  1970,  at  2 
P.M.  at  the  request  of  the  owner.  Previously  inspected. 
Plearing  continued. 


576-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — 280  8th  Avenue  Company,  c/o 
Joseph  Howard  Katz,  owner. 

SUBJECT — Application  October  7,  1969 — Application  for 
modification  of  Certificate  of  Occupancy  re-  sprinkler  sys¬ 
tem. 

PREMISES  AFFECTED — 284  Eighth  Avenue,  northeast 
corner  of  West  24th  Street,  Block  774,  Lots  1,  2,  3  and  5, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition :  I.  E.  Minkin,  B.  D.  and  Yale  Adelsohn. 
ACTION  OF  BOARD — Laid  over  to  July  7,  1970,  at  2 
P.M.,  for  hearing  at  the  request  of  the  owner;  previously 
inspected. 


666-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — 51st  Avenue  Associates  Incor¬ 
porated,  c/o  Landau  Metal  Products  Corporation. 
SUBJECT — -Application  November  13,  1969 — Application 
for  modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED — 2-62  51st  Avenue,  southwest 
corner  of  5th  Street,  Block  15,  Lot  24,  Long  Island  City, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.,  Ralph  Landau  and 
Joseph  Feingold. 

ACTION  OF  BOARD — Laid  over  to  June  23,  1970,  at  2 
P.M.,  for  continued  hearing;  additional  information  to  be 
submitted  by  the  Fire  Department  and  Department  of 
Buildings ;  previously  inspected. 


667-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Kirkley  Realty  Corporation, 
c/o  Robert  S.  Gettinger. 

SUBJECT — Application  November  13,  1969 — Application 
for  modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED — 50-58  West  18th  Street,  604- 
612  6th  Avenue,  southeast  corner,  Block  819,  Lots  76  and 
77,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.,  S.  J.  Hauser  and 
Gerald  J.  Barre. 
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ACTION  OF  BOARD— Laid  over  to  June  23,  1970,  at  2 
P.M.,  for  re-inspection  and  decision;  hearing  closed. 


674-69- A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— 580  Owners  Holding  Company, 
c/o  Jack  N.  Blinkoff. 

SUBJECT — Application  November  13,  1969 — Application 
for  Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED — 580  5th  Avenue,  northwest 
corner  of  West  47th  Street,  Block  1263,  Lot  34,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.  and  Harry  L.  Alper. 
ACTION  OF  BOARD— Laid  over  to  July  21,  1970,  at 
2  P.  M.,  for  continued  hearing. 


709-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Fuld  Realty  Company. 
SUBJECT — Application  December  11,  1969 — Application 
for  Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED — 1485  First  Avenue,  west  side, 
77  feet  north  of  East  77th  Street,  Block  1452,  Lot  26, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.  and  Erwin  S.  Haas. 
ACTION  OF  BOARD — Laid  over  to  June  23,  1970,  at 
2  P.M.  at  the  request  of  the  lessee,  at  which  time  he  is  to 
present  what  work  he  proposes  to  remedy  the  conditions. 
Previously  inspected. 


710-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — 74  West  125th  St.  Corporation. 
SUBJECT — Application  December  11,  1969 — Application 
for  Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED — 74  West  125th  Street,  south 
side,  105  feet  east  of  Lenox  Avenue,  Block  1722,  Lot  68, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.  and  Arthur  Lubell. 
ACTION  OF  BOARD — Laid  over  to  July  21,  1970,  at 
2  P.M.  for  a  report  from  the  Building  Department  as  to 


the  progress  of  the  work.  Hearing  continued.  Previously 
inspected. 


224-70- A 

APPLICANT — Joseph  H.  Lombardi  for  Flo-Paint  In¬ 
corporated,  owner. 

SUBJECT — Application  April  15,  1970 — Appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  Packaging  of  combus¬ 
tible  mixture  known  as  “Git- Rot”  in  metal  cans  (contain¬ 
ers  not  in  accordance  with  the  Administrative  Code  re¬ 
quirements). 

APPEARANCES— 

For  Applicant:  Joseph  H.  Lombardi  and  Vincent  Mal- 
lardi. 

For  Administration:  Lt.  J.  P.  Manfredi,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  June  23,  1970,  at 
2  P.M.  for  reconsideration  by  the  Fire  Commissioner. 


225-70-A 

APPLICANT — Joseph  H.  Lombardi  for  Flo-Paint  In¬ 
corporated,  owner. 

SUBJECT — Application  April  15,  1970 — Appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  Packaging  of  combus¬ 
tible  mixture  known  as  “Life-Calk”  in  metal  tube  and 
cartridges  (containers  not  in  accordance  with  the  Admin¬ 
istrative  requirements). 

APPEARANCES— 

For  Applicant:  Joseph  H.  Lombardi  and  Vincent  Mal- 
lardi. 

For  Administration:  Lt.  J.  P.  Manfredi,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  June  23,  1970,  at 
2  P.M.  for  reconsideration  by  the  Fire  Commissioner. 


254-70-A 

APPLICANT — H.  M.  Cole  for  Tishman  919  Corporation, 
owner. 

SUBJECT — Application  April  29,  1970 — Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED — 919  Third  Avenue,  northeast 
corner  of  East  55th  Street,  Block  1329,  Lots  1,  2,  3,  4,  5 
6,  7,  8,  9,  38,  39,  40,  41,  44^4,  45,  46,  47  and  48,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  Jerry  Gillman. 

ACTION  OF  BOARD — Laid  over  to  June  30  1970,  at 
2  P.M.  at  the  request  of  the  applicant.  Previously  in¬ 
spected.  Hearing  continued. 

Adjourned:  4:30  P.M. 

James  P.  Mulroy,  Secretary 
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SPECIAL  MEETING 

WEDNESDAY  MORNING  JUNE  10,  1970,  10  A.M. 

Present :  Chairman  Glass,  Commissioner  Klein, 

Commissioner  Madigan  and  Commissioner  Nolan. 

310-70-SR 

SUBJECT — Proposed  rules  governing  the  design,  construc¬ 
tion  and  installation  of  plastic  pipe  and  fittings. 

1.  Authority  and  Scope 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  of  the  City  of  New  York  by  virtue  of 
Section  666  Paragraph  2  of  the  Charter  of  the  City  of 
New  York  and  Section  P102.2.b  of  Reference  Standard 
16  of  the  Building  Code  of  the  City  of  New  York,  the 
Board  does  promulgate  and  set  forth  the  following  rules 
for  the  design,  construction  and  installation  of  plastic  pipe 
and  fittings  within  the  City  of  New  York. 

These  rules  are  to  be  considered  as  supplemental  to  and 
not  in  substitution  of  all  applicable  provisions  of  the  Build¬ 
ing  Code. 

2.  Definitions 

Where  provisions  of  these  Rules  differ  from  provisions 
of  the  Building  Code,  the  more  restrictive  requirements 
shall  apply. 

(PVC)  Polyvinyl  Chloride — 

( ABS )  Acrylonitrile-Butadiene-Styrene 
(CS)  Commercial  Standards  of  the  United  States  Depart¬ 
ment  of  Commerce  National  Bureau  of  Standards — 

(ASTM)  American  Society  For  Testing  And  Materials. 

3.  Application 

3.1 —  The  use  of  plastic  pipe  and  fittings  for  plumbing 
systems  shall  be  limited  to  drain,  waste  and  vent  lines  in 
buildings  of  three  (3)  stories  or  less  in  height  as  set  forth 
under  Sections  P102.2.b,  P102.4.b.l,  P102.4.C.1  of  RS16  of 
the  Building  Code  of  the  City  of  New  York. 

3.2 —  Connections  between  fixtures,  traps  and  drain  of 
waste  lines  shall  be  by  metal  pipe  and  metal  fittings  only. 

4.  Physical  and  Chemical  requirements  of  material 

4.1 —  The  physical  and  chemical  properties  of  all  pipe  and 
fittings  shall  comply  with  the  requirements  of  Commercial 
Standards  CS272-65  of  the  United  States  Department  of 
Commerce  National  Bureau  of  Standards  for  Polyvinyl 
Chloride  (PVC)  pipe  and  fittings,  and  of  CS270-65  for 
Acrylonitrile-Butadiene-Styrene  (ABS)  pipe  and  fittings 
and  shall  be  approved  by  the  Board. 

5.  Tests 

5.1 —  Applicants  for  approval  of  PVC  or  ABS  pipe  or 
fittings  shall  submit  certified  test  reports  from  an  inde¬ 
pendent  testing  laboratory  satisfactory  to  the  Board,  which 
reports  shall  show  that  the  material  has  been  tested  as 
follows : 

5.2 —  Pipe  and  fittings  shall  be  tested  in  accordance  with 
the  test  procedures  as  set  forth  in  CS272-65  for  PVC  pipe 
and  fittings  or  in  CS270-65  for  ABS  pipe  and  fittings. 

5.3 —  PVC  pipe  and  fittings  shall  be  tested  in  accordance 
with  the  requirements  of  ASTM  D635-68  to  determine  that 
the  pipe  and  fittings  are  self-extinguishing. 

5.4—  ABS  pipe  and  fittings  shall  be  tested  in  accordance 
with  the  requirements  of  ASTM  D635-68  to  determine  that 
the  pipe  and  fittings  are  slow-burning. 

6.  Marking 

6.1 — All  pipe  shall  be  marked  on  two  sides,  180  degrees 
apart,  in  letters  not  less  than  3/16  inches  high,  in  contrast¬ 
ing  color,  and  shall  consist  of  the  manufacturer’s  name  or 
trade  mark,  nominal  pipe  size,  the  symbol  PVC  or  ABS, 
the  type  designation  (I  or  II)  Schedule  40  CS272-65  for 
PVC,  or  CS270-65  for  ABS  and  the  symbol  of  the 
NATIONAL  SANITATION  FOUNDATION  DRAIN 


WASTE  VENT  spaced  at  intervals  of  not  more  than  two 
(2)  feet. 

6.2 —  Fittings  shall  be  marked  on  the  body  or  hub  on 
opposite  sides.  The  marking  shall  consist  of  the  manu¬ 
facturer’s  name  or  trade  mark  and  the  symbol  PVC  or  ABS 
and  the  type  designation  (I  or  II)  for  PVC  and  the  symbol 
of  the  NATIONAL  SANITATION  FOUNDATION 
DRAIN  WASTE  VENT. 

6.3 —  In  adition  to  the  markings  as  required  under  6.1 
and  6.2,  all  pipe  and  fittings  shall  bear  the  labeling  required 
under  the  conditions  of  approval  by  the  Board  and  Section 
P102.2.b  of  RS16  of  the  Building  Code  of  the  City  of 
New  York. 

7.  Installation 

7.1 —  Installation  of  pipe  and  fittings  shall  be  in  accord¬ 
ance  with  Appendix  I  and  II  of  CS270-65  or  CS272-65, 
with  the  following  exceptions  and  additions. 

7.2 —  Rule  6.1  of  Appendix  I — Delete  and  substitute  as 
follows :  Support  horizontal  piping  at  intervals  of  not  more 
than  two  (2)  ft.  for  pipes,  1 inches  or  less  in  diameter 
and  not  more  than  three  (3)  ft.  for  pipes  of  larger  diameter, 
at  ends  of  branches  and  at  all  points  of  change  of  direction. 
Vertical  piping  shall  be  supported  at  each  floor  and  at  mid¬ 
height  between  floors,  when  story-height  does  not  exceed  10 
feet,  and  at  intervals  of  not  more  than  five  (5)  feet  when  the 
story  exceeds  ten  (10)  feet  in  height.  All  supports  shall 
permit  expansion  and  contraction  of  the  pipe  without  binding. 

7.3 —  Rule  6.2  of  Appendix  I — Delete  and  substitute  as 
follows :  Pipe  clamps  or  brackets  shall  have  a  bearing  width 
of  at  least  inches  and  shall  be  of  metal.  All  clamps  or 
brackets  shall  be  installed  so  that  they  will  not  compress, 
distort  or  cut  into  the  pipe. 

7.4 —  Rule  6.3  of  CS270-65  and  CS272-65 — Delete  in  its 
entirety  as  the  use  of  this  pipe  is  limited  to  above  ground 
installation. 

7.5 —  Expansion — Provisions  shall  be  made  for  expansion 
and  contraction  on  the  basis  of  1  inch  per  lO'-O"  run  of 
pipe  per  150°F.  temperature  rise. 

7.6 —  Pitch — Horizontal  run  of  pipe  shall  be  installed  at 
uniform  alignment  and  at  uniform  slope  of  Y  inch  per  1 
foot  of  run. 

8.  Protection 

8.1 —  Passing  through  walls  or  floors — Where  piping  passes 
through  walls  or  floors  it  shall  be  encased  in  metal  sleeves 
securely  fastened  to  the  wall  or  floor  construction.  Sleeves 
shall  be  not  less  than  18  gauge  steel  and  not  more  than 
Yz  inch  greater  in  diameter  than  the  outside  diameter  of  the 
pipe  and  shall  extend  not  less  than  20  inches  beyond  each 
side  of  the  wall  or  floor  construction.  The  space  between 
the  sleeve  and  the  piping  shall  be  fire-stopped  by  packing 
with  noncombustible  material. 

8.2 —  Vertical  run  of  pipe — All  vertical  runs  of  pipe  shall 
be  enclosed  with  materials  having  a  fire  rating  with  a 
minimum  of  one  (1)  layer  of  $4  inch  thick  fire-rated 
gypsum  board.  If  the  pipe  is  adjacent  to  a  noncombustible 
wall,  the  wall  may  be  considered  as  part  of  the  enclosure. 
Vertical  installation  shall  comply  with  Section  C26-504.5 
and  C26-504.7  of  the  Building  Code  of  the  City  of  New  York. 

8.3 —  Horizontal  run  of  pipe — all  horizontal  runs  of  pipe 
shall  be  protected  by  either : 

8.3.1 —  Enclosing  the  pipe  with  a  minimum  of  one  (1) 
layer  of  $4  inch  fire-rated  gypsum  board,  or 

8.3.2 —  By  a  suspended  ceiling  constructed  of  either ; 
one  (1)  layer  of  $4  inch  fire-rated  gypsum  board;  or,  one 
(1)  layer  of  Y  inch  fire-rated  noncombustible  tile;  or,  any 
short-span  fire  resistive  ceiling  construction  as  approved 
by  the  Board. 

8.3.3 —  Exception — Structures  classified  as  Group  II, 
Class  II-E  shall  be  exempt  from  the  requirements  of 
Rule  8.3. 
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MINUTES 


APPEARANCES— 

For  Proposed  Rules:  G.  R.  Munger,  C.  P.  Cleavenger, 
Rom  Rhome,  Jack  Burrous  and  Milton  Barek. 

For  Opposition:  Joseph  Kaming. 

For  Administration:  John  De  Zuane,  P.  E.  Department 
of  Health  and  Lt.  John  P.  Manfredi,  Fire  Department. 
ACTION  OF  BOARD — Rules  Adopted. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Commissioner  Klein, 


Commisioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative :  .  0 

Absent :  Vice  Chairman  Becker  .  1 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  adopt  the  above  rules  and  such  rules  shall  become 
effective  twenty  (20)  days  after  publication  in  the  Bulletin 
of  the  Board. 

Adjourned:  11:15  A.M. 

James  P.  Mulroy,  Secretary 
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Decision  in  The  City  of  New  York  and  The  Department  of 
City  Planning  of  the  City  of  New  York  vs.  Lincoln  Plaza  Asso¬ 
ciates  and  the  Board  of  Standards  and  Appeals  of  the  City  of 
New  York. 

Law  Journal — April  25,  1969 — Volume  161 — Page  16 — Column  1  &  2 

The  Supreme  Court,  New  York  County,  by  its  Special  Term,  Fine 

(J.)  denied  the  Petition  of  the  Petitioners  as  not  timely  brought  and 

further  held.  “The  only  disputed  issue  before  the  Board  was  not 
whether  a  variance  should  be  granted  but  the  amount  or  quantum  of 
the  variance  to  be  granted.  The  determination  of  the  degree  of  vari¬ 
ance  is  clearly  a  question  on  which  the  Courts  will  not  substitute 

their  judgment  for  that  of  members  of  the  Board  of  Standards  and 
Appeals  who  possess  special  expertise  on  that  question”. 

The  Appellate  Division,  First  Department,  by  an  Order  dated 
December  9,  1969,  unanimously  affirmed  in  all  respects  the  judgment 
of  the  Special  Term,  Fine  ( T . ) .  The  Petitioners  made  application  to 
the  Appellate  Division  for  permission  to  appeal  to  the  Court  of 
Appeals.  The  application  was  denied  by  Order  of  the  Appellate 
Division,  First  Department,  February  17,  1970. 

Petitioners  made  application  to  the  Court  of  Appeals  for  leave  to 
appeal  the  decision  of  the  Appellate  Division,  First  Department, 
Dated  December  9,  1969.  On  April  16,  1970,  the  Court  of  Appeals 
unanimously  denied  the  Petitioners,  The  City  of  New  York  and  the 
Department  of  City  Planning  of  the  City  of  New  York,  motion  for 
leave  to  appeal. 
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DOCKET 

New  Cases  Filed  Up  To  June  16,  1970 

Cal.  No.  Dept.  Premises  Affected 

343-70-A — B.M. — 14-26  Cortlandt  Street  and  25-29 
Church  Street,  northeast  corner,  and  9-25  Dey  Street, 
Block  63,  Lots  6  and  3,  Borough  of  Manhattan,  N.B. 
87-69  re-  3  Hour  protection  of  shaft  for  escalator,  Ad¬ 
ministrative  Code. 


344-70-BZ— B.B.— 752-72  Sheffield  Avenue  and  1903 
Linden  Boulevard,  northwest  corner,  Block  4321,  Lot  22, 
Borough  of  Brooklyn,  Alt.  767-70  re-  Proposed  enlarge¬ 
ment  of  a  non-conforming  use  in  an  R6  district. 


345-70-BZ — B.Q. — 217-60  to  217-68  Hempstead  Avenue, 
south  side,  102.74  feet  west  of  217  Lane  Avenue,  Block 
11104,  Lots  7,  10,  12,  Queens  Village,  Borough  of 
Queens,  Alt.  296-70  re-  Wholesale  plumbing  supply 
establishment,  R3-2  district. 


346-70-BZ — B.M. — 466-468  West  152nd  Street,  south 
side,  175  feet  east  of  Amsterdam  Avenue,  Block  2066, 
Lot  59,  Borough  of  Manhattan,  Alt.  662-70  re-  Proposed 
change  to  meeting  room  and  studio  on  2nd  floor,  R7-2 
district. 


347-70-SA — Clark  Control  Division. — AOS,  Fire  Pump 
Controllers  for  Electric  Motors,  Bulletin  B 10620,  B 10630, 
B 10640,  B 10650  and  B 10663,  Manufactured  by  Clark  Con¬ 
trol  Division. — AOS.,  Appliance. 


348-70-A — B.R. — North  Railroad  Avenue,  north  side,  380 
feet  east  of  Riedel  Avenue,  Block  4701,  Lot  38,  Oakwood, 
Borough  of  Richmond,  N.B.  3572-69  re-  Erection  of 
building  in  bed  of  mapped  street,  Section  35  of  the  Gen¬ 
eral  City  Law. 


349-70-BZ — B.Q. — 105-02  Rockaway  Boulevard,  south¬ 
west  corner  of  Centerville  Street,  Block  11480,  Lot  51, 
Ozone  Park,  Borough  of  Queens,  N.B.  46-70,  re-  Recon¬ 
struction  of  automotive  service  station,  Cl-2  district. 


350-70-A — B.Q. — 105-02  Rockaway  Boulevard,  southwest 
corner  of  Centerville  Street,  Block  11480,  Lot  51,  Ozone 
Park,  Borough  of  Queens,  N.B.  46-70  re-  Erection  of 
building  in  bed  of  mapped  street,  Section  35,  General 
City  Law. 


351-70-BZ — B.Q. — 220-14  Jamaica  Avenue,  south  side, 
382.65  feet  east  of  Springfield  Boulevard,  Block  10789, 
Lot  268,  Queens  Village,  Borough  of  Queens,  Alt.  1495- 
69,  re-  Extension  of  an  existing  gasoline  service  station 
within  a  required  side  yard.  Section  33-25.  Cl-2  district. 


352-70-A — F.D. — Packaging  of  Combustible  Mixtures 
known  as  “Prestone  Brand  Pre-Mixed  Windshield 
Washer  Anti-Freeze  and  Cleaner”  having  a  flash  point 
of  105°F.  One  quart  metal  container  with  non-resealable 
tab-top  closure,  not  in  accordance  with  the  Administra¬ 
tive  Code. 


353-70-BZ — B.M. — 240  West  35th  Street,  south  side,  300 
feet  east  of  Eighth  Avenue,  Block  784,  Lot  64,  Borough 
of  Manhattan,  Alt.  577-68  re-  Increased  floor  area  Ml-6 
district. 


354-70-A — F.D. — Packaging  of  Inflammable  Mixtures 
known  as  Goldbond  Drywall  Adhesive,  having  a  flash 
point  below  75  degrees  “F”.  1/10  gallon  and  1  quart 
cardboard  cartridges,  container  not  in  accordance  with 
the  Administrative  Code. 


355-70-A — F.D. — Packaging  of  Inflammable  Mixtures 
known  as  Perlalastic  Panel  Adhesive  PL  5508  having  a 
flash  point  below  75  degrees  “F”.  1/10  gallon  fiberboard, 
cardboard,  cartridge,  Container  not  in  accordance  wth 
the  Administrative  Code. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D.- — Fire  Department. 


JULY  7,  1970,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning  Jidy  7,  1970,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

221-60-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Louis  Fayne, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  June  22,  1970 
• — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  storage 
of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 214-216  Bennett  Avenue,  west 
side,  819  feet  north  of  West  187th  Street,  Block  2180,  Lot 
543,  Borough  of  Manhattan. 


218-59-BZ 

APPLICANT — Albert  Melniker  for  Huttar’s  Garden  Cen¬ 
ter,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  December 
22,  1969 — decision  of  the  Borough  Superintendent ;  pre¬ 
viously  granted  on  condition,  under  Sections  21  and  7h  of 
the  Zoning  Resolution,  permitting  in  a  residence  use  dis¬ 
trict,  the  construction  and  maintenance  of  a  customer 
parking  lot  for  52  cars. 

PREMISES  AFFECTED — 3631  Richmond  Road,  north 
side,  320  feet  west  of  Lighthouse  Avenue  and  400  Mace 
Street,  Block  2290,  Lot  17,  Richmond  Town,  Borough  of 
Richmond. 


378-47-BZ 

APPLICANT — Lama  and  Vassalotti  for  Rose  Sempliner, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  June  8,  1970 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  parking 
and  storage  of  motor  vehicles. 

PREMISES  AFFECTED— 2863-2873  West  31st  Street, 
east  side,  100  feet  north  of  Mermaid  Avenue,  Block  7009, 
Lots  54,  56  and  58,  Borough  of  Brooklyn. 


689-69-BZ 

APPLICANT — Thomas  P.  Crinnion  for  Michael  J.  Pru- 
denti,  owner ;  Brennan  and  Fallon,  lessee. 

SUBJECT — Application  November  25,  1969 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R6  district,  in  an  exist¬ 
ing  two  story  building,  the  addition  to  the  use  of  the  first 
floor  restaurant  to  include  cabaret. 
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PREMISES  AFFECTED — 30-89  31st  Street  east  side, 
80.08  feet  north  of  31st  Avenue,  Block  615,  Lot  83,  Astoria, 
Borough  of  Queens. 


103-70-BZ 

APPLICANT — Stephen  B.  Jacobs  for  203  East  74th  Street 
Realty  Corporation,  owner. 

SUBJECT — Application  February  19,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-9  district,  the  erection  of  a 
16  story  mixed  building  that  exceeds  the  permitted  floor 
area  ratio,  encroaches  on  the  required  rear  yard  and  rear 
setback  above  125  feet,  and  has  less  than  the  minimum  area 
for  a  plaza. 

PREMISES  AFFECTED— 203  East  74th  Street,  north  side. 
71  feet  west  of  Third  Avenue,  Block  1429,  Lot  103,  Bor¬ 
ough  of  Manhattan. 


104-70-A 

APPLICANT — Stephen  B.  Jacobs  for  203  East  74th  Street 
Realty  Corporation,  owner. 

SUBJECT — Application  February  19,  1970 — filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  re-  rear 
yard. 

PREMISES  AFFECTED— 203  East  74th  Street,  north  side, 
71  feet  west  of  Third  Avenue,  Block  1429,  Lot  103,  Bor¬ 
ough  of  Manhattan. 


140-70-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Mid-City  Associates,  long-term  lessee. 

SUBJECT — Application  March  17,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-482  of  the 
Zoning  Resolution,  to  permit  in  a  C6-4  district,  in  conjunc¬ 
tion  with  the  erection  of  a  57  story  office  building,  the 
increase  in  size  of  the  accessory  parking  facility  to  exceed 
the  maximum  number  of  spaces. 

PREMISES  AFFECTED— 206  to  262  West  34th  Street, 
southwest  corner  of  Seventh  Avenue,  Block  783,  Part  of 
1,  Borough  of  Manhattan. 


220-70-BZ 

APPLICANT — Atkin  &  Bassolino  for  Mikandy  Food  In¬ 
corporated,  owner. 

SUBJECT— Application  April  10,  1970— decision  of_  the 
Borough  Superintendent,  under  Sections  72-21  and  73-63 
of  the  Zoning  Resolution,  to  permit  in  an  R4  district,  the 
reconstruction  and  enlargement  in  area  of  a  retail  store. 

PREMISES  AFFECTED— 3581  Laconia  Avenue,  northeast 
corner  of  East  213th  Street,  Block  4695,  Lot  64,  Borough 
of  The  Bronx. 


280-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Idleport  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  May  8,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-211  and  73-212  of 
the  Zoning  Resolution,  to  permit  in  a  C2-2  district,  the 
erection  and  maintenance  of  an  automotive  service  station 
with  accessory  uses. 

PREMISES  AFFECTED — 149-05  Rockaway  Boulevard, 
northwest  corner  of  Sutphin  Boulevard,  Block  12051,  Lot 
50,  South  Ozone  Park,  Borough  of  Queens. 


287-70-BZ 

APPLICANT — Charles  A.  Brown  for  Rogers,  Butler  and 
Burgun  for  Lenox  Hill  Hospital,  owner. 

SUBJECT — Application  May  11,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-21  and  73-641  of 
the  Zoning  Resolution,  to  permit  in  an  R8,  R10  and  Cl-9 
district,  the  erection  of  a  12  story  hospital  structure  that 
exceeds  the  permitted  lot  coverage  and  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED— 112  East  77th  Street,  south  side, 
from  Park  Avenue  to  Lexington  Avenue,  101  to  133  East 
76th  Street,  841  Park  Avenue,  1090  Lexington  Avenue, 
Block  1411,  Lot  1,  Borough  of  Manhattan. 

M.  MILTON  GLASS,  Chairman 


JULY  7,  1970,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  July  7,  1970,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  follow¬ 
ing  matters : 

217-21-SR 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
SUBJECT — Application  to  amend  Section  14.7  of  the  Rules 
Covering  the  Installation  and  Use  of  Oil  Burning  Equip¬ 
ment  and  Storage  of  Oils  Used  in  Connection  Therewith. 
Matter  shown  in  [  ]  to  be  deleted 

New  matter  shown  in  italics 
Rule  14.  Fire  Protection 

14.7  Near  each  boiler,  furnace  or  suspended  fuel  oil  burning 
unit  there  shall  be  immediately  available  one  (1)  ap¬ 
proved  [hand]  type  fire  extinguisher  of  [not  less  than 
two  (2)  quart]  at  least  five  (5)  pounds  dry  chemical 
capacity  or  ten  (10)  pounds  carbon  dioxide  capacity  or 
two  (2)  rounded  bottom  pails  filled  with  sand. 


129-68-SA 

APPLICANT— McNeil  Akron  McNeil  Corporation,  owner 
— for  heating  and  mechanically  processing  thermoplastic 
materials. 


913-68-SA 

APPLICANT — H.  J.  Jessor  for  Warren  Automatic  Controls 
Corporation,  owner — pressure  reducing  valve. 


736-69-SA 

APPLICANT — Dominick  Salvati  and  Son  for  Space-O- 
Matic  International  Corp.,  owner — device  for  parking 
motor  vehicles  one  above  the  other. 


602-69-SA 

APPLICANT — A.  Y.  McDonald  Manufacturing  Company, 
owner— automatic  nozzle  to  control  delivery  of  gasoline 
into  tanks  of  motor  vehicles. 


686-69-A 

APPLICANT — Allen  A.  Sylvane  for  Bess  Kane,  owner; 
Rubin  Engelson,  lessee. 
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SUBJECT — Application  November  20,  1969 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 137  Hudson  Street,  west  side, 
28  feet  north  of  Beach  Street,  Block  214,  Lot  24,  Borough 
of  Manhattan. 


493-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Rose  Diamond. 

SUBJECT — Application  August  26,  1969 — Application  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED — 1504  Macombe  Road,  east  side, 
234  feet  south  of  Goble  Place,  Block  2865,  Lot  15,  Borough 
of  The  Bronx. 


576-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — 280  8th  Avenue  Company  c/o 
Joseph  Howard  Katz,  owner. 

SUBJECT — Application  October  7,  1969— Application  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED — 284  Eighth  Avenue,  northeast 
corner  of  West  24th  Street,  Block  774,  Lots  1,  2,  3,  5, 
Borough  of  Manhattan. 


16-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Deering  Milliken  Incorporated. 
SUBJECT— Application  January  5,  1970 — Application  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED — 240  Church  Street,  56-60 
Leonard  Street,  southwest  corner,  Block  176,  Lots  26, 
27,  28,  29,  Borough  of  Manhattan. 


17-70- A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Stap  Tax  Realty  Corporation. 
SUBJECT— Application  January  5,  1970 — Application  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED — 3960  Third  Avenue,  east  side, 
75.5  feet  south  of  East  173rd  Street,  Block  2929,  Lot  58’ 
Borough  of  The  Bronx. 


293-70-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Robert  Kaufman  and  Max  D.  Spitzer,  owners. 

SUBJECT — Application  May  13,  1970 — Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  Exterior  open¬ 
ings  along  lot  line. 

PREMISES  AFFECTED — 32  to  38  Fulton  Street,  184  to 
194  Water  Street,  south  west  corner,  125  to  131  John 
Street,  240  to  256  Pearl  Street,  Block  75,  Lots  1,  7,  10,  11, 
15,  17,  19,  Borough  of  Manhattan. 


300-70-A 

APPLICANT — Leonard  F.  Rothkrug  for  Phoenix  House 
Foundation,  Inc. 

SUBJECT — Application  May  19,  1970 — Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  de-  Proposed  altera¬ 
tion  of  an  existing  Class  III  building. 


PREMISES  AFFECTED — 565  Saratoga  Avenue,  east  side, 
267.11  feet  north  of  Sutter  Avenue,  Block  3515,  Lot  8, 
Borough  of  Brooklyn. 


320-70-A 

APPLICANT — Leonard  F.  Rothkrug  for  Peter  Calasso, 
owner. 

SUBJECT — Application  May  26,  1970 — filed  pursuant  to 
Article  3,  General  City  Law,  re-  Erection  of  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED — 451  Smith  Street,  north  east 
corner  of  Huntington  Street,  Block  475,  Lot  1,  Borough 
of  Brooklyn. 


323-70-A 

APPLICANT — Atkin  and  Bassolino  for  Angelo  Capalbo, 
owner. 

SUBJECT — Application  May  26,  1970— Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  Extension  of 
residential  use  in  Class  IV  building. 

PREMISES  AFFECTED — 3567  McOwen  Avenue,  west 
side,  200  feet  south  of  Boston  Post  Road,  Block  5655,  Lot 
126,  Borough  of  The  Bronx. 

M.  MILTON  GLASS,  Chairman 


JULY  14,  1970,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  morning  July  14,  1970,  at  10  o’clock  at  80  Lafayette 

Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 

matters. 

878-49-BZ 

APPLICANT — Rose  G.  Galler,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  June  28,  1970 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  erection 
and  maintenance  of  a  garage  for  eight  motor  vehicles. 

PREMISES  AFFECTED — 24  Lenox  Road,  south  side, 
160  feet  5j4  inches  east  of  Flatbush  Avenue  and  2153-2155 
Caton  Avenue,  Block  5083,  Lot  22,  Borough  of  Brooklyn. 

77-65-BZ 

APPLICANT — Joseph  P.  Morsellino  and  Arthur  J.  McGee 
for  Russell  C.  Seibert,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  April  27, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  Cl-2  and  R3-2  district,  the 
maintenance  of  a  used  car  sales  and  display  lot  to  be  used 
in  conjunction  with  the  existing  automotive  establishment 
across  the  street. 

PREMISES  AFFECTED — 222-25  Jamaica  Avenue,  north 
side,  180.03  feet  east  of  222nd  Street,  Block  10741,  Lot  48, 
Queens  Village,  Borough  of  Queens. 


410-59-BZ 

— Ludwig  P.  Bono  for  Frank  and  Nicholas 

Moccio,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
request  to  waive  the  rules  of  procedure  and  extension  of 
term  of  variance  which  expired  January  5,  1970— decision 
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of  the  Borough  Superintendent;  previously  granted  on 
condition,  under  Section  7 h  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  residence  use  district,  the  maintenance  of  a 
parking  lot  for  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED— 3121  Villa  Avenue,  northwest 
corner  of  East  204th  Street,  Block  3322,  Lot  57,  Borough 
of  The  Bronx. 


429-67-BZ — Vol.  II 

APPLICANT— Leonard  F.  Rothkrug  for  Nicholson  Plumb¬ 
ing  and  Heating  Company,  Inc.,  owner. 

SUBJECT— Application  reopened  June  2,  1970  as  Volume 
II,  decision  of  the  Borough  Superintendent,  under  Sections 
72-21  and  73-62  of  the  Zoning  Resolution,  to  permit  in  a 
C2-3  and  R5  district,  the  conversion  of  an  existing  three 
story  building  from  store  and  two  family  dwelling  to  store 
and  one  family  dwelling  that  creates  non  compliance  in 
lot  area  per  room. 

PREMISES  AFFECTED— 626  Coney  Island  Avenue,  west- 
side,  220  feet,  6  inches  north  of  Avenue  C,  Block  5361, 
Lot  31,  Borough  of  Brooklyn. 


430-67-A— Vol.  II 

APPLICANT — Leonard  F.  Rothkrug  for  Nicholson  Plumb¬ 
ing  and  Heating  Company,  Inc.,  owner. 

SUBJECT — Application  reopened  June  2,  1970  as  Volume 
II — Appeal  from  a  decision  of  the  Borough  Superintendent, 
re-  legal  yard. 

PREMISES  AFFECTED — 626  Coney  Island  Avenue,  west- 
side,  220  feet,  6  inches  north  of  Avenue  C,  Block  5361,  Lot 
31,  Borough  of  Brooklyn. 


172-70-BZ 

APPLICANT — Kenneth  H.  Koons  for  Bolmike,  Incor¬ 
porated,  owner. 

SUBJECT — Application  March  25,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-1  district,  in  an  existing 
one  story  building,  the  addition  to  the  restaurant  use  to 
include  Cabaret. 

PREMISES  AFFECTED— 4027  to  4029  East  Tremont 
Avenue,  southeast  corner  of  Gerber  Place,  Block  5445, 
Lot  7,  Borough  of  The  Bronx. 


208-70-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  340  East  57th  Street  Corporation,  long  term 
lessee. 

SUBJECT — Application  April  1,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  60(3)  of  the.  Multiple 
Dwelling  Law,  to  permit  in  an  R8  and  R10  district,  on  an 
accessory  parking  lot  to  a  multiple  dwelling,  the  addition 
of  transient  parking  for  the  unused  and  surplus  tenant 
spaces. 

PREMISES  AFFECTED — 325  to  343  East  56th  Street, 
north  side,  139  feet  west  of  First  Avenue,  Block  1349,  Lots 
14,  15,  17,  19  and  20,  Borough  of  Manhattan. 


209-70-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  340  East  57th  Street  Corporation,  long  term 
lessee. 


SUBJECT — Application  April  1,  1970— filed  pursuant  to 
Section  60  of  the  Multiple  Dwelling  Law  re-  proposed 
transient  parking  on  an  existing  accessory  outdoor  parking 
area  by  persons  other  than  the  occupants. 

PREMISES  AFFECTED— 325  to  343  East  56th  Street, 
north  side,  139  feet  west  of  First  Avenue,  Block  1349, 
Lots  14,  15,  17,  19  and  20,  Borough  of  Manhattan. 


214-70-BZ 

APPLICANT— Robert  Gottlieb  for  L.  F.  Play,  Incorpo¬ 
rated,  owner. 

SUBJECT — Application  April  7,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R7-2  district  on  a  plot  with  6 
individual  garages,  the  use  of  the  open  area  as  a  non¬ 
transient  parking  lot. 

PREMISES  AFFECTED— 311  East  178th  Street,  north 
side,  90  feet  east  of  Anthony  Avenue,  Block  2814,  Lot  94, 
Borough  of  The  Bronx. 


246-70-EZ 

APPLICANT — Thomas  P.  Crinnion  for  Kal  Alar  Realty 
Corporation,  owner. 

SUBJECT — Application  April  24,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R8  district,  in  an  existing  six 
story  building,  the  addition  to  the  use  of  the  restaurant 
on  the  first  floor  to  include  Cabaret. 

PREMISES  AFFECTED— 233  to  237  East  84th  Street, 
north  side,  201  feet  8  inches  west  of  Second  Avenue,  Block 
1530,  Lot  15,  Borough  of  Manhattan. 


252-70-BZ 

APPLICANT — Atkin  and  Bassolino  for  1001  Castle  Hill 
Holding  Corporation,  owner;  Joe  &  Joe  Inc.,  lessee. 

SUBJECT — Application  April  23,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  11-412  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  Cl-2  district,  the 
erection  of  a  one  story  enlargement  to  an  existing  restau¬ 
rant  and  cabaret  establishment  previously  before  the  Board. 

PREMISES  AFFECTED — 2169  Bruckner  Boulevard  and 
1001  Castle  Hill  Avenue,  northwest  corner,  Block  3806, 
Lot  47,  Borough  of  The  Bronx. 


282-70-BZ 

APPLICATION — Larry  Aleltzer  for  Roclu  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  May  8,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-11  (g)  and  73-211 
of  the  Zoning  Resolution,  to  permit  m  a  C2-2  district,  the 
reconstruction  of  an  automotive  service  station  with  acces¬ 
sory  uses. 

PREMISES  AFFECTED— 4102-4114  Avenue  U  and  2201- 
2211  Coleman  Street,  southeast  corner,  Block  8558,  Lot  36, 
Borough  of  Brooklyn. 


294-70-BZ 

APPLICANT — Charles  F.  Murphy  for  Rose  Segal,  owner. 

SUBJECT — Application  May  14,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  structural 
alteration  and  rearrangement  in  area  of  a  machine  shop. 

PREMISES  AFFECTED — 14-10  123rd  Street,  west  side, 
69.10  feet,  north  of  15th  Avenue,  and  122-13  15th  Avenue, 
Block  4085,  Lot  36,  College  Point,  Borough  of  Queens. 
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317-70-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  The  Dalton  School,  contract  vendee. 

SUBJECT — Application  May  26,  1970 — decision  of  the  Bor¬ 
ough  Superintendent  under  Section  666  of  the  New  York 
City  Charter  and  Section  73-19  of  the  Zoning  Resolution, 
to  permit  in  an  Ml-4  district,  the  conversion  of  an  existing 
4  story  and  basement  building,  to  an  accessory  gymnasium 
and  physical  education  facility  for  an  existing  school. 

PREMISES  AFFECTED— 215  East  94th  Street,  north 
side,  230  feet  east  of  Third  Avenue,  Block  1540,  Lot  10, 
Borough  of  Manhattan. 

M.  MILTON  GLASS,  Chairman 


JULY  14,  1970,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  afternoon,  July  14,  1970,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  follow¬ 
ing  matters : 

523-69-A 

APPLICANT— Hayward  F.  Manice  for  St.  Vincent’s  Medi¬ 
cal  Center,  owner. 

SUBJECT — Application  September  5,  1969 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system  and  Appeal  from  a  decision  of  the  Bor¬ 
ough  Superintendent  re-  egress,  door,  stairs,  etc. 

PREMISES  AFFECTED— 355  Bard  Avenue,  681  Castle- 
ton  Avenue,  northeast  corner,  Block  102,  Lot  1,  West 
New  Brighton,  Borough  of  Richmond. 

173-70-A 

APPLICANT — Frank  A.  Vaccaro  for  Michael  Cicero, 
owner. 

SUBJECT — Application  March  25,  1970 — -Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed 
frame  extension. 

PREMISES  AFFECTED — 109  Victory  Boulevard,  north 
side,  136.12  feet  east  of  Brook  Street,  Block  23,  Lot  70, 
New  Brighton,  Borough  of  Richmond. 

186- 70-A 

APPLICANT — Albert  Melniker  for  Corbin  Estates  Corp., 
owner. 

SUBJECT — Application  March  31,  1970 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 164  Cannon  Avenue,  south¬ 
west  corner  of  Price  Lane,  Block  2772,  Lot  17,  Travis, 
Borough  of  Richmond. 

187- 70-A 

APPLICANT — Albert  Melniker  for  Corbin  Estates  Corp., 
owner. 

SUBJECT — Application  March  31,  1970 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 8  Price  Lane,  west  side,  55.89 
feet  south  of  Cannon  Avenue,  Block  2772,  Lot  20,  Travis, 
Borough  of  Richmond. 


188-70-A 

APPLICANT — Albert  Melniker  for  Corbin  Estates  Corpo¬ 
ration,  owner. 


SUBJECT— Application  March  31,  1970 — Filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law — Building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 12  Price  Lane,  west  side,  97.07 
feet  south  of  Cannon  Avenue,  Block  2772,  Lot  21,  Travis, 
Borough  of  Richmond. 


189-70-A 

APPLICANT — Albert  Melniker  for  Corbin  Estates  Corpo¬ 
ration,  owner. 

SUB  JECT— Application  March  31,  1970 — Filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law — Building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 14  Price  Lane,  west  side,  123.44 
feet  south  of  Cannon  Avenue,  Block  2772,  Lot  23,  Travis, 
Borough  of  Richmond. 


190-70-A 

APPLICANT — Albert  Melniker  for  Corbin  Estates  Corpo¬ 
ration,  owner. 

SUBJECT — Application  March  31,  1970 — Filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law — Building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 18  Price  Lane,  west  side,  149.80 
feet  south  of  Cannon  Avenue,  Block  2 772,  Lot  24,  Travis, 
Borough  of  Richmond. 


191-70-A 

APPLICANT — Albert  Melniker  for  Corbin  Estates  Corpo¬ 
ration,  owner. 

SUBJECT — Application  March  31,  1970* — Filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law — Building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 20  Price  Lane,  west  side,  176.17 
feet  south  of  Cannon  Avenue,  Block  2772,  Lot  26,  Travis, 
Borough  of  Richmond. 


192-70-A 

APPLICANT — Albert  Melniker  for  Corbin  Estates  Corpo¬ 
ration,  owner. 

SUBJECT — Application  March  31,  1970 — Filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law — Building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 24  Price  Lane,  west  side,  202.53 
feet  south  of  Cannon  Avenue,  Block  2772,  Lot  28,  Travis, 
Borough  of  Richmond. 


193-70-A 

APPLICANT — Albert  Melniker  for  Corbin  Estates  Corpo¬ 
ration,  owner. 

SUBJECT — Application  March  31,  1970 — Filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law — Building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 26  Price  Lane,  west  side,  228.90 
feet  south  of  Cannon  Avenue,  Block  2772,  Lot  29,  Travis, 
Borough  of  Richmond. 


194-70-A 

APPLICANT — Albert  Melniker  for  Corbin  Estates  Cor¬ 
poration,  owner. 

SUBJECT — Application  March  31,  1970 — Filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law — Build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED — 30  Price  Lane,  west  side,  255.25 
feet  south  of  Cannon  Avenue,  Block  2772,  Lot  31,  Travis, 
Borough  of  Richmond. 
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195-70-A 

APPLICANT — Albert  Melniker  for  Corbin  Estates  Cor¬ 
poration,  owner. 

SUBJECT— Application  March  31,  1970— Filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law — Build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED— 32  Price  Lane,  west  side,  281.63 
feet  south  of  Cannon  Avenue,  Block  2772,  Lot  32,  Travis, 
Borough  of  Richmond. 


196-70-A 

APPLICANT— Albert  Melniker  for  Corbin  Estates  Cor¬ 
poration,  owner. 

SUBJECT— Application  March  31,  1970-TFiled  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law — Build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED— 36  Price  Lane,  west  side,  307.99 
feet  south  of  Cannon  Avenue,  Block  2 772,  Lot  33,  Travis, 
Borough  of  Richmond. 


197-70-A 

APPLICANT— Albert  Melniker  for  Corbin  Estates  Cor¬ 
poration,  owner. 

SUBJECT— Application  March  31,  1970— Pursuant  to  Sec¬ 
tion  36,  Article  3  of  the  General  City  Law — Building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 38  Price  Lane,  west  side,  335.36 
feet  south  of  Cannon  Avenue,  Block  2772,  Lot  34,  Travis, 
Borough  of  Richmond. 


198-70-A 

APPLICANT— Albert  Melniker  for  Corbin  Estates  Cor¬ 
poration,  owner. 

SUBJECT— Application  March  31,  1970— Filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law— Build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED— 39  Price  Lane,  east  side,  346 
feet  south  of  Cannon  Avenue,  Block  2774,  Lot  96,  Travis, 
Borough  of  Richmond. 


199-70-A 

APPLICANT— Albert  Melniker  for  Corbin  Estates  Cor¬ 
poration,  owner. 

SUBJECT— Application  March  31,  1970— Filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law— Build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED— 41  Price  Lane,  east  side,  382 
feet  south  of  Cannon  Avenue,  Block  2774,  Lot  94,  Travis, 
Borough  of  Richmond. 


200-70-A 

APPLICANT— Albert  Melniker  for  Corbin  Estates  Cor¬ 
poration,  owner. 

SUBJECT— Application  March  31,  1970— Pursuant  to  Sec- 

"  tion  36,  Article  3  of  the  General  City  Law— Building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 45  Price  Lane,  east  side,  421.72 
feet  south  of  Cannon  Avenue,  Block  2774,  Lot  92,  Travis, 
Borough  of  Richmond. 


201-70-A 

APPLICANT — Albert  Melniker  for  Corbin  Estates  Corpo¬ 
ration,  owner. 


SUBJECT — Application  March  31,  1970— Pursuant  to  Sec¬ 
tion  36,  Article  3  of  the  General  City  Law — Building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 49  Burke  Avenue,^ east  side, 
421.72  feet  south  of  Cannon  Avenue,  Block  2774,  Lot  90, 
Travis,  Borough  of  Richmond. 


262-70-A 

APPLICANT — Irving  E.  Gershon  of  Emery  Roth  and  Sons 
for  450  Park  Avenue,  Associates,  owner. 

SUBJECT — Application  May  1,  1970 — Appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  Lot  line  wall. 

PREMISES  AFFECTED— 444  to  450  Park  Avenue,  52  to 
58  East  57th  Street,  southwest  corner,  Block  1292,  Lots 
36,  37,  38,  39  and  40,  Borough  of  Manhattan. 

335-70-A 

APPLICANT — Tichenor  Chemicals,  Inc.,  for  Wyandotte 
Chemicals  Corp.,  owner. 

SUBJECT— Application  June  2,  1970 — Appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  Packaging  of  combust¬ 
ible  mixture  known  as  “Kendall  Permanent  Anti-Freeze 
and  Summer  Coolant”  in  one  quart  and  one  gallon  metal 
sealed  cans,  caps  not  in  compliance  with  regulations  of  the 
Administrative  Code  of  New  York  City. 

337-70-A 

APPLICANT — William  J.  Ziltzer  for  Richmond  Elmar 
Corporation,  owner. 

SUBJECT — Application  June  4,  1970 — Appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  Area  and  height 
limitations  for  a  Class  11  B  building. 

PREMISES  AFFECTED — 371  East  10th  Street,  north  side, 
303  feet  west  of  Avenue  C,  Block  393,  Lot  49,  Borough 
of  Manhattan. 


339-70-A 

APPLICANT — Stephen  B.  Jacobs  for  Edon  Realty  Corpo¬ 
ration,  owner. 

SUBJECT — Application  June  5,  1970 — Appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  Fire  escapes. 

PREMISES  AFFECTED— 228-230-232  East  18th  Street, 
south  side,  190  feet  west  of  Second  Avenue,  Block  898, 
Lots  39,  40  and  41,  Borough  of  Manhattan. 

M.  MILTON  GLASS,  Chairman 


JULY  21,  1970,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning  July  21,  1970,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

815-53-BZ — Vol.  II 

APPLICANT — Lama  and  Vassalotti  for  43rd  Street  Estate 
Corporation,  owner. 

SUBJECT- — Application  for  consideration — reopening  for 
request  to  waive  the  rules  of  procedure  and  extension  of 
term  of  variance  which  expired  April  26,  1970 — decision 
of  the  Borough  Superintendent ;  previously  granted  on  con¬ 
dition,  under  Section  7f  of  the  Zoning  Resolution,  per¬ 
mitting  for  a  term  of  twenty  years  in  a  business  use 
district,  the  erection  and  maintenance  of  an  auto  show¬ 
room,  gasoline  service  station,  lubritorium,  car  wash, 
motor  vehicle  repairs,  storage  and  sale  of  accessories  and 
office,  and  permitting  the  parking  and  storage  of  motor 
vehicles  (previously  denied  by  the  Board). 
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PREMISES  AFFECTED— 2153-2159  8th  Avenue  and  301 
West  116th  Street,  northwest  corner,  Block  1943,  Lot  29 
(formerly  Lots  29,  30,  31)  Borough  of  Manhattan. 


950-40-BZ — Vol.  Ill 

APPLICANT — Lama  and  Vassalotti  for  Waldwin  Holding 
Corporation,  owner. 

SUBJECT — Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expires  January  21, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7e  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the  con¬ 
struction  of  a  one  story  and  basement  extension  to  the 
present  building  and  extend  the  present  use  of  funeral 
home. 

PREMISES  AFFECTED— 7610-7618  4th  Avenue,  west 
side,  59  feet  south  of  76th  Street,  Block  5950,  Lot  47, 
Borough  of  Brooklyn. 


414-52-BZ 

APPLICANT — Morris  Berman  for  Cathedral  Church  of 
St.  John  the  Divine,  owner;  St.  Luke’s  Hospital,  lessee. 

SUBJECT— Application  for  consideration — reopening  for 
request  to  waive  the  rules  of  procedure  and  extension 
of  term  of  variance  which  expired  February  26,  1968 — 
decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning 
Resolution,  permitting  in  the  residence  use  district  por¬ 
tion  of  a  plot  located  in  the  residence  and  business  dis¬ 
trict,  the  parking  and  storage  of  motor  vehicles  for  hos¬ 
pital  staff,  no  fee  to  be  charged. 

PREMISES  AFFECTED— 400-406  West  113th  Street  and 
28  Morningside  Drive,  southwest  corner,  Block  1865, 
part  of  Lot  1,  Borough  of  Manhattan. 


913-59-BZ 

APPLICANT — H.  Thomas  Kilburn,  Jr.  for  Ailsa  M.  Craw¬ 
ford,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  May  17,  1970 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7e  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the 
change  in  use  of  a  Class  B  multiple  dwelling  to  medical 
offices,  medical  laboratories  and  two  dwellings. 

PREMISES  AFFECTED — -47  East  67th  Street,  north  side, 
120  feet  west  of  Park  Avenue,  Block  1382,  Lot  31,  Bor¬ 
ough  of  Manhattan. 


211-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Emil  Kupprat,  owner. 

SUBJECT — Application  March  31,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  and  C2-2  district,  the 
erection  of  a  one  story  building  for  use  as  an  automotive 
repair  shop  with  accessory  uses. 

PREMISES  AFFECTED — 162-34  Pidgeon  Meadow  Road, 
west  side,  158.54  feet  south  of  46th  Avenue,  Block  5461, 
Lots  40  and  42,  Flushing,  Borough  of  Queens. 


223-70-BZ 

APPLICANT — Ira  Blair  for  J.  F.  M.  Enterprises,  owner. 

SUBJECT — Application  April  14,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-50  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-1  district,  the  erection  of  a 


one  story  enlargement  to  an  existing  commercial  vehicle 
storage  establishment  that  encroaches  on  the  required  yard 
along  a  district  boundary. 

PREMISES  AFFECTED— 1618  to  1628  McDonald  Av¬ 
enue,  west  side,  147  feet  9 inches  south  of  24th  Avenue, 
Block  6582,  Lot  23,  Borough  of  Brooklyn. 


241-70-BZ 

APPLICANT — Samuel  Garnett  for  6465  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  April  24,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  60  (3)  of  the  Multiple 
Dwelling  Law  to  permit  in  a  Cl-9  district,  in  an  existing 
31  story  multiple  dwelling,  the  addition  to  the  uses  to  in¬ 
clude  transient  parking  for  the  unused  and  surplus  tenants 
spaces. 

PREMISES  AFFECTED— 187-189  East  64th  Street,  1090 
to  1108  3rd  Avenue,  northwest  corner,  160  East  65th 
Street,  Block  1399,  Lot  33,  Borough  of  Manhattan. 


242-70-A 

APPLICANT— Samuel  Garnett  for  6465  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  April  24,  1970 — filed  pursuant  to 
Section  60  of  the  Multiple  Dwelling  Law  re-  use  of  acces¬ 
sory  garage  to  a  Multiple  Dwelling  for  transient  parking. 

PREMISES  AFFECTED— 187-189  East  64th  Street,  1090 
to  1108  3rd  Avenue,  northwest  corner,  160  East  65th  Street, 
Block  1399,  Lot  33,  Borough  of  Manhattan. 

272-70-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT— Application  May  4,  1970— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-65  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  at  an  existing 
three  story  telephone  exchange  previously  before  the 
Board,  the  erection  of  a  fourth  story. 

PREMISES  AFFECTED — 2477  Tratman  Avenue,  west 
side,  95  feet  south  of  Roland  Street,  Block  3975,  Lot  43, 
Borough  of  The  Bronx. 


329-70-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT— Application  May  28,  1970— decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-11  and  73-65  of 
the  Zoning  Resolution,  to  permit  in  an  R3-2  district,  the 
erection  of  a  four  story  enlargement  to  an  existing  tele¬ 
phone  exchange  that  increases  the  degree  of  non-com¬ 
pliance. 

PREMISES  AFFECTED — 118-15  115th  Avenue,  114-50 
Lefferts  Boulevard,  north  west  corner,  Block  11645,  Lot 
29,  Ozone  Park,  Borough  of  Queens. 


346-70-BZ 

APPLICANT — Apex  Mechanical  Corporation,  owner. 

SUBJECT — Application  June  12,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-21  and  11-413 
of  the  Zoning  Resolution,  to  permit  in  an  R7-2  district, 
the  conversion  of  an  existing  two  story  building  pre¬ 
viously  before  the  Board  from  garage  and  storage  of  oil 
burners  to  a  dance  studio. 

PREMISES  AFFECTED— 466  to  468  West  152nd  Street, 
south  side,  175  feet  east  of  Amsterdam  Avenue,  Block- 
2066,  Lot  59,  Borough  of  Manhattan. 

M.  MILTON  GLASS,  Chairman 


MINUTES 


REGULAR  MEETING 

TUESDAY  MORNING,  JUNE  16,  1970,  10  A.M. 

Present :  Chairman  Glass,  Vice  Chairman  Becker, 

Commissioner  Klein  and  Commissioner  Madigan. 


The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  afternoon  May  19,  1970,  were  ap¬ 
proved  as  printed  in  the  Bulletin  of  May  28,  1970,  Vol.  55, 
No.  22. 


200-24-BZ— Vol.  Ill 

APPLICANT — Atkin  and  Bassolino  for  Beatrice  Glick 
Haymes,  owner. 

SUBJECT- — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  29, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7e  and  7i  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  business  and  residence  use 
district,  the  change  in  use  from  public  garage,  previously 
granted  by  the  Board,  to  auto  repair,  minor  body  and 
fender  work,  auto  painting,  for  a  term  of  ten  (10)  years. 
PREMISES  AFFECTED — 3030  Jerome  Avenue,  east  side, 
161.8  feet  south  of  East  204th  Street  and  3103  Villa  Ave¬ 
nue,  Block  3321,  Lot  25,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Harry  Atkin. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 

Negative  :  . .  0 

Absent:  Commissioner  Nolan  .  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  Ill,  on  March  29,  1960,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  June  16,  1970,  after  due  notice  by  publication  in  the  Bul¬ 
letin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
29,  1960,  only  as  to  the  term  of  variance,  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  March  29,  1970, 
to  permit  .  .  .  ;  on  condition  that  the  Villa  Avenue 
facade  of  the  building  be  painted  and  maintained  in  a 
clean  manner ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  112-57) 


351-30-BZ— Vol.  II 

APPLICANT — Leonard  F.  Rothkrug  for  Loretta  Aqua- 
vella,  owner. 

SUBJECT — Application  for  consideration — reopening  for  re¬ 
quest  to  waive  the  rules  of  procedure  and  extension  of 
term  of  variance  which  expired  December  1,  1969 — deci¬ 
sion  of  the  Borough  Superintendent;  previously  granted 
on  condition,  under  Sections  7f,  7e  and  7i  of  the  Zoning 
Resolution,  to  permit  in  a  business  use  district,  the  addi¬ 
tion  of  motor  vehicle  repairs,  accessory  painting,  welding 
and  spraying,  lubritorium,  car  washing,  to  storage  garage 
and  gasoline  service  station;  previously  granted  by  the 
Board,  all  for  a  temporary  term  of  ten  (10)  years. 


PREMISES  AFFECTED— 2216-2218  Pacific  Street  and 
205-213  Rockaway  Avenue,  southeast  corner,  Block  1442, 
Lot  8,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative:  .  0 

Absent :  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II  on  December  1,  1959,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
June  16,  1970,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  December  1,  1959,  only  as  to  the 
term  of  the  variance,  so  that  as  amended  this  portion  of 
the  resolution  shall  read: 

“granted  for  a  term  of  ten  years  from  December  1,  1969, 
to  permit  .  .  .  ;  on  condition  that  welding  shall  not  be 
permitted;  that  no  gasoline  be  stored  or  sold  on  the 
premises ;  that  other  than  as  herein  amended  the  resolu¬ 
tion  above  cited  shall  be  complied  with  in  all  respects ; 
and  that  a  new  Certificate  of  Occupancy  shall  be  ob¬ 
tained.”  (Alt.  432-59) 


82-40-BZ— Vol.  Ill 

APPLICANT— Leonard  F.  Rothkrug  for  Martin  Morgan- 
roth,  owner. 

SUBJECT- — Application  for  consideration — reopening  for  re¬ 
quest  to  waive  the  rules  of  procedure  and  extension  of 
term  of  variance  which  expired  May  19,  1969 — decision  of 
the  Borough  Superintendent ;  previously  granted  on  condi¬ 
tion,  under  Section  7h  of  the  Zoning  Resolution,  permit¬ 
ting  in  a  retail  and  residence  use  district,  the  parking  and 
storage  of  motor  vehicles  of  the  pleasure  car  type. 

PREMISES  AFFECTED— 58-62  East  18th  Street,  west 
side,  117  feet  6  inches  north  of  Church  Avenue,  Block 
5078,  Lot  30,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD— Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative:  .  0 

Absent:  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  Ill,  on  March  10,  1959,  on  certain  conditions  ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
June  16,  1970,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  March  10,  1959,  as  amended 
through  May  19,  1964,  only  as  to  the  term  of  the  variance,  so 
that  as  amended  this  portion  of  the  resolution  shall  read: 
“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (Alt.  383-58) 
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361-49-BZ 

APPLICANT — Charles  M.  Spindler  for  Shell  Oil  Com¬ 
pany,  long  term  lessee ;  Louis  Aronoff,  Leonard  Lazarus, 
owners. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition,  under  Sections 
7f,  7e,  7i  and  7h  of  the  Zoning  Resolution,  permitting  in  a 
residence  and  business  use  district,  for  a  term  of  years, 
the  erection  and  maintenance  of  a  gasoline  service  station, 
lubritorium,  motor  vehicle  repair  shop,  auto  laundry,  stor¬ 
age,  sale  of  auto  accessories,  office  and  permitting  the 
parking  of  more  than  five  motor  vehicles  waiting  to  be 
serviced  and  with  curb  cuts  more  than  the  permitted  dis¬ 
tance  from  the  intersection. 

PREMISES  AFFECTED— 74-01  to  74-13  Eliot  Avenue 
and  60-69  to  60-77  74th  Street,  northeast  corner  and  60-76 
75th  Street,  Block  2844,  Lots  46  and  49,  Maspeth,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative:  . 0 

Absent:  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
November  1,  1949,  on  certain  conditions ;  and 

Whereas,  the  term  of  variance  was  extended  on  February 
3,  1970;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  1,  1949  as  amended  through  February  3,  1970,  by  adding 
thereto : 

“that  the  gasoline  pumps  shall  conform  to  revised  draw¬ 
ing  of  proposed  conditions  marked  ‘Received  May  25, 
1970’,  one  sheet ;  and  that  the  underground  gasoline  stor¬ 
age  tanks  shall  be  limited  as  to  number,  capacity  and 
location  in  accordance  with  the  requirements  of  the 
Administrative  Code,  on  condition  that  a  copy  of  the 
original  resolution,  as  amended,  and  a  certified  copy  of 
the  drawings  as  approved  by  the  Board  shall  be  perma¬ 
nently  posted  in  the  office  of  this  automotive  service 
station;  and  that  other  than  as  herein  amended  the  reso¬ 
lution  above  cited  shall  be  complied  with  in  all  respects.” 
(Misc.  259-70) 


101-52-BZ 

APPLICANT — Charles  M.  Spindler  for  Shell  Oil  Com¬ 
pany,  long  term  lessee;  George  L.  Malin,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borugh  Super¬ 
intendent;  previously  granted  on  condition,  under  Sections 
7f  and  7i  of  the  Zoning  Resolution,  permitting  in  a  busi¬ 
ness  use  district,  the  erection  and  maintenance  of  a  gaso¬ 
line  service  station,  auto  washing,  lubritorium,  storage 
and  sale  of  accessories,  motor  vehicle  repairs  and  office. 

PREMISE  AFFECTED— 287-295  Wilson  Avenue  and  183- 
191  Bleecker  Street,  northwest  corner,  Block  3298,  Lot  1, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  B.  J.  Amato. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 


THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative:  .  0 

Absent :  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


W hereas,  this  application  was  granted  by  the  Board  on 

July  1,  1952,  on  certain  conditions;  and . 

Whereas,  the  term  of  variance  was  extended  and  the 
resolution  was  amended  on  June  20,  1967;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  1, 
1952,  as  amended  through  June  20,  1967,  by  adding  thereto: 
“that  the  gasoline  pumps  shall  conform  to  revised  draw¬ 
ing  of  proposed  conditions  marked  ‘Received  May  15, 
1970’,  one  sheet;  and  that  the  underground  gasoline  stor¬ 
age  tanks  shall  be  limited  as  to  number,  capacity  and 
location  in  accordance  with  the  requirements  of  the  Ad¬ 
ministrative  Code,  on  condition  that  a  copy  of  the  orig¬ 
inal  resolution,  as  amended,  and  a  certified  copy  of  the 
drawings  as  approved  by  the  Board  shall  be  permanently 
posted  in  the  office  of  this  automotive  service  station; 
and  that  other  than  as  herein  amended  the  resolution 
above  cited  shall  be  complied  with  in  all  respects.” 
(Misc.  309-70) 


404-52-BZ 

APPLICANT — Charles  M.  Spindler  for  Shell  Oil  Com¬ 
pany,  long  term  lessee;  Louise  Foley,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition,  under  Section 
7h  of  the  Zoning  Resolution,  permitting  the  parking  of 
motor  vehicles  awaiting  service,  in  conjunction  with  the 
existing  gasoline  service  station. 

PREMISES  AFFECTED — 86-10  Whitney  Avenue,  south¬ 
west  corner  of  88th  Street,  Block  1579,  Lot  20,  Elmhurst, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative:  .  0 

Absent:  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
December  9,  1952,  on  certain  conditions;  and 

Whereas,  the  term  of  variance  was  extended  on  April 
17,  1962;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  9,  1952  as  amended  through  April  17,  1962,  by  adding 
thereto : 

“that  the  gasoline  pumps  shall  conform  to  revised  draw¬ 
ing  of  proposed  conditions  marked  ‘Received  May  26, 
1970’,  one  sheet;  and  that  the  underground  gasoline 
storage  tanks  shall  be  limited  as  to  number,  capacity  and 
location  in  accordance  with  the  requirements  of  the  Ad¬ 
ministrative  Code,  on  condition  that  a  copy  of  the 
original  resolution,  as  amended,  and  a  certified  copy  of 
the  drawings  as  approved  by  the  Board  shall  be  per¬ 
manently  posted  in  the  office  of  this  automotive  service 
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station;  and  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (Misc.  258-70) 


814-53-BZ 

APPLICANT— Charles  M.  Spindler  for  Shell  Oil  Company, 
long  term  lessee;  Dominic  and  Vincenza  Bartenope, 
Louis  Ciancarulo,  owners. 

SUBJECT — Application  for  consideration— reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition,  under  Sections 
7c  and  7i  of  the  Zoning  Resolution,  permitting  in  a  busi¬ 
ness  use  district,  the  demolition  of  all  buildings  on  the 
plot  and  the  reconstruction  and  extension  of  existing  gaso¬ 
line  service  station  on  lot  41,  to  include  lubritorium,  car 
wash,  motor  vehicle  repairs,  storage  and  sale  of  accessories 
and  office  and  permitting  the  parking  and  storage  of  motor 
vehicles  on  unbuilt  upon  portion  of  plot. 

PREMISES  AFFECTED— 94-102  4th  Avenue  and  589-597 
Warren  Street,  northwest  corner,  Block  395,  Lot  37  (for¬ 
merly  Lots  37-41  inclusive  and  Lot  43),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative :  .  0 

Absent:  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
October  5,  1954,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  November  1,  1955;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
5,  1954  as  amended  through  November  1,  1955,  by  adding 
thereto : 

“that  the  gasoline  pumps  shall  conform  to  revised  draw¬ 
ing  of  proposed  conditions  marked  ‘Received  May  15, 
1970’,  one  sheet;  and  that  the  underground  gasoline 
storage  tanks  shall  be  limited  as  to  number,  capacity 
and  location  in  accordance  with  the  requirements  of  the 
Administrative  Code,  on  condition  that  a  copy  of  the 
original  resolution,  as  amended,  and  a  certified  copy  of 
the  drawings  as  approved  by  the  Board  shall  be  per¬ 
manently  posted  in  the  office  of  this  automotive  service 
station ;  and  that  other  than  as  herein  amended  the  reso¬ 
lution  above  cited  shall  be  complied  with  in  all  respects.” 
(Misc.  308-70) 


576-56-BZ 

APPLICANT — Charles  M.  Spindler  for  Shell  Oil  Com¬ 
pany,  long  term  lessee;  Petrina  Franzone,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Sections 
7f,  7e,  7h  and  7i  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  the  erection  and  maintenance  of  a 
gasoline  service  station,  lubritorium,  non-automatic  auto 
laundry,  minor  auto  repairs,  shop  with  hand  tools  only  and 
the  parking  of  motor  vehicles  awaiting  service  for  a  term 
of  15  years. 


PREMISES  AFFECTED — 49-05  Astoria  Boulevard  North, 
northeast  corner  of  49th  Street,  Block  1000,  Lot  35,  Jack- 
son  Heights,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  B.  J.  Amato. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative:  .  0 

Absent:  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


W hereas,  this  application  was  granted  by  the  Board  on 
February  19,  1957,  on  certain  conditions;  and 

Whereas,  the  resolution  was  amended  on  March  11,  1958; 

and 

Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  arui  amend  the  resolution  adopted  on  Febru¬ 
ary  19,  1957,  as  amended  through  March  11,  1958  by  adding 
thereto : 

“that  the  gasoline  pumps  shall  conform  to  revised  draw¬ 
ing  of  proposed  conditions  marked  ‘Received  Mav  26, 
1970’,  one  sheet;  and  that  the  underground  gasoline 
storage  tanks  shall  be  limited  as  to  number,  capacity 
and  location  in  accordance  with  the  requirements  of  the 
Administrative  Code,  on  condition  that  a  copy  of  the 
original  resolution,  as  amended,  and  a  certified  copy 
of  the  drawings  as  approved  by  the  Board  shall  be 
permanently  posted  in  the  office  of  this  automotive  serv¬ 
ice  station ;  and  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (Misc.  256-70) 


1178-64-BZ 

APPLICANT — Anthony  De  Masse,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  2, 
1970 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  construction 
and  maintenance  of  a  public  parking  lot  without  the  re¬ 
quired  surfacing. 

PREMISES  AFFECTED— 3436-3440  Eastchester  Road, 
east  side,  132.82  feet  north  of  Boston  Road,  Block  4723, 
Lots  40,  41  and  42,  Borough  of  The  Bronx. 

APPEARANCES— 

Applicant :  Anthony  De  Masse. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative:  .  0 

Absent:  Commissioner  Nolan .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
March  2,  1965,  on  certain  conditions  ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
June  16,  1970,  after  due  noitce  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
2,  1965,  as  amended  through  July  12,  1966  only  as  to  the 
term  of  the  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 
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“granted  for  a  term  of  five  years  from  March  2,  1970, 
to  permit  .  .  .  ;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  790-64) 


849-66-BZ 

APPLICANT — Charles  M.  Spindler  for  Ben  Dor  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition,  under  Sec¬ 
tions  73-211  and  73-212  of  the  Zoning  Resolution,  to  per¬ 
mit  in  a  C4-1  district,  the  erection  of  an  automotive  service 
station  with  accessory  uses  and  accessory  signs  that  en¬ 
croaches  on  the  required  side  yard. 

PREMISES  AFFECTED — 2820  Hylan  Boulevard,  north¬ 
east  corner  of  Tysens  Lane,  Block  3980,  part  of  Lot  1, 
New  Dorp,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  B.  J.  Amato. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Madigan  ....  4 

Negative:  .  0 

Absent:  Commissioner  Nolan .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
January  4,  1967,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  January  28,  1969;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
4,  1967,  as  amended  through  January  28,  1969  by  adding 
thereto : 

“that  the  gasoline  pumps  shall  conform  to  revised  draw¬ 
ing  of  proposed  conditions  marked  ‘Received  May  22, 
1970’,  one  sheet;  and  that  the  underground  gasoline  stor¬ 
age  tanks  shall  be  limited  as  to  number,  capacity  and 
location  in  accordance  with  the  requirements  of  the  Ad¬ 
ministrative  Code,  on  condition  that  a  copy  of  the  orig¬ 
inal  resolution,  as  amended,  and  a  certified  copy  of  the 
drawings  as  approved  by  the  Board  shall  be  permanently 
posted  in  the  office  of  this  automotive  service  station; 
and  that  other  than  as  herein  amended  the  resolution 
above  cited  shall  be  complied  with  in  all  respects.”  (Misc. 
24-70) 


970-67-BZ 

APPLICANT — Alfonso  Duarte  for  1110  Third  Avenue  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  May  7,  1970 — 
decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-9  district,  in  an  existing  four 
story  building,  the  extension  of  the  commercial  occupancy 
to  include  the  third  and  fourth  floors. 

PREMISES  AFFECTED— 1110-1112  Third  Avenue,  north¬ 
west  corner  of  East  65th  Street,  Block  1400,  Lot  33,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Alfonso  Duarte. 


ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative:  .  0 

Absent :  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
May  7,  1968,  on  certain  conditions ;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  June  3,  1969;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  May  7, 
1968,  as  amended  through  June  3,  1969,  only  as  to  the  time 
to  complete  the  work,  so  that  as  amended  this  portion  of  the 
resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  May  7,  1970.”  (Alt.  1625-61) 


1040-67-BZ 

APPLICANT — Sidney  Astor  for  67-05  Fresh  Pond  Road, 
Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  March  12,  1969 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition,  under  Sections  72-21  and  73-52  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  and  R5  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  store  and  office 
building  that  will  exceed  the  permitted  floor  area  ratio  and 
with  a  loading  berth  extending  into  the  residence  district. 

PREMISES  AFFECTED— 67-05  to  67-09  Fresh  Pond 
Road,  61-02  to  61-22  67th  Avenue,  southeast  corner,  67-04 
to  67-10  62nd  Street,  Block  3620,  Lot  7,  Ridgewood,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  Sidney  Astor. 

ACTION  OF  BOARD — Application  to  waive  the  Rules  of 


Procedure,  denied. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 

Affirmative :  .  0 

Negative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 
Absent:  Commissioner  Nolan .  1 


718-68-BZ 

APPLICANT — Charles  M.  Spindler  for  Shell  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition,  under  Section 
73-211  of  the  Zoning  Resolution,  to  permit  in  a  C2-2  dis¬ 
trict,  the  reconstruction  of  an  automotive  service  station 
with  accessory  uses  previously  before  the  Board. 

PREMISES  AFFECTED— 71-10  Northern  Boulevard, 
southwest  corner  of  72nd  Street,  Block  1244,  Lot  1,  Jack- 
son  Heights,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 
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THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative:  .  0 

Absent :  Commissioner  Nolan .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
December  17,  1968,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  17,  1968.  by  adding  thereto: 

“that  the  gasoline  pumps  shall  conform  to  revised  draw¬ 
ing  of  proposed  conditions  marked  ‘Received  May  22, 
1970’,  one  sheet;  and  that  the  underground  gasoline 
storage  tanks  shall  be  limited  as  to  number,  capacity 
and  location  in  accordance  with  the  requirements  of 
the  Administrative  Code,  on  condition  that  a  copy  of 
the  original  resolution,  as  amended,  and  a  certified  copy 
of  the  drawings  as  approved  by  the  Board  shall  be  per¬ 
manently  posted  in  the  office  of  this  automotive  service 
station ;  and  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (Misc.  185-69) 


748-68-BZ 

APPLICANT — Abraham  Werfel  for  Hess  Oil  and  Chemical 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
73-211  of  the  Zoning  Resolution,  to  permit  in  a  C2-2  dis¬ 
trict,  the  reconstruction  of  an  automotive  service  station 
with  accessory  uses. 

PREMISES  AFFECTED— 195-02  to  195-16  Jamaica  Ave¬ 
nue,  9101  to  91-15  195th  Street,  southeast  corner,  Block 
10823,  Lots  24  and  26,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Abraham  Werfel. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative:  .  0 

Absent:  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
January  21,  1969,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  March  3,  1970;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
21,  1969  as  amended  through  March  3,  1970  by  adding 
thereto : 

“that  five  approved  4,000-gallon  gasoline  storage  tanks 
may  be  installed  on  this  automotive  service  station,  in 
lieu  of  the  550-gallon  tanks  heretofore  permitted,  sub¬ 
stantially  as  shown  on  revised  drawing  of  proposed 
conditions  marked  ‘Received  May  21,  1970’,  one  sheet, 
on  condition  that  a  copy  of  the  original  resolution,  as 
amended,  and  a  certified  copy  of  the  drawings  as  ap¬ 
proved  by  the  Board  shall  be  permanently  posted  in 
the  office  of  this  automotive  service  station ;  and  that 
other  than  as  herein  amended  the  resolution  above  cited 
shall  b^  complied  with  in  all  respects.”  (N.B.  1174-68 
and  Misc.  529-68) 


245-69-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Laird  Properties,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
request  to  withdraw— decision  of  the  Borough  Superin¬ 
tendent;  previously  laid  over  without  date,  at  the  request 
of  the  applicant — under  Section  72-21  of  the  Zoning  Reso¬ 
lution  and  Section  666  of  the  New  York  City  Charter, 
to  permit  in  a  C6-6  and  R7-2  district,  the  erection  of  a 
41  story  commercial  building  that  encroaches  on  the  re¬ 
quired  rear  yard  on  the  interior  lot  portion  of  the  plot 
with  a  loading  berth  within  30  feet  of  a  residence  district. 

PREMISES  AFFECTED— 801  to  815  Third  Avenue,  200 
to  210  East  50th  Street,  northeast  corner,  207  to  209  East 
49th  Street,  Block  1323,  Lots  3,  44,  46,  47,  48,  60,  145, 
148,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Kenneth  Singer. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative:  .  0 

Absent:  Commissioner  Nolan .  1 


839-68-BZ 

APPLICANT — Andrew  Di  Camille  for  Endy  Anderson, 
owner. 

SUBJECT — Application  November  1,  1968 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C4-2  district,  the  erection 
of  a  six  story  office  and  storage  building  that  exceeds  the 
permitted  floor  area  ratio  and  provides  less  than  the  re¬ 
quired  accessory  parking  spaces. 

PREMISES  AFFECTED— 409-425  89th  Street,  north  side, 
53  feet  3  inches  east  of  4th  Avenue,  Block  6065,  Lots  43, 
46,  47,  49,  50,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Frank  Sellitto  and  John  Scoblete. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  June  30,  1970,  at  10 
A.M.  for  revised  drawings  to  show  clearly  a  five  story 
building  with  one  level  of  garage.  Hearing  continued. 
Previously  inspected. 


39-69-BZ 

APPLICANT— Fred  W.  Raffo  for  Joseph  Darconte  and 
Richard  Hoick  d/b/a  Nelson  Terrace  Incorporated, 
owners. 

SUBJECT — Application  January  27,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-1  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  building  and 
the  extension  of  the  restaurant  into  the  adjoining  structure. 

PREMISES  AFFECTED — 23A  Nelson  Avenue,  north¬ 
west  corner  of  Locust  Place,  Block  5143,  Lots  1  and  6 
(tentatively  combined  to  1),  Great  Kills,  Borough  of 
Richmond. 

APPEARANCES— 

For  Applicant:  Nicholas  J.  Salvadeo. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  June  23,  1970,  at  10 
A.M.  at  the  request  of  the  applicant.  Previously  inspected. 
Hearing  continued. 
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471-69-BZ 

APPLICANT — Andrew  Di  Camillo  for  Estate  of  Giusep- 
pina,  owner;  B.  &  B.  Iiron  Works  (Lo  Bue  Corporation), 
lessee. 

SUBJECT — Application  August  7,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R5  district,  the 
maintenance  of  a  metal  products  shop  with  an  accessory- 
storage  structure. 

PREMISES  AFFECTED — 12  Bay  49th  Street,  west  side, 
105  feet  614  inches  south  of  Stillwell  Avenue,  Block  6903, 
Lot  55,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Frank  Sellito. 

For  Opposition:  Anthony  A.  Latorre,  Jr.  and  Marian 
Latorre. 

ACTION  OF  BOARD — Laid  over  to  June  30,  1970,  at 
10  A.M.  Applicant  to  submit  revised  drawings.  Hearing 
continued.  Previously  inspected. 


562-69-BZ 

APPLICANT — Atkin  and  Bassolino  for  Carlo  and  Yolanda 
Aprea,  owners. 

SUBJECT — Application  October  22,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  73-62  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  conversion 
of  an  existing  two  family  dwelling  to  a  three  family  dwel¬ 
ling  that  increases  the  degree  of  non-compliance  in  lot 
area  per  room. 

PREMISES  AFFECTED — 1774  Bussing  Avenue,  south¬ 
east  corner  of  Gunther  Avenue,  Block  5008,  Lot  1,  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Harry  Atkin. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  June  30,  1970,  at 
10  A.M.  at  the  request  of  the  applicant.  Hearing  con¬ 
tinued.  Previously  inspected. 


647-69-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Stuyvesant  Bicy¬ 
cle  and  Toy  #2  Corporation  and  Helan  Associates  Cor¬ 
poration,  owners ;  Stuyvesant  Bicycle  and  Toy  Incor¬ 
porated,  lessee. 

SUBJECT — Application  October  21,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R7-2  district,  the  erection 
of  a  two  story  enlargement  to  an  existing  bicycle  sales 
and  service  establishment  previously  before  the  Board. 

PREMISES  AFFECTED — 404  to  408  East  11th  Street, 
south  side,  94  feet  east  of  First  Avenue,  Block  438,  Lots 
10,  11  and  12,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Administration:  G.  Gross,  Dept,  of  Commerce. 

ACTION  OF  BOARD — Laid  over  to  June  30,  1970,  at 
10  A.M.,  for  continued  hearing;  applicant  to  file  additional 
information;  previously  inspected. 


69-70-BZ 

APPLICANT — Alfonso  Duarte  for  107  East  38th  Incor¬ 
porated,  owner. 

SUBJECT — Application  January  28,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 


Charter,  to  permit  in  an  R7-2  district,  in  an  existing  five 
story  and  basement,  the  change  in  occupancy  from  resi¬ 
dential  to  office  use. 

PREMISES  AFFECTED — 107  East  38th  Street,  north 
side,  155  feet  east  of  Park  Avenue,  Block  894,  Lot  8,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Alfonso  Duarte. 

For  Opposition :  None. 

ACT  ION  OF  BOARD — Laid  over  to  June  30,  1970,  at  10 
A.M.  at  the  request  of  the  owner  and  the  Local  Board. 
Hearing  continued.  Previously  inspected. 


70-70-A 

APPLICANT — Alfonso  Duarte  for  107  East  38th  Incor¬ 
porated,  owner. 

SUBJECT — Application  January  28,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-egress,  live 
load,  etc. 

PREMISES  AFFECTED — 107  East  38th  Street,  north 
side,  155  feet  east  of  Park  Avenue,  Block  894,  Lot  8, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Alfonso  Duarte. 

ACTION  OF  BOARD — Laid  over  to  June  30,  1970,  at  10 
A.M.  at  the  request  of  the  owner  and  the  Local  Board. 
Hearing  continued.  Previously  inspected. 


128-70-BZ 

APPLICANT — John  A.  Grammas  for  Robert  Roegener, 
owner. 

SUBJECT — Application  March  5,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  11-412,  11-413  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  C8-1  and 
R2  district,  the  change  in  occupancy  of  an  existing  one 
story  building  previously  before  the  Board  from  an  auto 
repair  shop  to  an  automobile  laundry  and  the  enlargement 
in  lot  area  for  accessory  reservoir  space. 

PREMISES  AFFECTED — 255-39  Jamaica  Avenue,  north 
side,  80  feet  west  of  256th  Street,  87-100  256th  Street, 
Block  8830,  Lots  46  and  52,  Floral  Park,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  John  Grammas. 

For  Opposition :  Abraham  R.  Kartzman,  Joseph  R.  Boehm, 
Jr.,  William  Turner,  Catherine  Toefield,  Anna  Magula 
and  others. 

For  Administration:  Samuel  Katz,  N.  Y.  C.  Transit  Au¬ 
thority. 

ACTION  OF  BOARD — Laid  over  to  June  23,  1970,  at  10 
A.M.  Previously  inspected. 


216-70-BZ 

APPLICANT — Samuel  H.  Lindenbaum  for  Nomarl  of 
New  York  Incorporated,  owner. 

SUBJECT — Application  April  3,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  New  York  City  Charter, 
to  permit  in  an  R8  and  R10  district,  the  erection  of  a  42 
story  residential  building  that  exceeds  the  permitted  floor 
area  ratio. 

PREMISES  AFFECTED— 60  to  66  East  End  Avenue,  531 
to  537  East  82nd  Street,  north  west  corner,  532,  536  to 
538  East  83rd  Street,  Block  1579,  Lots  19,  21,  22  to  26, 
31,  32,  34,  Borough  of  Manhattan. 
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APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum,  Martin  Swarz- 
man,  Philip  Birnbaum  and  Kenneth  Singer. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  June  23,  1970,  at 
10  A.M.,  for  decision;  previously  inspected;  hearing  closed. 


270-70-BZ 

APPLICANT — Oscar  Zurer  for  Ridgeton  Poultry,  Incor¬ 
poration,  owner. 

SUBJECT — Application  May  5,  1970— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-20  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-5  district,  the  conversion  of 
an  existing  one  story  building  from  retail  stores  to  a  twin 
motion  picture  theatre. 

PREMISES  AFFECTED— 66-70  Henry  Street  and  73-79 
Orange  Street,  north  west  corner,  Block  221,  Lot  29, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Oscar  Zurer  and  Vito  Scarola. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  June  23,  1970,  at 
10  A.M.  for  decision;  applicant  to  file  revised  drawings; 
previously  inspected;  hearing  closed. 


277-70-BZ 

APPLICANT — Goldwater  and  Flynn  for  Associated  Mari¬ 
time,  owner. 

SUBJECT — Application  May  7,  1970 — decision  of  the  Bor¬ 
ough  Superintendent  under  Section  666,  of  the  New  York 
City  Charter  and  Sections  72-21  and  73-68  of  the  Zoning 
Resolution,  to  permit  in  a  C6-9  district,  the  erection  of  a 
31  story  and  mezzanine  office  building  that  exceeds  the 
height  of  the  front  wall  and  encroaches  on  the  tower  area 
and  tower  setbacks. 

PREMISES  AFFECTED— 140  Maiden  Lane,  south  side, 
Entire  Block,  bounded  by  Front  Street,  Pine  Street  and 
Water  Street,  150  Front  Street,  88  Pine  Street,  145  Water 
Street,  Block  38,  Lots  17,  18  and  34,  Borough  of  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant :  L.  R.  Coleman. 

For  Opposition:  Jerome  N.  Becker. 

ACTION  OF  BOARD— Laid  over  to  June  23,  1970,  at 
10  A.M.  for  status  report  on  closing  Pine  Street.  Hear¬ 
ing  continued.  Previously  inspected. 


549-69-BZ 

APPLICANT — Arthur  J.  McGee  for  9th  Street  Company, 
owner. 

SUBJECT — Application  September  23,  1969— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C6-1  and  R7-2  district,  the 
erection  of  a  28  story  multiple  dwelling  and  store  building 
that  exceeds  the  permitted  floor  area  ratio  and  lot  area 
per  room,  has  less  than  the  required  open  space  ratio  and 
accessory  parking  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 39-45  Third  Avenue,  east  side, 
from  East  9th  Street  to  East  10th  Street,  Block  465,  Lots 
1  to  8,  30,  32,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Joseph  P.  Morsellino. 

For  Opposition :  None. 

For  Administration:  Mark  A.  Levine,  City  Planning 
Commission. 

ACTION  OF  BOARD— Application  denied. 


THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ...  4 
Absent :  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
January  6,  1970,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  January  27,  1970;  then  to  February  17, 
1970;  then  to  March  10,  1970;  then  to  March  24,  1970; 
than  to  April  14,  1970;  then  to  May  19,  1970;  then  to  June 
2.  1970;  then  to  June  16,  1970;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  5,  1969,  acting  on  N.B.  Applic.  96/1969, 
reads : 

“Al.  The  proposed  Multiple  Dwelling  and  Retail 
Store  located  in  a  C6-1  and  R7-2  district  does  not  com¬ 
ply  with  the  minimum  open  space  ratio,  the  maximum 
floor  area  ratio,  the  minimum  front  setbacks  for  the 
street  walls  on  3rd  Avenue,  East  9th  Street  and  East 
10th  Street  and  the  required  lot  area  as  per  bulk 
regulations  Article  II  Chapter  3  and  Article  III  Chapter 
5  of  the  Zoning  Resolution. 

A2.  Provide  off  street  parking  for  50%  of  apart¬ 
ments  Secs.  25-23,  36-332  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  findings  a,  b,  and  c  under 
Section  72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  5,  1969  acting  on  N.B.  Applic.  96/1969 
Objection  Nos.  Al  and  A2  be  and  it  hereby  is  affirmed  and 
that  the  application  be  and  it  hereby  is  denied. 

743-69-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Jack  Gottesman 
and  Irwin  Emerman,  owners;  Le  Bonne  Viet  Adult  Home, 
lessee. 

SUBJECT — Application  December  23,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  R8  district,  the  erection  of  a 
13  story  senior  citizens  resident  that  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED— 154  Haven  Avenue,  west  side, 
272  feet  north  of  West  172nd  Street,  Block  2139,  Lot  275, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  J.  Kisseloff,  Irwin  Emerman 
and  Joseph  L.  Colosimo. 

For  Opposition :  William  Reich. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Madigan  ....  4 

Negative:  .  0 

Absent:  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
March  10,  1970,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  March  24,  1970;  then  to  April  23,  1970; 
then  to  Tune  16,  1970;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  26,  1969,  action  on  N.B.  Applic.  88/1969, 
reads : 

“C-l.  This  proposed  building  does  not  conform  to 
Section  24-522  of  the  Z.R.  in  that  both  front  walls 
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(fronting  on  Riverside  Drive  and  Haven  Avenue)  en¬ 
croaches  on  the  initial  setback  distance  and  pierces  the 
sky  exposure  plane.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  72-21  of  the  Zoning  Resolution,  and  that  the 
applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  R8  district  the  erection  of  a  13  story  senior 
citizens  residence  that  penetrates  the  sky  exposure  plane 
on  condition  that  all  work  shall  substantially  conform  to 
drawings  filed  with  this  application  and  marked  “Received 
December  23,  1969,”  2  sheets,  and  “April  16,  1970,”  11 
sheets,  except  that  only  the  drawings  applicable  to  Scheme 
“B”  be  approved;  that  all  laws,  rules  and  regulations  ap¬ 
plicable  be  complied  with  and  that  construction  be  com¬ 
pleted  within  one  year  of  the  date  of  this  resolution. 


75-70-BZ 

APPLICANT — Atkin  and  Bassalino  for  Luke  Corcione. 
owner. 

SUBJECT — Application  January  30,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  the  erection 
of  a  one  story  building  for  use  as  a  motor  vehicle  repair 
shop. 

PREMISES  AFFECTED — 3231  White  Plains  Road,  west 
side,  220.03  feet  north  of  Burke  Avenue,  Block  4595,  Lot 
40,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Harry  Atkin. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative:  .  0 

Absent:  Commissioner  Nolan .  1 


a  C2-2  district,  the  erection  of  a  1-story  build'ng  for  use  as  a 
motor  vehicle  repair  shop,  on  condition  that  ad  work  shall 
substantially  conform  to  the  drawings  filed  with  this  appli¬ 
cation,  marked  “Received,  January  30,  1970,”  one  sheet  and 
“June  11,  1970,”  seven  sheets ;  on  further  condition  that 
application  be  made  with  the  Department  of  Buildings  for 
an  amendment  to  the  Certificate  of  Occupancy  for  premises 
3237  White  Plains  Road  as  a  garage  without  auto  repairs  on 
the  first  floor;  that  all  laws,  rules  and  regulations  applicable 
will  be  complied  with  and  substantial  construction  be  com¬ 
pleted  within  one  year  of  the  date  of  this  resolution. 


77-70-BZ 


APPLICANT  Aaron  Halpern  for  W)  T.  Jackson  Com¬ 
pany,  owner. 

SUBJECT  Application  February  2,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  on  a  plot  with 
a  multiple  dwelling,  the  installation  of  an  outdoor  acces¬ 
sory  swimming  pool  that  encroaches  on  the  minimum  dis¬ 
tance  to  a  lot  line. 

I  REMISES  AFFECTED — 1820  Everdell  Street,  north¬ 
west  corner  of  Greenport  Road,  Block  15563,  Lot  56,  Far 
Rockaway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Alphonse  I.  Russo. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 


Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  .... 

Negative :  . 

Absent :  Commissioner  Nolan  . 


4 

0 

1 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
May  19,  1970,  after  due  notice  by  publication  in  the  Bulletin ; 
laid  over  to  June  9,  1970;  then  to  June  16,  1970;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  9,  1970,  acting  on  N.  B.  Applic.  540/1963, 

reads : 


“9-M.  Swimming  pool  accessory  to  multiple  dwell¬ 
ing  located  on  same  lot  less  than  100  feet  from  lot  lines 
is  contrary  to  Sec.  12-10  Z.  R.  (Definition  of  accessory 
uses).” 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
June  2,  1970,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  June  16,  1970;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  2,  1970,  acting  on  N.  B.  Applic.  402/1969, 
reads : 

“1.  The  proposed  Motor  Vehicle  Repair  Shop  U.  G. 
16  in  a  C2-2  district  is  contrary  to  Sec.  32-00  of  the 
Zoning  Resolution,  and  is  hereby  denied.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  prac¬ 
tical  difficulty  and/or  unnecessary  hardship. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 


and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R5  district,  on  a  plot  with  a  multiple  dwelling,  the  installa¬ 
tion  of  an  outdoor  accessory  swimming  pool  that  encroaches 
on  the  minimum  distance  to  a  lot  line,  on  condition  that  all 
work  shall  substantially  conform  to  the  drawings  filed  with 
this  application  and  marked  “Received  February  2,  1970.” 
one  sheet,  “May  28,  1970,”  two  sheets  and  “June  11,  1970,” 
one  sheet ;  on  further  condition  that  the  operation  of  the  pool 
be  limited  to  the  hours  from  9  A.M.  to  6  P.M.  daily ;  that  all 
laws,,  rules,  and  regulations  be  complied  with,  and  that  sub¬ 
stantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 
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83-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Angelo  Zuero, 
owner;  Sanford  Box  Repair  Corporation,  lessee. 
SUBJECT — Application  February  5,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R6  district,  in  an  exist¬ 
ing  one  story  building  previously  before  the  Board,  the 
change  in  occupancy  from  repair  shop  and  gas  station  to 
a  woodworking  shop. 

PREMISES  AFFECTED— 505-507  Evergreen  Avenue, 
northeast  corner  of  Putnam  Avenue,  Block  3375,  Lot  9, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative:  .  0 

Absent:  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  June  2,  1970,  after  due  notice  by  publication  in  the  Bulle¬ 
tin;  laid  over  to  June  16,  1970;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  13,  1970,  acting  on  Alt.  Applic.  2374/1969, 
reads : 

“1.  Proposed  change  in  use  from  Garage,  Auto  Re¬ 
pair  Shop  and  Gas  Station  to  Woodworking  Shop  U.  G. 
17  in  an  R6  Zone  is  contrary  to  B.  S.  &  A.  Res.  Cal. 
1005-23-BZ  and  must  be  referred  to  the  Board  of  Stand¬ 
ards  &  Appeals  for  reconsideration. 

2.  Structural  alterations  in  a  building  occupied  by 
a  non-conforming  use  is  contrary  to  52-22  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R6 
district,  in  an  existing  one-story  building  previously  before 
the  Board,  the  change  in  occupancy  from  repair  shop  and  gas 
station  to  storage  and  assembly  of  fibreboard  boxes  and  re¬ 
pairing  of  wood  palettes  for  a  term  of  ten  years,  on  condi¬ 
tion  that  all  work  shall  substantially  conform  to  drawings 
filed  with  this  application  and  marked  “Received  February.  5, 
1970,”  four  sheets ;  that  all  laws,  rules,  and  regulations  applic¬ 
able  be  complied  with,  and  that  substantial  construction  be 
completed  within  one  year  from  the  date  of  this  resolution. 


99-70-BZ 

APPLICANT — Ingram  S.  Carner  for  Herbert  and  Gloria 
Abramowitz,  owner. 

SUBJECT — Application  February  16,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  R3-1  district,  the  enlargement 
in  area  of  the  second  floor  of  a  one  family  dwelling  with 
doctors  offices  in  the  basement  that  creates  non-compliance 
in  floor  area  ratio  and  open  space  ratio. 


PREMISES  AFFECTED — 143-19  25th  Avenue,  northwest 
corner  of  144th  Street,  Block  4249,  Lot  75,  Whitestone, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Beatrice  B.  Carner,  Herbert  Abramowitz, 
Gloria  Abramowitz  and  Thomas  P.  Crinnion. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative:  .  0 

Absent :  Commissioner  Nolan .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
June  16,  1970,  after  due  notice  by  publication  in  the  Bulletin; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  16,  1970,  acting  on  Alt.  Applic.  1216/1969, 
reads : 

“1.  Proposed  addition  increases  the  floor  area  so 
that  the  O.  S.  R.  and  F.  A.  R.  will  be  contrary  to  Sec. 
23-141  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-1 
district,  the  enlargement  in  area  of  the  second  floor  of  a  one 
family  dwelling  with  doctors’  offices  in  the  basement  that 
creates  non  compliance  in  floor  area  ratio  and  open  space 
ratio,  on  condition  that  all  work  shall  substantially  conform 
to  drawings  filed  with  this  application  and  marked  “Received 
February  16,  1970”,  4  sheets;  that  all  laws,  rules  and  regu¬ 
lations  applicable  shall  be  complied  with,  and  that  substantia' 
construction  be  completed  within  one  year  from  the  date  of 
this  resolution. 


105-70-BZ 

APPLICANT — Atkin  and  Bassolino  for  Bronx  Third  Ave¬ 
nue  Realty  Company,  owner. 

SUBJECT — Application  February  19,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  erection  of 
a  one  story  building  for  use  as  a  wholesale  establishment 
with  accessory  storage. 

PREMISES  AFFECTED— 535  East  167th  Street,  north¬ 
west  corner  of  Fulton  Avenue,  Block  2609,  Lot  58,  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Harry  Atkin. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative:  .  0 

Absent:  Commissioner  Nolan  .  1 
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APPLICANT — Arthur  J.  McGee  for  Ciampa  Properties, 
Incorporated,  owner. 

SUBJECT — Application  March  18,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Ml-1  and  R4  district,  the 
erection  of  a  one  story  enlargement  to  an  existing  factory 
and  warehouse  extending  into  the  residence  district. 

PREMISES  AFFECTED— 119-06  15th  Avenue,  15-11 
119th  Street,  southeast  corner,  Block  4073,  Lots  22  and  47, 
College  Point,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  Anna  M.  Rippe  and  Albert  Curiel. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Madigan  ....  4 

Negative:  .  0 

Absent :  Commissioner  Nolan  .  1 


213-70-BZ 

APPLICANT — Samuel  H.  Lindenbaum  for  Robro  Realty 
Corporation,  owner. 

SUBJECT — Application  April  7,  1970 — decision  of  the  Bor¬ 
ough  Superintendent  under  Section  666,  of  the  New  York 
City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  a  C6-4  district,  the  erection  of  a  36 
story  office  and  store  building  that  exceeds  the  permitted 
floor  area  ratio  and  encroaches  on  the  required  rear  yard. 
PREMISES  AFFECTED— 237-245  East  40th  Street,  747- 
765  Second  Avenue,  northwest  corner,  242  East  41st 
Street,  Block  1314,  Lot  21,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum,  Richard  Roth, 
Sr.,  Elihu  Rose,  Bernard  Strassner  and  Morris  Mans¬ 
field. 

For  Opposition:  None. 

For  Administration:  Mark  A.  Levine,  City  Planning  Com¬ 
mission. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Madigan  ....  4 


Negative:  .  0 

Absent:  Commiissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  June  2,  1970,  .after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  June  16,  1970;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  17,  1970,  acting  on  N.B.  Applic.  6/1970,  reads: 

“C-5  Comply  with  Z.R.  33-122  and  Z.R.  33-120.5 
for  maximum  permitted  floor  area  ratios  for  a  com¬ 
mercial  building. 

C-6  Comply  with  Z.R.  33-303  to  provide  a  rear 
yard  for  that  portion  of  the  through  lot  which  coincides 
with  the  rear  lot  line  of  the  adjoining  zoning  lot.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a  C6-4 
district  the  erection  of  a  36  story  office  and  store  building  that 
exceeds  the  permitted  floor  area  ratio  and  encroaches  on  the 
required  rear  yard;  on  condition  that  all  work  shall  sub¬ 
stantially  conform  to  drawings  filed  with  this  application  and 
marked  “Received,  April  7,  1970,”  ten  sheets ;  that  all  laws, 
rules  and  regulations  applicable  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  of  the 
date  of  this  resolution. 

Adjourned:  11:55  A.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JUNE  16,  1970,  2  P.M. 

Present:  Chairman  Glass,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 


671-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner, 
OWNER  OF  PREMISES — Albert  A.  Hochman. 
SUBJECT — Application  November  13,  1969 — Application 
for  Modification  of  Certificate  of  Occupancy  re-  sprinkler 

system. 

PREMISES  AFFECTED— 91-14  to  91-16  144th  Place, 
west  side,  100  feet  north  of  Archer  Avenue,  Block  9984, 
Lot  11,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition :  I.  E.  Minkin,  B.  D.  and  Joel  L.  Cohen. 
ACTION  OF  BOARD — Application  dismissed  in  that  it 
does  not  apply  to  the  latest  Certificate  of  Occupancy. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  ...' .  5 

Negative :  .  0 


497-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Loew’s  Theatre  and  Realty 
Corporation. 

SUBJECT — Application  August  26,  1969 — Application  modi¬ 
fication  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 2403-2419  Grand  Concourse, 
west  side,  282  feet  north  of  East  184th  Street,  Block  3165, 
Lot  44,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.,  Samuel  H.  Linden¬ 
baum  and  David  Phillips. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  o 


534 


MINUTES 


THE  RESOLUTION— 

Whereas,  the  letter  of  the  Fire  Commissioner,  dated 
August  26,  1969,  reads  : 

“Application  is  hereby  respectfully  made  to  the  Board 
of  Standards  and  Appeals,  in  accordance  with  the  pro¬ 
visions  of  1804.4.C.6  of  the  City  Charter,  to  modify  Cer¬ 
tificate  of  Occupancy  in  relation  to  the  following  build¬ 
ing.  2403-2419  Grand  Concourse,  Bronx — Certificate 
No.  1342.” 

and 

“1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  cellar,  1st  and  2nd  floors  occupied  by 
retail  stores,  arranged  and  equipped  as  per  Chapter  26, 
Article  17,  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be  granted 
under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  a  modification  of  the  Certificate  of  Occupancy  be  granted 
and  that  the  Certificate  of  Occupancy  be  and  it  hereby  is 
modified  to  require  the  installation  of  an  automatic  sprinkler 
system  throughout  the  cellar  as  an  extension  of  the  existing 
sprinkler  system  in  the  theatre  portion  of  the  building,  in 
addition  to  all  other  requirements  of  law. 


519-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Brodson  Realty  Corporation. 
SUBJECT — -Application  September  3,  1969 — Application  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler  sys¬ 
tem. 

PREMISES  AFFECTED— 57-01  32nd  Avenue,  northeast 
corner  of  57th  Street,  Block  1134,  Lot  56,  Woodside,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D. 

ACTION  OF  BOARD- — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  letter  of  the  Fire  Commissioner,  dated 
September  3,  1969,  reads: 

“Application  is  hereby  respectfully  made  to  the  Board 
of  Standards  and  Appeals,  in  accordance  with  the  pro¬ 
visions  of  1804.4.C.6  of  the  City  Charter,  to  modify 
Certificate  of  Occupancy  in  relation  to  the  following 
building : 

57-01  32nd  Avenue,  Queens — Certificate  No.  97754.” 

“1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  building,  arranged  and  equipped  as  per 
Chapter  26,  Article  17,  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be 
granted  under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  a  modification  of  the  Certificate  of  Occupancy  be  granted 
and  that  the  Certificate  of  Occupancy  be  and  it  hereby  is 
modified  to  require  the  installation  of  an  automatic  fire 
alarm  system  with  central  office  connection  throughout  the 
premises;  that  the  door  opening  between  the  storage  area 
and  the  operations  area  be  protected  with  an  automatic  fire 


door ;  and  that  all  electric  motors  be  of  the  spark-proof 
type,  in  addition  to  all  other  laws  applicable  to  these 
premises. 


713-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Danvar  Realty  Corporation. 
SUBJECT — Application  December  11,  1969 — Application 
for  Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED — 315  West  141st  Street,  north 
side,  95  feet  east  of  Edgecombe  Avenue,  Block  2043,  Lot 
5,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

W hereas,  the  letter  of  the  Fire  Commissioner,  dated  De¬ 
cember  11,  1969,  reads: 

“Application  is  hereby  respectfully  made  to  the  Board 
of  Standards  and  Appeals,  in  accordance  with  the  pro¬ 
visions  of  1804.4.C.6  of  the  City  Charter,  to  modify  Cer¬ 
tificate  of  Occupancy  in  relation  to  the  following  build¬ 
ing  : 

315  West  141st  Street — Manhattan — Certificate  No. 
48547.” 
and 

“1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  cellar,  arranged  and  equipped  as  per 
Chapter  26,  Article  17,  Administrative  Code.” 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be  granted 
under  certain  conditions ;  and 

Whereas,  the  committee  of  the  Board  found  that  there 
exists  a  high  fire  load,  lack  of  ventilation  and  inaccessibility 
for  fire  fighting. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  modification  of  the  Certification  be  granted  and  that  the 
Certificate  of  Occupancy  be  and  it  hereby  is  modified  to 
require  the  installation  of  a  non-automatic  sprinkler  system 
in  the  cellar  and  an  automatic  fire  alarm  system  with  central 
office  connection  throughout  the  premises,  in  addition  to  all 
other  requirements  of  law. 


714-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Manja  Properties,  Inc. 
SUBJECT— Application  December  11,  1969 — Application  for 
modification  of  certificate  of  occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 16  West  40th  Street,  south  side, 
265  feet  west  of  5th  Avenue,  Block  341,  Lot  59,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition :  I.  E.  Minkin,  B.  D. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


535 


MINUTES 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
December  11,  1969,  reads: 

“Application  is  hereby  respectfully  made  to  the  Board  of 
Standards  and  Appeals,  in  accordance  with  the  pro¬ 
visions  of  1804.4.C.6  of  the  City  Charter,  to  modify 
Certificate  of  Occupancy  in  relation  to  the  following 
building : 

16  West  40th  Street,  Manhattan — Certificate  No. 
33117.” 

and 

“1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  cellar,  arranged  and  equipped  as  per 
Chapter  26,  Article  17,  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be  granted 
under  certain  conditions ;  and 

Whereas,  the  committee  of  the  Board  found  that  there 
exists  a  high  fire  load,  inaccessibility  for  fire  fighting  and  lack 
of  ventilation. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  a  modification  of  the  Certificate  of  Occupancy  be  granted 
and  that  the  Certificate  of  Occupancy  be  and  it  hereby  is 
modified  to  require  the  installation  of  an  automatic  sprinkler 
system  in  the  cellar,  in  addition  to  all  other  requirements  of 
law. 


715-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Martin  Zuckerman. 

SUBJECT — Application  December  11,  1969- — Application 
for  Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED— 1176-1178  2nd  Avenue,  302 
East  62nd  Street,  southwest  corner,  Block  1436,  Lots  49 
and  SO,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D.  and  I.  E. 
Minkin,  B.  D. 

For  Opposition  :  Martin  Zuckerman. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
December  11,  1969,  reads: 

“Application  is  hereby  respectfully  made  to  the  Board 
of  Standards  and  Appeals,  in  accordance  with  the  pro¬ 
visions  of  1804.4.C.6  of  the  City  Charter,  to  modify  Cer¬ 
tificate  of  Occupancy  in  relation  to  the  following  build¬ 
ing: 

1176-78  Second  Avenue — Manhattan — Certificates 
51604  and  51605.” 

and 

“1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  building,  arranged  and  equipped  as  per 
Chapter  26,  Article  17,  Administrative  Code. 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be 
granted  under  certain  conditions. 


Resolved,  that  the  application  of  the  Fire  Commissioner  for 
a  modification  of  the  Certificate  of  Occupancy  be  granted 
and  that  the  Certificate  be  and  it  hereby  is  modified  to  re¬ 
quire  the  installation  of  an  automatic  sprinkler  system  in 
the  second  story  extension,  which  system  may  be  connected 
to  the  domestic  water  supply  if  adequate,  in  addition  to  all 
other  requirements  of  law. 


716-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Antonia  Soter,  owner. 
SUBJECT — Application  December  11,  1969 — Application 
for  Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED— 54-05  to  54-07  Northern  Boule¬ 
vard,  northeast  corner  of  54th  Street,  Block  1156,  Lot  49, 
Woodside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition :  I.  E.  Minkin,  B.  D.  and  Peter  Starr. 
ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative :  .  0 

Negative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 


Whereas,  the  letter  of  the  Fire  Commissioner,  dated 
December  11,  1969,  reads: 

“Application  is  hereby  respectfully  made  to  the  Board  of 
Standards  and  Appeals,  in  accordance  with  the  pro¬ 
visions  of  1804.4.C.6  of  the  City  Charter,  to  modify  Cer¬ 
tificate  of  Occupancy  in  relation  to  the  following 
building: 

54-05/07  Northern  Boulevard,  Queens — Certificate 
No.  71836.” 

“1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  building,  arranged  and  equipped  as  per 
Chapter  26,  Article  17,  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be  denied, 
on  the  grounds  of  the  existence  of  improved  fire  protection 
in  the  cellar. 

_  Resolved,  that  the  letter  application  of  the  Fire  Commis¬ 
sioner,  dated  December  11,  1969,  for  a  modification  of  the 
Certificate  of  Occupancy  be  and  it  hereby  is  denied. 


42-70- A 

APPLICANT — Barry  A.  Russell  for  Blue  Fox  Industries, 

Incorporated,  owner. 

SUBJECT — Application  January  19,  1970 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  a  com¬ 
bustible  mixture  known  as  Blue  Fox  Windshield 
Washer  Fluid  in  32  ounce  polyethylene  with  metal  cap 
and  1  gallon  and  gallon  polyethylene  with  screw  cap 
containers  not  in  compliance  with  NYC  Administrative 
Code. 


APPEARANCES— 

For  Applicant :  None. 

For  Administration :  Lt.  J.  P.  Manfredi,  F.  D. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 


Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 

0 


MINUTES 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
January  16,  1970  on  Folder  #122 — Pending  C.  M.,  reads: 
“We  regret  to  inform  you  that  your  application  to  regis¬ 
ter  your  product  Blue  Fox  Windshield  Washer  Fluid  a 
combustible  mixture,  flash  point  124  degrees  F.  in  con¬ 
tainers  as  follows  :  32  oz.  polyethylene  with  metal  screw 
cap  and  1  gallon  plastic  polyethylene  with  screw  cap  is 
Disapproved.  Such  containers  are  not  in  compliance 
with  our  regulations  to  wit:  Sec.  C19-62.0  (b)  Adm. 
Code  which  specifies  glass  or  metal  containers.” 

and 

W iierfa-S,  the  decision  of  the  Fire  Commissioner,  dated 
April  20,  19701  on  Folder  #122-4149,  reads: 

“We  regret  to  inform  you  that  your  application  to  regis¬ 
ter  your  product  Blue  Fox  Windshield  Washer  Fluid  a 
combustible  mixture,  flash  point  124  degrees  F.  in  con¬ 
tainers  as  follows  :  gallon  polyethylene  bottle  with 

screw  cap  is  Disapproved.  Such  containers  are  not  in 
compliance  with  our  regulations  to  wit:  Sec.  C-19-62.0b 
Adm.  Code  which  specifies  metal  containers.” 

and 

Whereas,  the  drawings  and  sample  of  this  container  were 
examined  by  the  Board,  and  it  was  determined  that  the 
appeal  should  be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner  dated 
January  16,  1970  and  April  20,  1970,  acting  on  Folder  No. 
122 — Pending  C.  M.,  and  Folder  No.  122-4149,  be  and  they 
are  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  containers  shall  conform  to  drawings 
filed  “June  4,  1970”,  3  sheets ;  on  further  condition  that  the 
label  on  the  containers  be  to  the  satisfaction  of  the  Fire 
Commissioner ;  and  that  in  all  other  respects,  all  other  ap¬ 
plicable  laws,  rules  and  regulations  be  complied  with. 


229-70-A 

APPLICANT — Samuel  H.  Lindenbaum  for  Pearlman  As¬ 
sociates,  owner. 

SUBJECT— Application  April  16,  1970 — Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  protection  of 
exterior  openings  and  openings  in  lot  line  walls. 

PREMISES  AFFECTED — 622  to  626  Third  Avenue,  141 
to  155  East  40th  Street,  northwest  corner,  132  to  148  East 
41st  Street,  Block  1295,  Lots  27,  28,  29,  30,  31,  33,  34,  35, 
41  and  48,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum  and  Irving  E. 
Gershon. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  24,  1970  on  N.  B.  Applic.  121-69,  reads : 

“C6 — Comply  with  Section  C26-649.0  for  protection 
of  exterior  openings  for  North  West  wall. 

C7— Comply  with  Section  C26-659.0  for  protection 
of  openings  in  lot  line  walls  at  South  West  lot  line.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  March  24,  1970,  acting  on  N.  B.  Applic.  121-69  Ob¬ 


jection  Nos.  C6  and  C 7,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  work  shall  substantially  comply  with  drawings  marked 
“Received  June  4,  1970”,  4  sheets;  on  further  condition  that 
all  windows  be  fixed  and  openable  only  by  authorized  build¬ 
ing  employees  for  washing ;  and  that  in  all  other  respects, 
all  other  applicable  laws,  rules  and  regulations  shall  be  com¬ 
plied  with. 


231-70-A 

APPLICANT — Max  Siegel  Associates  for  Arnat  Associ¬ 
ates,  owner. 

SUBJECT — Application  April  17,  1970 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Automatic 
assembly  having  fire  resistive  rating  of  Y\  of  an  hour. 
PREMISES  AFFECTED— 1500  Broadway,  northeast 
corner  of  West  43rd  Street,  Block  996,  Lot  1  and  61,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Max  Siegel. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  7,  1970  on  N.  B.  Applic.  103-69,  reads: 

“C23 — Comply  with  C26-659.0  (Old  Code).  Un¬ 
lawful  for  opening  in  wall  erected  on  lot  lines  not  to  be 
protected  by  fixed,  self  closing  or  automatic  assembly 
having  a  fire  resistive  rating  of  Y  of  an  hour.” 

and 

Whereas,  the  drawings  submitted  were  considered  by  the 
Board,  and  it  was  determined  that  the  Appeal  should  be 
granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  7,  1970,  acting  on  N.  B.  Applic.  103-69,  Objec¬ 
tion  No.  C23,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  work  shall 
substantially  comply  with  drawings  marked  “Received  April 
17,  1970”,  5  sheets,  except  that  all  windows  within  a  vertical 
distance  of  fifty  feet  above  adjoining  non-fireproof  roofs 
shall  be  glazed  with  wire  glass,  the  maximum  area  of  each 
light  not  being  in  excess  of  three  hundred  fifty  square 
inches ;  on  further  condition  that  all  lot  line  windows  be 
fixed  and  openable  only  by  authorized  building  employees 
for  washing;  and  that  in  all  other  respects,  all  other  appli¬ 
cable  laws,  rules  and  regulations  shall  be  complied  with. 


276-70-A 

APPLICANT — Mario  A.  Tucciarone  for  Anthony  Tri- 
marco,  Owner. 

SUBJECT — Application  May  7,  1970 — Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent.  Re-  2nd  means  of 
Egress. 

PREMISES  AFFECTED— 141  Amity  Street,  north  side, 
215  feet  8j4  inches  west  of  Clinton  Street,  Block  291,  Lot 
40,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Mario  A.  Tucciarone  and  Anthony  Tri- 
marco. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
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THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  21,  1970  on  Alt.  Applic.  343-69,  reads : 

“1.  Sprinkler  for  a  second  means  of  egress  not 
acceptable.  Provide  second  means  of  egress  as  per 
Sec.  231  of  the  M.  D.  L.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  21,  1970,  acting  on  Alt.  Applic.  343-69,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  310  of  the  Multiple  Dwelling 
Law,  and  that  the  appeal  be  and  it  hereby  is  granted  on  con¬ 
dition  that  the  building  shall  substantially  comply  with  draw¬ 
ings  marked  “Received  May  7,  1970”,  4  sheets;  on  further 
condition  that  in  addition  to  the  sprinkler  in  the  stairhall  the 
entire  cellar  ceiling  be  protected  by  a  sprinkler  system  in 
accordance  with  Section  187  of  the  Multiple  Dwelling  Law; 
and  that  in  all  other  respects,  all  other  applicable  laws,  rules 
and  regulations  be  complied  with. 


297-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Sutton  Associates  Incorpo¬ 
rated  c/o  Sol  Goldman. 

SUBJECT — Application  May  23,  1969 — Application  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED — 10  Fort  Washington  Avenue, 
southeast  corner  of  West  160th  Street,  Block  2137,  Lot  70, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.  and  Larry  Meltzer. 
ACTION  OF  BOARD — Laid  over  to  July  7,  1970,  at 
2  P.M.,  for  further  consideration  and  decision;  hearing 
closed. 


515-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Joseph  F.  and  Ida  Sokol. 
SUBJECT — Application  September  3,  1969 — Application  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED — 30-27  Steinway  Street,  east 
side,  238.84  feet  south  of  30th  Avenue,  Block  680,  Lot  39, 
Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition :  I.  E.  Minkin,  B.  D.  and  S.  R.  Eisenson. 
ACTION  OF  BOARD — Laid  over  to  July  14,  1970,  at 
2  P.M.,  on  condition  that  the  owner  proceed  forthwith  to 
arrange  for  the  installation  of  a  sprinkler  system. 


573-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Yashica,  Incorporated. 
SUBJECT — Application  October  7,  1969 — Application  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED— 50-11  to  50-17  Queens  Boule¬ 
vard,  northwest  corner  of  51st  Street,  Block  1319,  Lot  21, 
Woodside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.  and  Charles  F. 
Preusse. 

ACTION  OF  BOARD — Laid  over  to  September  9,  1970, 
at  2  P.  M.,  for  continued  hearing,  on  condition  that  the 
owner  proceed  forthwith  with  the  installation  of  the 
sprinkler  system  as  indicated. 


712-69-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — 410  West  127th  Street,  Cor¬ 
poration. 

SUBJECT — Application  December  11,  1969 — Application 
for  Modification  of  Certificate  of  Occupancy  re-  sprinkler 
system. 

PREMISES  AFFECTED — 410  West  127th  Street,  south 
side,  145  feet  west  of  Morningside  Avenue,  Block  1967,  Lot 
30,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D.,  Martin  Licato  and 
Andrew  Tsarsis. 

ACTION  OF  BOARD — Laid  over  to  September  9,  1970,  at 
2  P.  M.,  continued  hearing;  previously  inspected. 


147-70-A 

APPLICANT — Hurley,  Kearney  and  Lane  for  The  Nursing 
Sisters  of  the  Sick  Poor,  Incorporated,  owner. 

SUBJECT — Application  March  18,  1970 — Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  standpipe  system. 
PREMISES  AFFECTED — 310  Prospect  Park  West,  south¬ 
west  corner  of  19th  Street,  Block  888,  Lot  34,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  John  B.  Murphy  and  Hannibal  F.  Zumbo. 
ACTION  OF  BOARD — Laid  over  to  June  30,  1970,  at 
2  P.  M.,  for  decision;  applicant  to  file  additional  infor¬ 
mation;  previously  inspected;  hearing  closed. 


298-70-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Stahl  Equities  Corporation,  long  term  lessee. 

SUBJECT — Application  May  18,  1970— Review  of  decision 
of  the  Borough  Superintendent  on  Zoning  matter. 

PREMISES  AFFECTED — 131  to  135  East  47th  Street, 
north  side,  120  feet  east  of  Lexington  Avenue,  Block  1302, 
Lots  25,  125,  26,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum. 

ACTION  OF  BOARD — Laid  over  to  June  23,  1970,  at  2 
P.M.  for  decision;  previously  inspected;  hearing  closed. 
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299-70-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Stahl  Equities  Corporation,  long  term  lessee. 

SUBJECT — Application  May  18,  1970 — Review  of  a  decision 
of  the  Borough  Superintendent  on  Zoning  matter. 

PREMISES  AFFECTED— 131  to  135  East  47th  Street, 
north  side,  120  feet  east  of  Lexington  Avenue,  Block  1302, 
Lots  25,  125,  26,  Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum. 

ACTION  OF  BOARD — Laid  over  to  June  23,  1970,  at  2 
P.M.  for  decision;  previously  inspected;  hearing  closed. 

Adjourned  :  3  :25  P.M. 

James  P.  Mulroy,  Secretary 
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NOTICE 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  repre¬ 
sentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the  hearing 
can  be  entertained  in  view  of  this  publication  and  of  the 
posting  of  the  calendars  on  the  bulletin  board  in  the  offices 
of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly ;  therefore,  no  appeal  or  application  will  be 
held  in  abeyance  by  reason  of  failure  of  the  appellant  or 
applicant  to  file  necessary  data,  or  by  any  other  method  of 
delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  convenience 
in  notifying  property  owners,  they  may  obtain  such  copies 
at  the  office  of  the  Board  of  Standards  and  Appeals,  80 
Lafayette  Street.  9th  floor,  Manhattan,  at  five  cents  each — 
add  postage  payment  if  the  forms  are  forwarded  by  mail. 
Purchase  payment  by  postage  stamps  NOT  ACCEPTABLE. 
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